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PREFACE. 



Success in the cultivation of the large number of Stove and Greenhouse 
Plants now known in British gardens, to a great extent depends on an 
acquaintance with the particular wants of each individual kind, as not only 
do many allied species require different treatment, but it frequently happens 
that individual varieties of the same parentage want something in their 
management quite different from each other, without which they fail to 
thrive. With this view, in preparing the accompanying treatise, the 
intention has been, so far as possible, without resorting to unnecessary 
repetition, to avoid giving directions that are too general in their application, 
but rather to state fully the treatment which each species or variety has 
been found to do best with. In such cases, where several kinds of plants 
succeed under like conditions, the details are given to one, the others 
being referred thereto. 

In describing the general character and appearance of the plants treated 
of, Botanical details have been omitted, but the purpose to which each 
is best adapted, whether for planting out, growing in pots, as roof climbers, 
or trained specimens, ordinary decorative use, the supply of cut flowers, 
&c., &c., is given, and this, it is hoped, will assist those but little acquainted 
with plants in the selection of the kinds best suited to their requirements. 

The best new plants that have appeared up to date are included, as 
well as the large nimibers of older kinds possessing sterling merit. When 
any plant holds a relatively inferior position, this is stated in the description 
accompanying it. Notes are given of the particular kinds of insects each 
species is subject to, and instructions as to the safest means for their 
destruction; also, hints on the form, construction, and heating of Green- 
houses and Stoves. 

Cultural details on a portion of the plants here treated of have appeared 
in " The Garden " and " The Gardeners* Chronicle " ; these have been 
revised and added to so far as found necessary. 

T. B. 
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GEEENHOUSE PLANTS. 

Qbnbral Remabks. 

Thb vast numbers of species and varieties 
of greenhouse plants, hard and soft wooded, 
now in cultivation, afford an all but limit- 
less field for the cultivator to select from. 
Australia, with its wide expanse of terri- 
tory, China, the Cape of Good Hope, the 
temperate parts of America, Soutnem 
Europe, ana the cool mountain ranges of 
the various hot countries of the world, 
have all been put under contribution to 
famish our greenhouses with plants that 
keep up through the circle of the year an 
unbroken succession of flowers in their 
varied forms and colours. The advantage 
which greenhouse plants present to the 
general cultivator is their requiring little 
artificial heat beyond that requisite to keep 
them during the winter somewhat above 
the reach of frost, with the consequently 
more enjoyable temperature of the struc- 
tures in which they are located in the 
growing season thim is possible with the 
stove. Amongst the hard wooded occupants 
of the CTeenhouse are manv of the most 
beautifm, distinct, and profuse flowering 
plants in existence; these properties collec- 
tively commend them to tne general culti- 
vator. The better known, ana more easily 
managed, softwooded section, contribute 
so much by the beauty and abundance 
of their flowers to the embellishment of 
greenhouses and conservatories, and play 
so important a part in the all but limitless 
arrangements in which flowers and plants 
are now used, that nothing farther need 
be said in their favour beyond instancing 
the ease with which they may be ^wn, — 
which ease alone is worth taking mto con- 
sideration. 

PosinoN, Form, and Construction of 
HoxTSB. — It is a matter of the first import- 
ance that greenhouses should be situat^ far 
enough away from anything that can in the 
least obstruct or absorb the light which, to 



the faUest extent possible, is essential to the 
well-being of greenhouse plants. Trees, or 
any dark object, even wnen situated on 
the north side of a planthouse (unless at 
some distance from it) absorb the light to 
an extent that seriouslv reduces the amount 
which reaches the plants; consequently 
care should be taken to build far enough 
away from such. For a like reason, to 
secure the inmates all the light possible, 
on all sides, the sp^an shape is much the 
best ; a house of this description, 18 to 20 
feet wide by from 40 to 60 feet in length, 
is proportionate and convenient, as well as 
generally suited to the requirements of the 
plants. It diould consist of 3 feet of brick- 
work all round ; the upright side-lights 
should be 2 ft. 6 in. in depth, all hinged 
and provided with opening cear, like the 
roof ventilators. These should consist of 
short lights running the whole length of 
the house, hinged to the ridge, so as to 
open with lever rods ; and this is so much 
an improvement on the old system of slid- 
ing liffhts that air can be ^ven when re- 
quired in wet weather. It is also in- 
finitely superior to any of the contrivances 
of shutter- ventilation at the ridge, as these 
always tend to darken the house too much. 
The internal arrangement may, with ad- 
vantage, consist of 3 feet side stages over 
the pipes, and on a level with the bottom 
of tne side-lights. A path running on 
each side of the house, about 3^ feet in 
width, should divide the side stages from 
the centre, which should consist of a flat 
stage about the same height as those at the 
sides, or a few inches higher. Both side 
and centre stages should oe made of solid 
slabs of slate, thin flags, or iron plates, on 
which can be placed an inch or so of fine 
sandy gravel that can be ke{)t damp when 
requir^ and will so maintain a nice 
moisture amongst the plants standing 
thereon. For small stock especially, and 
during the growing season, this is a great 
advantage, preserving a more genial atmos- 
phere, and acting as a preventive against 
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red spider. In each a house two four- 
inch pipes, flow and return, all round 
under the outside stages, will be required. 
For retarding purposes, such as keeping 
back a portion of the stock of many kinds 
of plants with a view to prolong the 
season of their flowering, a lean-to house 
facing northwards, with wall at back, is 
a structure that is very useful, and offers 
advantages that cannot be had with houses 
fully under the sun's influence. Front 
lights and top ventilators should be pro- 
vided and made to work similarly to those 
advised for the greenhouse. 

Light. — In plant life one of the first 
essentials is light Certainly there are 
many things that will exist for a time 
with an insufficiency of it, and, when 
completely at rest, some others will bear 
the complete exclusion of light ; but where 
any activity in vegetable life exists, there 
light must be present in sufficient quanti- 
ties to supply the necessities of plants 
according to tneir individual requirements. 
All plants that require the protection of a 
glass covering, even with only the applica- 
tion of sufficient heat to exclude frost, 
exist under conditions more or less arti- 
ficial, and they become to some extent 
inured to the partial absence of some of 
the conditions existing when in a state of 
Nature ; but so far as we have been able 
to observe, under such conditions they 
require the presence of something to com- 
pensate them for the loss they suffer. For 
instance, any plant grown under glass 
cannot possibly receive nearly the amount 
of fresh air it enjoys in its native habi- 
tat Air and light are the elements that 
strengthen and solidify the soft tender 
shoots and young immature leaves of grow- 
ing plants. As the first of these all-essential 
agents cannot be given in quantities equal 
to what the plants receive in a state of 
Nature, we must try to make up for its 
absence by giving them the greatest pos- 
sible amount of light Any one who 
is at all doubtful as to light being in 
some measure able to compensate vegetable 
life for an insufficiency of air, may learn 
something by noticing plants of several 
varieties of common British Heath that 
will ^ow and luxuriate for years in an 
Orchid basket hung up within a few 
inches of the ^lass. Here all the condi- 
tions under which the plants exist naturally 
are changed, and had it not been for the 
amount of light theyreceived they would 
have succumbed. We have long since 
come to the conclusion that the necessity 
for giving to that portion of a plant above 
the soil — its leaves and branches — the 
greatest possible amount of light is of as 



great importance as the necessary supply 
of water to its underground parts, the 
roots ; and that in the class of plants 
under consideration a great numb(Br of 
failures are attributable, not only to the 
use of dark, unsuitable houses, but to 
the fact of the plants not being elevated 
sufficiently near the glass. 

Whilst on the subject of light it will be 
necessary to say a few words on the posi- 
tion in which plants require to be placed 
in the houses in which they are grown. 
Their general wellbeing depends much 
more upon this than the way in which 
they are frequently treated in this respect 
would lead us to suppose. We often see 
plants in even good light houses standing 
in such a position as would lead to the 
impression that the simple fact of their 
being under the protection of the house 
was thought sufficient In conservatories, 
or houses that are principally kept gay 
by the temporary introduction of plMits 
whilst in flower, the most effective arrange- 
ment must be considered, and the plants 
placed where and in such manner as will 
give the best general effect, and during the 
comparatively short time they occupy such 
structures, and the little growth that most 
plants make whilst flowering, if they are 
not too much crowded they will not re- 
ceive serious harm. It is in the houses in 
which the plants make their growth, where 
they are situated for the greater portion of 
the year, that it is necessary to so place 
them that they will receive all the light 
possible, by elevating them as near to the 
roof as they can be. This is even more 
important during the early stages of the 

Elants* existence than when they set 
irger, for very much of subsequent health 
depends upon the strength and vigour that 
a plant acquires during the early stages of 
its growth. Any one who is in the habit 
of seeing Covent Garden Market cannot 
fail to notice the profusion of flowers 

Produced by comparatively small plants, 
f he has the opportunity of seeing these 
plants at home with the growers, he will 
see that through the whole course of their 
existence the one consideration above all 
others is, to keep them near the glass. 
Arranged in this way, whilst plants are 
small, they certainly have not so nice an 
effect in the houses they occupy, but their 
condition as to health and general appear- 
ance, when they get to something like the 
size they are required to be grown to, will 
fully compensate for this, and will be 
much more satisfactory than the study of 
the most effective arrangement in their 
early stages of growth. 
Anu-^The admission of air to green- 
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house plants in such quantity as they re- 
quire at the different seasons, and under the 
varied conditions of weather in a climate 
so changeable as ours, is an important 
matter, and one on which success or failure 
much depends. A knowledge that plants 
with few exceptions cannot be kept in 
health unless they have a considerable 
amount of air admitted to the houses in 
which they are grown, frequently leads to 
much bein^ given when only little, or 
none at all, ^ould be admitted. To the cold- 
chilling draughts allowed to sweep through 
cool plant houses may be attributed much 
of the stunted, indifferent condition in 
which the inmates are often seen. 

We have never met with a single culti- 
vated plant that could, for any length of 
time, with impunity be submitted to a 
draught. Even Heaths, much as they dis- 
like a stagnant atmosphere, will not long 
bear draughts. Except in mild weather, 
front air ou^ht never to be ^ven at the 
same side of the house on which the wind 
comes — ^not even in the autumn, when the 
wood and leaves are hard and ripe. Let 
any one who has a vigorous growmg plant 
of anything he happens not to care about 
try the experiment of placins it in a cold 
draught ; then after a time let nim examine 
iJie roots, and he will find that they are all 
stagnant, showing at once the svmpathy 
that exists between the leaves and roots of 
plants. 

In the spring especially, when the 
weather often changes completely in the 
space of an hour, the intelligent cultivator 
will at once close the lights on the side of 
the house where the current comes in, giv- 
ing air at the opposite side, or none at all 
according to the external temperature. 
After the plants begin to move freely in 
spring, air, proportionate in quantity .to 
tne external warmth, should always be 
given. This should be done early in the 
morning, before the sun has run up the 
heat of the house too much, closing be- 
times in the afternoon before the tempera- 
ture sets too low. Even in summer we 
often nave winds of such force as to be in- 
jurious to plants if the lights are opened 
much in the direction frY)m which it comes. 
In warm summer weather air should be 
given freely through the day, and as the 
season advances, and n*owth approaches 
completion, some should also be given in 
tbe nights. 

Shadb. — ^Litde shade is reqidred by the 
generality of greenhouse phmts, even in 
summer, except when they are newly pot- 
ted, or whiLst they are in flower, to 
preserve the bloom. In aU cases it 
should only be applied when the sun is on 



the glass. In the case of young stock 
whilst in small pots, with the consequent 
liability of the soil to dry up quickly, it is 
often necessary to use a thin ^ade durins 
bright weather in summer, but this should 
always be dispensed with when the sun is 
notpowerful. 

Water. — We now come to the question 
of watering, which is by far the most im- 
portant operation in the cultivation of 
plants. A plant may be put in unsuitable 
soil, or the potting may not be well done, 
yet it may struggle on better than circum- 
stances would lead us to expect if it is pro- 
perly managed as to water. Not so if the 
watering is unskilfully or negli^ntly 
done, it is difficult to treat on this sub- 
ject in any but general terms, inasmuch 
as, in many cases, each species and variety 
of plant requires a difference in the de- 
gree of dryness to which the soil should be 
allowed to get before applying water, 
which can only be learnt by practice and 
close observation, assisted by a geographi- 
cal knowledge of the countries where each 
individual species is indigenous — know- 
ledge which consequently gives some due 
to tne conditions it exists under, especially 
as to moisture. But this, as will be seen, 
can only apply to natural species ; with 
the great numbers of garden hybrids of 
hard- wooded plants that exist there is no 
guide excepting practical experience. 
Take, for instance, numbers of Heaths : 
Erica Cavendishiana, if kept as dry at the 
roots as any of the aristata hybrids ab- 
solutely require to be, would die tlie first 
summer ; and the same difference as to 
their requirements exists in numbers of 
other phmts equally nearly allied. 

As a rule the slower a plant naturally 
grows, and the finer its roots are, the less 
water it requires. When any plant is in 
active growth it is necessary to keep the 
soil more moist than when it is at com- 
parative rest, and also when the roots have 
mil hold of the soil much more water may 
be given than would be advisable for some 
time after potting. When a -plant is wat^^ed, 
see that it receives enough to run through 
the bottom of the pot ; but in the case of 
plants that have been recently potted, 
only give sufficient to just appear through 
the bottom. Never water a plant in me 
middle of the day in hot weather when 
the sun is on it — ^many deaths are caused 
by this. When it happens to be neces- 
sary to give water under such conditions, 
the plant should be shaded for an hour or 
two afterwards. For greenhouse plants 
use water of the same temperature as the 
house they are grown in. 

Always use rain-water where it can be 
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obtained ; otherwise, the softest river or 
Bprinc water that can be procured. In all 
cases let it be exposed for some time to the 
air, and not used, as is sometimes done, 
out of close tanks, where there is an ac- 
cumulation of foul gases. There are few 
hard- wooded plants, when in fuU growth, 
that do not like weak liquid manure in a 
thoroughly clear, transparent state ; but 
always be careful to err on the right side 
by applying it weak enough. It is im- 
material from what it is made. We have 
used that from the stable and the cow- 
shed with equally good results. 

Soil. — In the successful culture of plants 
in general, but more especially of those 
that have their roots confined in the limit- 
ed space of a pot or box, a great deal de- 
pends upon the use made oi suitable soils. 
We cannot always copy Nature so closely 
as to give to every plant a soil exactly 
similar to what it enjoys where found in- 

S^enous, but in most cases, by a judicious 
ection, we can come sufficiently near for 
all practical purposes. With few excep- 
tions, slow-growing hard-wooded plants 
with fine roots require peat, or a mixture 
of peat and loam, lor their successful cul- 
ture. And we may here observe that 
there is a great difference in the quality of 
the peat found in different parts of the 
country — ^a difference very much greater 
than mere appearance would lead us to 
suppose. In the northern counties it is 
mostly of a hard close nature on the one 
lumd, or too soft and spongy on the other, 
all beinc deficient in fiore. Licht peat will 
be found where the common brake crows 
in thick beds, the fine roots of whicn are 
the fibre required ; the strong rhizomes 
ought to be carefully picked out previous 
to use, as they sometimes produce fungus. 
Stronger peat for plants that require it 
should be got where rough benty grass 
grows thickly. The grass snould be pared 
off as thinly as possible, and about four 
inches thick of the under sod should be 
used ; this will generally be found to be 
darker coloured and much heavier than 
the preceding, and is well adapted for 
most Heaths ; while, for such plants as re- 
quire a somewhat lighter soil, it can be 
mixed with the first-named in equal pro- 
portions. When mixed with the proper 
quantities of sand, according to tne re- 

rBments of the several varieties of 
ts, these two sorts of peat, after 1; 
m a heap for six months, will be foun( 
that can be desired. 

In respect to loam, that of a yellow 
or brown colour will be found best; it 
should be obtained from good dry pasture 
lajid, the older the better, and tnat which 



produces the best and finest varieties of 
grass will be the most fibrous. This 
^ould not have the sward pared off, but 
should be got about two or three inches 
thick, and allowed to lay in a heap for 
twelve months previous to being used. 

For all plants of value use suver-sand, 
such as is generally to be met with on 
commons where peat is found. In most 
cases it requires washing, to remove all 
the fine dusty particles, as the sharper it 
is the better. The objection to pit sand, 
when it is at all of a brown or r^ colour, 
is that it is generally impregnated with 
iron. Where good silver-sand cannot be 
had, clean river sand may be used, but it 
is necessary to be careful to obtain it from 
a stream where there are no chemical or 
manufacturing works carried on, other- 
wise the impurities from these will ren- 
der it unfit for plants. 

Potting. — For the commonest plant see 
that the pot is thoroughly clean, otherwise 
the next time the plant requires potting a 
considerable quantity of the roots will 
adhere, and the plant be consequently in- 
jured. In all cases see that there is a 
sufficient amount of drainage used. For 
pots from 18 to 24 inches m diameter, 3 
inches of crocks will not be too much, 
smaller pots in proportion ; and to prevent 
the soil getting down and choking the 
drainage, carefully place a layer of the 
largest pieces of uie soil used in potting 
over the crocks. As a rule the hardest- 
wooded, slowest-CTowing plants require 
the most sand in the soil. 

In preparing soil for potting never sift 
it, es;cept for newly stuck cuttings : sifted 
soil has always a tendency to become too 
solid, and plants that are potted in their 
early stages in soil so prepared are liable 
to get dry in the centi^ of the balL Let 
the soil l>e broken carefully with the hand 
in pieces varying from the size of an acorn 
to that of a hen's egg, according to the size 
of the plant to be operated upon, using the 
finest soil for the smallest plants. 

Never pot with soil that is either too 
wet, or too dry ; the first will rot the roots 
with which it comes in contact and will 
become sour ; the latter will seldom take 
water properly. One or two days previous 
to potting any plant see that the ball is 
properly moistened all through, but al- 
ways allow sufficient time for tne water to 
drain off, otherwise it will sodden the new 
soil — the object being to allow the longest 
possible time between the operation of 
potting, and the time when the plant re- 
quires water afterwards. Even with the 
greatest care in removing a plant from one 
pot to another some roots are certain to get 
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injured, and applying water to them before 
they have time to heal up is the most 
likely means for their destruction. Indeed, 
we liave no hesitation in saying that there 
sie more newly-potted plants killed from 
this cause than &om all others put together. 
All hard-wooded plants should be potted 
firmly, and at each succeeding potting, 
throi^ the whole course of their exist- 
ence, see that the new soil is made quite 
as solid as the ball of the plant, otherwise 
the water will find its way down the sides 
of the pot, and death, or an unhealthy 
condition, will soon follow. In potting 
always use a lath to ram the new sou 
•down, so as to insure its being made 
thoroughly solid, and finish off by leaving 
the soil for half an inch round the side of 
the pot a little higher than the inside of 
the oall, which prevents the water from 
settling too much through the new soil 

Never fill the pot too full of soil, as this 
makes watering a tedious operation. In 
the case of phmts in from 18 to 25-inch 
pots, 1^ inches or 1} inches is not too much 
•aepth to leave — smaller plants in propor- 
tion. In potting always keep, the collar 
of the plant well up. In shifting large 
«pecimen plants use two strips of strong 
canvas, 6 inches wide and 2 yards long. 
These put under the ball of the plant, after 
it is removed from the old pot, by which 
means two men can with the greatest ease 
lift the plant into the new pot, without 
injuring the roots or breaking the ball, as 
too oft^ is done in getting the plant into 
the new pot. The canvas can easily be 
removed, one piece at a time, by tilting the 
pot over on one side. After potting, 
iilways place the plants where they can be 
kept a little closer — that is, where they 
will receive less air — for a few weeks, and 
fihade carefully from the sun. Keep the 
«urfi&ce they stand on, and the sides of the 
pot, syringed several times a day, if the 
weather is hot After from two to four 
weeks of such treatment, padually inure 
them to the sun and full air. 

Tying. — It should be borne in mind, in 
^dealing with this subject, that the minority 
of greenhouse plants are naturally of a 
formal habit ; others in a state of nature 
4ire weak growers, half procumbent, and 
under artificial cultivation are certain to 
be somewhat weaker — consequently they 
must have sufficient support to keep them 
in something approaching the shape they 
would assume naturally. Plants that have 
to be conveyed to exhibitions must have 
their shoots properly secured, to prevent 
their chafing, else there is no possibility of 
moving them without their nowers being 
disfigured. Plants for home decoration 



require only sufficient support to keep 
them in something like their natural 
shape. 

In tying a plant never use more sticks 
than are absolutely necessarv to steady it^ 
and display the flowers to tne best advan- 
tage. Where it can be done, keep some 
of the shoots higher than the rest, and 
this will tend to break the objection- 
able even surfEtce that the plants other- 
wise have. One of the greatest evils in 
tying, so far as the health of the plant 
goes, is the practice of forcing the sticks 
too far down amongst the roots. For weak- 
growing plants, like many of the Heaths, 
Aphelexis. and Dracophyllum gracile, the 
sticks ougnt never to enter the soil deeper 
than 3 inches ; in the case of plants with 
heavy branches that require a few stronc 
sticks, these may be put deeper, and wiU 
not do much harm if not used in too great 
numbers. 

In tying a plant of any kind, some con- 
sideration should be ^ven to its natural 
habit If a low spreading bush, it merely 
requires sufficient support to keep its 
branches in their natural position. If it 
is an upright grower, assuming more or 
less of the pyramidal form, then it is neces- 
sary in the early stages of itB existence to 
guard against its ultimately becoming 
naked at the bottom, by Iraining the 
strongest branches in a horizontal position 
from the collar, or as near down to it as 
they can be got to the sides of the pot 
The points of the shoots will naturally 
turn up of their own accord ; and any that 
are over-strong may have their points 
pinched out The reason for keeping the 
strongest branches low will be obvious. 
If they are allowed to remain in their up- 
right position, brinpng only the weaker 
shoots to the outside of the plant the 
strong branches run away with all the 
strength and starve the weaier ones, which 
ultimately die. The plant is thus left 
naked, and, in the case of very many green- 
house plants, worthless, as the greater 
number of these will not bear heading 
down sufficiently low to refurnish the base. 
But in training plants of this naturally 
somewhat upright habit of growth they 
should not be kept so low as to destroy the 
natural habit of the plant, but be allowed 
to grow so that their neight will consider- 
ably exceed their diameter. Never over- 
crowd the branches, especially whilst 
young, and in all cases keep them 
only close enough to furnish the plant 
sufficiently. In tying any plant care 
should always be taken that the material 
is not drawn too ti^ht, or the branches 
will be injured. This is so evident that 
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it would appear mmeceesary to mention 
it ; yet m>m the frequent injury done 
in this way it becomes necessary to point 
it out 

Propagating.— The cuttings of ereen- 
house plants can be struck witnout the aid 
of bottom heat, provided that the tempera- 
ture of the structure available can be sept 
at the required heat ; but there are some 
plants that root more readily with the aid 
of bottom heat 



STOVE PLANTa 

Qbnbbal Remarks. 

Among the immense number of plants 
cultivated under glass at the nresent day, 
many of the stove species stana imrivalled 
for tne profusion of their gorgeous flowers, 
and long-continued habit of blooming ; 
they are alike unequalled for the decora- 
tion of heated glass structures as for afford- 
ing a continuous supplv of flowers for 
cutting. The hot as well as the somewhat 
cooler r^ons of the Eastern hemisnhere, 
South America, and adjacent islands, 
have furnished us with a wealth of plants 
producing flowers, of almost every form 
and hue, wherewith to decorate the warm 
stove and intermediate house. In addi- 
tion to these the majority of the most 
beautiful fine-leaved plants we possess 
come from warm countries. Along with 
the properties already mentioned, most 
stove plants possess the merit of being 
much easier to grow than the generality of 
gre^ihouse subjects as to their require- 
ments in both soil and water. Many tdnds 
of stove plants, although they may do 
somewhat better in peat, can be grown in 
turfy loam ; and in respect to water they 
are not nearly so impatient as are green- 
house plants of receiving a little more 
than they require, or having it given them 
before they need it For these reasons, 
many succeed in the cultivation of stove 
plante who fail with the more difficult to 
mana^ hard-wooded habitants of the 
^;reenhouse. Another thing in their fovour 
IS that, when the strong growing, large 
kinds have reached a size tnat would re- 
Quire more room than it may be deemed 
aesirable to give them, the heads of the 
plants may be freely cut back, and the 
roots correspondingly reduced, shaking a 
great portion of me old soil away and 
replacmg it with new. This may, even 
with many hard-wooded sorts, be re- 
peated as often as found necessary, and 
thus the need for such very larpe pots 
as would otherwise be requisite is aone 
away with. 



All plants that require a temperature 
continuously higher than the occupants 
of a greenhouse, come under the denomina- 
tion of stove plants. Yet, indigenous as 
they are to many different parts of the 
world — some intensely hot, others more 
temperate, consequent upon latitude or 
more or less elevated position — they evi- 
dently under cultivation require a con- 
siderable difference in the temperature 
they are grown in. Hence, where an 
extensive collection exists, it is better to 
have at command the means to keep such 
as require it warmer than others that will 
do with less heat and succeed in a tempera- 
ture of an intermediate character betwixt 
the hot stove and the greenhouse. Where 
some arrangement of tnis sort is not avail- 
able, there must necessarily be a compro- 
mise in the treatment they receive, some 
being kept hotter than they need, whilst 
others are too cooL But a good deal may 
be effected by placing those that want the 
most heat at the warmest end of the house, 
next the boiler, and putting such as require 
less heat at the coolest en£ In a house of 
say thirty-five or forty feet long, there will 
usually be a difference in temperature of 
half a dozen degrees between the hottest 
and the coolest end. To still further 
meet the wants of the plants in this matter, 
the ^;reater portion of the air given can be 
admitted at the coolest end of the house. 

Position, Form, Ain> Construotion of 
House. — In the cultivation of flowering 
stoveplants, one of the mostessential matters 
is a house so constructed and situated as to 
fi^ord the greatest possible amount of li^ht 
Without mis it is vain to expect anything 
above mediocrity in the results. Tms will 
be seen when it is considered how com- 
paratively limited is the amount of cold 
external air that can be given, especially 
during the early part of the growing 
season, consequent upon its causing too 
great a reduction in the temperature, but 
still more by its producing too dry a con- 
dition of the atmosphere consistent with 
the absolute requirements of the plants. 
Their growth, as is well imderstood by all 
who have had even limited experience in 
the cultivation of stove subjects, is very 
rapid. From this and the preceding cause, 
unless they are grown in a house that will 
afford them a maximum of light, the wood 
and leaves are so soft and deficient in 
substance as to render them incapable of 
producing flowers in their wonted quantity, 
size, or colour, light being the great com- 
pensating element that in a measure makes 
up for the limited quantity of air which 
plant life under sUch conditions necessarily 
receives. Hence, the stove should be con- 
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fltracted so as to afford an abundance of 
light, and so placed as to be in no way 
under the influence of buildings, trees, or 
walls that will either obstruct or absorb it 
This is a matter of vital importance, 
^vbich cannot be too forcibly impressed 
upon all who essaj the cultivation of these 
plants. With this view, the stove should 
always, where practicable, be span-roofed. 
In a lean-to, hip-roofed, or even half-span, 
the back wall always absorbs so much 
light as to seriously interfere with the 
short-jointed, robust growth essential to 
success. The dimensions of the stove will 
of course be determined by individual 
requirements. A very useful size for the 
class of plants under notice is 18 feet in 
width, oy 45 or 50 feet in length ; if 
narrower than this, it does not admit of 
the best and most economical arrangement, 
and if wider it necessitates the elevation 
being greater than consistent with an easy 
maintenance of the required temperature 
in severe weather. The depth of brick- 
work of the sides and ends should be 
similar to that advised for greenhouses, 
but there should be movable shutters for 
Ae admission of air in the side- walls. The 
upright side-lights ought to be fixed, as 
the opening of them entails the admission 
of air in direct contact with the plants, than 
which nothing can be more objectionable 
OP more calculated to check the young 
tender growth. There should be provision 
for sufficient roof ventilation, opening in 
the same way as the greenhouse. In the 
matter of internal arrangement the side 
stages should be similar in width, material 
and construction, the paths the same ; but 
in place of a centre stage there should be 
a brick-built pit, 3 feet in depth, to be 
kept filled with tan. In a house of the 
above width and elevation, for the hottest 
section of plants, there should be five 
rows, three flows and two returns, of 4 
inch pipes running round the house under 
the side stages ; these will not be too many. 
We do not advise any piping under the 
tan-bed, being convincea that there is 
nothing gain^ by it. For the cooler 
stove, or intermediate house, three rows 
similarly placed will be enough. If the 
side stages are made of open bars of wood- 
work, me excessive heat arising from the 
dose proximity to the pipes will affect 
the plants. The distance these stages are 
from the glass adapts them as stands 
for not only the smallest plants, but for 
moderate-sized specimens. The largest- 
crowing suWects will, of course, occupy 
tne centare of the house in such an arrange- 
ment as that under consideration. In 
some cases, to make the most of the space, 



a shelf may be hung from the roof over 
each path ; but with these there is this 
inseparable disadvantage, that the light is 
intercepted from the other plants to a 
serious extent ; consequently tnis counter- 
balances the gain, and the shelves are 
better absent Of course, such an arrange- 
ment as this implies that the whole of tne 
plants are grown in pots or tubs. 

At the present day the planting out of 
stove plants in preference to pot culture is 
sometmies advised. This may do where a 
considerable portion of a house is devoted 
to the cultivation of some particular 
species or variety, as with those who grow 
certain things in <^uantity for market; but, 
even where such is the case, it does away 
with the possibility of removing any 
portion for retarding or accelerating the 
Dlooming as may be round desirable. The 
system has also another and serious disad- 
vantage, that it prevents the plants being 
moved, to be dipped or washed by syring- 
ing, for the destruction of insects. Neither 
is there anything gained by planting out 
in this way, as the plants, if well-managed, 
can be grown quite as well and as quickly 
in pots. In a house of large dimensions 
planting out may be resortea to with good 
effect, so far as appearance goes ; but the 
inevitable consequences are that a few of 
the strongest growers overhang and seri- 
ously injure the others, and when anj 
plant is out-growing its neighbours there is 
no means of remedying the evil without 
taking up and replanting, which in many 
cases, when the specimens have become 
hurge, means nothing less than their de- 
struction. The position which the gardeners 
of this kingdom hold, so far in advance of 
those of any other country in the cultivation 
of plants, is due to the great superiority 
they have attained in the individual culture 
of each and all of the immense number of 
species and varieties that thev grow, and 
not to the appearance produced by a 
crowded arrangement for mere effect, 
whereby the health and general character 
of nine-tenths of the things grown are 
completely destroyed. In Iw^e structures 
an arrangement equal in appearance to 
planting out may easily be effected by 
growing the plants in pots or tubs, and 
plunging them in a bea prepared for the 
purpose. In this way they nave the look 
of being planted out, with none of the 
objectionable consequences following from 
that system ; there is also the great 
advantage attached to the plunging, that 
the whole arrangement of the house can at 
any time be altered by a different distri- 
bution of the occupants, and thus the 
monotony of one position is done away with. 



Digitized by 



Google 



8 



Greenhouse and Stove Plants. 



8T0VB PLANTS. 



Where anything of this nature is carried 
out^ it of course implies that the use of 
stages or centre pits is altogether dispensed 
with. 

Temperature and Light.— The tem- 
perature that stove plants will bear and 
require if thej are to be made the most of by 
giving them as long a season for CTowth and 
flowering as is consistent with their health 
and welibeing, is a subject upon which 
very diflferent views are held. The 
injunction not to raise the temperature of 
the stove until the days get long, and to 
keep a low night temperature, has been 
rep|eated until it has well-nigh become an 
article of faith in gardening practice, and 
the suggestion of anything opposed to this 
is frequently looked upon as an innovation, 
the adoption of which would quickly 
exhaust the plants. Yet those who hold 
such views very likely have never given a 
thought as to the night temperature that 
many of our stove pmnts are subject to in 
their native countries, even during the 
coolest season, neither have they con- 
sidered the short season of rest they there 
undergo. On this latter point some 
allowance must be made for the shorter 
days we have in this part of the world in 
winter ; yet we are thoroughly convinced 
by repeated trials extending over a long 
perioa of time that the reason so many 
fail, or only partially succeed, with many 
of the best stove plants, is on account of 
the much too low temperature those plants 
are kept in during the winter, stiU further 
aggravated by their being kept dormant 
for much too long a perioa. The teaching 
that stove plants should not be excit^ 
into growth until the sun has got much 
power is so plausible, that many take it 
for granted and act accordingly, without 
ever attempting to prove it one way or the 
other by practice. It must be iJome in 
mind that we are not now speaking of 
plants that only require, and which do the 
best in, an intermediate temperature, but 
of plants from the hottest parts of the 
world ; and of these we say that by far 
the greater number are rested too long in 
the winter, and during that time kept in 
too low a temperature. But when plants 
are started early, whilst the days are short, 
they must be grown in thoroughly good 
light houses, with the larger specimens 
that occupy the centre of the house elevated 
so as to all but touch the roof-glass. 

The all-importance of light, in the fullest 
measure we can give it, for flowering plants 
that are subject to a high temperature, has 
not yet been fully realised by all growers, 
possibly through the necessity for shading 
many plants &om the direct rays of the 



sun when it is powerful But we must 
not forget that it is a very different thing 
to simply shade a plant from the burn- 
ing influence of the sun and to place it 
continuously where it will not receive 
sufficient hght — a condition inseparable 
from plants when they are plunged in 
bottom heat in most stoves, and as usual 
in this way much too Dar from the glass, or 
when stood, as too frequently seen during 
the growing season, in a position where 
effective arrangement was more considered 
than their welibeing. The same effects 
are inevitable when too many roof-climbers 
are grown over the general occupants of 
the house. Where the plants are of neces- 
sity subject to any of the above adverse 
conditions as to the solidifying, life-giving - 
element^ light, then of couse it is better 
not to excite them too early by subjecting 
them to a temperature that will force them 
into rapid growth before the days get a 
good length. To the fact of flowering 
stove plants being able to exist in some 
sort of condition when they do nol 
receive the full volume of light they so 
much need, may be attributed me apparent 
too general foi^tfulness of their wants in 
this matter. For hot stove plants 65** in 
the night and 70* in the day, during the 
shortest days of winter, is the temperature 
that will be found most suitable to their 
requirements ; and four or five weeks at 
the end of the year with four or five at 
the commencement is <][uite as long as it is 
either necessary or advisable to keep them 
at this. As soon as we get fairly into 
February the heat may be increased two or 
three d^rees, and raised higher as the days 
lengthen. During the time of the lowest 
temperature all deciduous plants, or such 
as are nearly so, should have the soil 
kept very dry, but not in a condition 
absolutely devoid of moisture, or such as 
would cause the bark to shriveL This 
completes the thorough ripening process 
they need, and induces the cessation from 
growth also requisite. Plants so managed 
have their buds up plump and strong 
ready to burst into strong sturdy growu 
as soon as water is freely given ; whereas 
those that are forced to rest by being 
chilled in an unnaturally low tempera- 
ture are in a condition neither of wood 
nor roots to start freely. With many 
plants that are so rested it turns out to M 
their last rest^ the life being starved out of 
them. The dry condition of the soil during 
the dormant season so necessary for 
deciduous kinds, or such as cast the greater 
portion of their leaves like AUamandas. 
and Bougainvilleas, must not be attempted 
with such as are evergreen, for instance, 
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Ixoras and Gardenias. These are yenr 

often injured by not receiving enough 

water at the root in the dormant season, 

.as also by keeping the atmosphere much 

too dry. The condusions we have arrived 

at on this subject are not based upon mere 

conjecture, but on experience. Numbers 

•of me best and finest stove plants we ever 

grew were subject for nearly a score of 

years to a temperature through the winter 

•of never less, except on the occasion of 

very severe frost, than 66°. Some things 

were never during that time quite at rest, 

tamply alternating between active gjrowth 

in the summer and slower growth in the 

winter. Yet the treatment mey were thus 

long subjected to did not produce the 

slightest symptoms of wearing out ; on the 

•contrary, the oldest plants were as strong 

and vigorous as they were the first season 

they were grown. Ixora coccinea (the 

king of stove plants) we have cut freely 

back the first week in September, and 

have had the same plant in the middle of 

May bearing a hundred heads of flower, 

•over a score of which were from 6j^ in. to 

7 in. in diameter, measured through the 

-centre of the flowers. Many of the shoots 

springing from the collar of the plant, and 

form^ within this time, were over five 

feet in length, proportionately strong, with 

leaves almost as bi^ as a common Laurel. 

Such growth as this was not produced by 

^starving the plants through the winter in 

a low temperature, but the opposite ; tJiey 

were never plunged in bottom heat, but 

kept elevatea witnin a few inches of the 

glass in a good house (where they got 

every ray of light possibleX and lowe^ 

.gradually as the shoots extended. 

The advantage of thus dispensing with 
•a long rest in winter is, that through the 
■early growth made sucn plants as Alla- 
mandas, Dipladenias, Ixoras, Bougain- 
villeas, and others that either keep on 
•continually flowering so long as they have 
warmth enough, or make alternate growth 
and flower, yield double the quantity of 
bloom possible when kept dormant so 
long. 

Air. — On the subject of ventilating 
plant structures so much has been written 
that we might have supposed the matter 
waa exhausted, but imfortunately, much 
has been said which, instead of ventilating 
it effectually, has only rendered it more 
obscure. Tnis especially applies to houses 
where more or less fire-heat is used in the 
xmltivation of the plants they contain. 
In dealing with the heated internal air of 
a glass structure and the cold external air, 
we have the most subtile element in exis- 
tence under conditions most opposite — the 



light-heated air inside searching every 
crevice in the roof through which it may 
escape, and the more dense and heavy 
outside air equally active to gain admission 
at the doors, wall-shutters, or front-lights. 

The closest glazed, and in other ways 
the best constructed house we ever saw, 
will admit sufficient air for the require- 
ments of the plants in the stove during 
the winter months, without opening either 
roof-lights or side-shutters. During the 
months of November, December, January, 
and February we never gave a particle of 
air in the plant stove by opemng either 
side-shutters or roof-lights. It is simply 
a waste of fuel, in addition to its render- 
ing the atmosphere unsuited to the occu- 
pants. After this time, when the atmos- 
phere is clear, the sun has sufficient power 
to raise the temperature considerably, and 
the admission of some air in the middle of 
the day vrill be necessary; but unless the 
weather is unusually mild it must be in 
small quantities, otherwise the atmosphere 
of the house will become too dry for the 
tender young leaves to bear. When air is 
given at this season, and all on through 
the spring and summer, it is a matter of 
the first importance that water should be 
freely applied to the paths, and on the stages, 
so as to counteract the drying influence tnus 
present As the season advances, and the 
outdoor temperature comes nearer to that 
of the house, more air should be given ; 
but in light houses, such as already ad- 
vised, wiui the plants stood well up to ^he 
glass, the necessity for admitting it in such 
quantities as often given is much reduced. 

Shade. — The full measure of light advo- 
cated will be easily distinguished from ex- 
posure to the direct action of the sun. 
This, as is well-known to even those of 
the most limited experience, is highly in- 
jurious to consideraole numbers of stove 
plants, and raust be guarded against ac- 
cordingly by the use of something to hreaJt 
the full force of the sun's rays ; but what- 
ever means are resorted to for the protec- 
tection of plants ftx)m the action of the 
sun, the material employed should in all 
cases be of a movable character, so as to 
be easily dispensed with when not re- 
quired. Nor should the fabric used be 
thicker than is positively necessary for 
the description of plant it is employed 
to protect All dark-coloured material 
should be avoided — the whiter it is the 
more light it will admit There is a 
strong but very thin linen fabric manu- 
factu^, known in the trade under the 
name of scrim or gauze canvas ; it is the 
best, most durable, and in the end the 
cheapest material that can be used for 
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movable shading. The green-tmted paste 
which is sometimes em])loyed for smearing 
f^lass, imless for such things as fihny Ferns, 
IS the worst possible shamne that can be 
used, on account of its immovable nature and 
the great amount of light which it excludes. 
White paste, made with common bread 
flour and water, admits more light, but 
is very injurious to the paint, causing it 
to peel off. Where there is no alternative 
for shading except smearing the glass, 
the best thing that can be used for the 
piiipose is whiting mixed with skimmed 
milk and water in equal quantities ; this 
is sufficiently adhesive to withstand the 
effects of rain, yet can be removed with 
ease when the season is so far advanced 
that it is no longer required ; but even 
this, when laid on the glass as thinly as 
possible, and when only sufficient is used 
to break the sim's rays, has the objection 
of excluding light in dull weather, and in 
the morning and evenings, when no shful- 
ing is required. For conservatories buOt 
in the irregular style, with roofs such as 
do not admit the working of ordinary 
blind rollers, and where it is, nevertheless, 
necessary to use something to prevent 
scorching, the least objectionable material, 
either in appearance or having regard to 
the exclusion of light, is tiffany or fine 
netting. This should be tacked outside 
during the spring and summer, but not 
allow^ to remain on any longer than is 
absolutely necessary. Although in the 
cultivation of most stove plants we are 
compelled to resort to shading, we look 
upon it in any form as a necessary evil — 
never to remain over the plants for a single 
hour when not required. 

Water. — Most stove plants, conse(}uent 
upon their rapid growth, need, when m an 
active state, a l^?ge quantity of water ; 
some require to have tne soil always kept 
comparatively moist ; others, when at rest, 
want drying off, and should receive, for 
a considerable time, very littie. At no 
season of the year ought water to be given 
in a cooler state than the temperature the 
plants reauire to be grown in; and all 
through the growing season it may, with 
very great advantage, be applied warmer 
than the temperature of tne house they 
occupy. 

Soil. — The soil required for growing 
stove plants should always, whether peat 
or loam, be of a good description, contain- 
ing plenty of fibre. This is necessary, as 
the amount of water requisite for the 
greater portion is such that decomposition 
of the vegetable matter containea in the 
soil is very rapid ; this also necessitates 
the presence of sand amongst the soil in 



sufficient quantities to insure porosity. In 
potting stove plants there ia one essential 
that should never be lost sight of; it i» 
that the soil, before using, ought always to 
be placed where it will become as warm as 
the temperature of the house in which the 
plants to be operated upon are grown. 
When the soil is used in a cold state it 
necessarily chills them, at a time when 
they are least able to bear it, when their 
roots have been more or less broken in the 
operation of potting. 

Troia. — The extent to which stove 
plants require to be trained and tied de- 
pends on the uses they are to be put to» 
For ordinary decorative purposes no more 
supports need be given than are requisite 
to keep them in shape, and to avoid an 
untidy straggling appearance. When they 
are to be used for exhibition the branchea 
must be sufficientiy secured to prevent 
friction during removal, or they are sure 
to suffer and to be rendered unsightly. 

Propagation. — In respect to tne propa- 
gation of stove plants firom shoot'cuttmgs it 
may be well to remark that, as in the case 
of plants that do not require so high a 
temperature for their cultivation, there is 
mudi difference in the readiness witii 
which some kinds strike in this way a» 
compared with others. Much the greater 
number root readily from cuttings made of 
the soft or half-ripened shoota, severed at 
a joint in the usual manner ; but in the case 
of all plants the cuttings of which are advised 
to be taken off with a neel (that is, with the 
small portion of more solid wood attached 
which forms the base of the shoot at its- 
jimction with the stem from which it has 
sprungl it may be taken that they are 
more oifficult to strike, and do not root 
freely from ordinary cuttings. Plants that 
in this way give some difficulty in their 
propagation can also, almost always, be 
struck from root cuttings, where the roota 
are at all of a fleshy character, and not 
naturally of a thin, hard, wiry description.. 
Small pieces of such roots, cut into lengths- 
an inch or so long, and treated in the usual 
way as to the heat and moisture, rarely 
fail to crow. In striking cuttings of some 
stove plants, bottom heat is an assistance^. 
— that is, the means of plunging the pota 
or pans wherein the cuttings are to be in- 
serted in a medium that does not fluctuate 
between day and night like the temperature 
of the house. This is an advantage, parti- 
cularly vrith cuttings of such plants as are 
slow in forming roots. But, neverthe- 
less, where the temperature of the house 
or pit at command is moderately steady 
ana can be kept high enough, cuttings of 
most kinds can be rooted as well by con- 
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fining them under propa^ting glassea, or 
in an enclosed case within the house or 
pit 

Insscts. — We would particularly direct 
the attention of all beginners who aspire 
to grow even the most common plant weU, 
to the necessity of waging a continuous 
war against the different insects that prej 
upon plants, especially those under arti- 
ficial cultivation. Phuits here exist under 
conditions the least favourable to their 
withstanding the ravages of insects, inas- 
much as the limited extent of the food 
supplied to them in the confined space 
allotted to their roots must render them 
lees able to bear the extraction of their 
life's blood — the sap— which these animal 
parasites are continually draining from 
them, than they would be if cultivated in 
the open air, with full scope for their roots 
to extend in all directions in search of 
food. Still more, insects that prev upon 

Slants in glass structures exist imaer con- 
itions most fiEtvourable for their develop- 
ment ; here their breeding season is in 
most cases prolonged to the whole of the 
year, and they are secure from their 
natural enemies, which in a state of nature 
would often make short work of them. We 
have observed that any plant which in the 
early stage of its growth is seriously in- 
jured through the ravages of insects, is 
never, even if afterwards thoroughly 
cleansed and well nursed through the re- 
mainder of its existence, extending over a 
number of years, so vigorous or so capable 
of being grown into a fine specimen as a 
plant that has not similarly suffered. It 
always appeared to be affected like a plant 
that has oeen stunted trough insuf&cient 
root-room whilst young. Bv this it will 
be understood that we are alluding to the 
more inj\irious species of insects that affect 
plants. There are two especially — white 
scale and mealy bug. Where these exist 
to any extent in a collection of plants, it is 
an impossibility ever to have them in such 
condition as where these insects are absent ; 
brush, sponge, and sjrringe may be kept 
incessantly at work, but unless means oe 
taken for their thorough extermination the 
continual use of these appliimces leaves its 
mark in the shape of scanty injured foliage 
and meagre flowers. Brown scale, thrips, 
aphides, and red spider, to a greater or less 
extent, are ever troublesome on plants 
cultivated under glass, and their presence 
to any considerable extent is highly in- 
jurious. Where a high standard of culture 
18 aimed at they must be kept well under. 
The means that can be had recourse to for 
the destruction of each is often different in 
different kinds of plants, inasmuch as all 



are not alike able to bear an application of 
the same means for killing tlie insects. 
Consequently, we have found it advisable 
to give together with the directions for the 
ctdtivation of each genus of plants the 
means we have found best calculated for 
the destruction of the insects to which it 
is subject The above remarks, apply- 
ing to stove plants, and those of a like 
character which will be found relating 
similarly to greenhouse plants, as a matter 
of course will be understood as being of a 
general character in their application. 
Great numbers of species and varieties of 
plants require something or other excep- 
tional in tneir treatment as compared with 
that of others ; particulars in every case 
will be found given under the head of each 
particular kind. 

There are several operations connected 
with the cultivation oi plants of nearly all 
kinds that are so general in their applica- 
tion — such, for instance, as always having 
the pots clean inside as well as outside, 
before putting any plants in them, and of 
draining the pots properly— that it has 
not been consiaered necessary to allude to 
them in the directions given for each 
particular species or variety of plant, ex- 
cept where it is needful to be more than 
ordinarily careful. This, of course, applies 
to the greenhouse and stove plants, 
flowering as well as fine-leaved, in the 
plants hereafter treated of^ the particular 
purpose that each species and variety is 
adapted for is pointed out^ whether as roof 
climbers, trained pot specimens, large or 
small, for yielding flowers for cutti:^, or 
for general decorative use. 

FEENS. 

General Details op Cultivation. — 
It is needless to sav that Ferns are indis- 
pensable in any collection of plants, how- 
ever select Their elegant^ distinct^ and 
varied forms afford a marked contrast to 
everything else in the vegetable kingdom, 
varying in appearance as they do from the 
noble arborescent species to the low spread- 
ing Hymenophyllums, with their singular 
filmy leaves, and the grotesque-looking 
Platyceriums. They are favourites with 
all lovers of plants. With few exceptions, 
they are easily grown, providing a few 
matters indispensable to nearly all the 
species are kept in view. Taken as a whole, 
Ferns are moisture and shade-loving plants, 
mostly found growing naturally in damp 
places, where &ere is not only a consider- 
able amount of moisture within reach of 
their roots, but where the atmosphere is 
more or less charged with moisture. 
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The usual method of propagation is from 
spores — the name applied to the seeds of 
Ferns. These are very small, and if care 
is not taken they are liable to get wadbied 
down so deep in the soil as to prevent their 
vegetating. Broad shallow pans are the 
most suitable for sowing in, and these 
should be well drained and filled with a 
mixture of sifted fibrous peat, with some 
broken sandstone or crocks added, and 
enough sand to make the whole porous. 
Press the material moderately firm in the 
pans, and give it a good watering to get 
the surface quite smooth ; on this sow the 
spores, not too thickly. Stand the pans in 
larger ones that will hold water, and in 
these keep a small quantity, about an inch 
or so in depth. This water the material the 
spores are sown in will draw up so as not 
to require the giving of any airectiy on 
the surface ; in this wav the danger biefore 
indicated of the spores beinc washed down 
too deep is avoided. Stand in a tempera- 
ture of fix)m 60® to 66**, according to tiie 
time of the year, and the more or less heat 
the species requires. It is well to sow the 
spores as soon as they are in condition, 
which, in the case of many, will be towards 
the latter end of summer. Some kinds 
vegetate more quickly than others, but in 
the case of the spores of most kinds sown 
at the time indicated, they will begin to 
grow during the autumn and winter. They 
imould be Kept through the interim at 
about the heat already named ; as the 
weather gets warmer m spring raise the 
temperature proportionately. As soon as 
the plants are la^e enough to handle they 
may be pricked off from three to half a 
dozen together, according to the size of the 
different species, in three inch pots, filled 
with soil similar to that in which they 
were sown. An intermediate heat, with 
shade, plenty of light, air in the day time, 
and a somewhat moist atmosphere, with 
abundance of water to the soil, are what 
they require. Some kinds may need mov- 
ing to single pots before autumn, whilst 
others that make slower progress will do 
better undisturbed until about February. 
This is the best time to pot most kinds of 
Ferns, as they never like their roots dis- 
turbed much, least of all after they have 
begun to make growth. After potting, 
treat in general as advised for the precea- 
ing spring and summer. Once a year is 
often enough to pot Ferns of any kind, and 
all that will be necessary subsequently is 
to give more room each spring as required, 
using the soil in a lumpy state as the 
plants get larger, with about one-sixth of 
broken crocks, charcosd, or coal cinders 
amongst it ; any of these will answer to 



keep the soil porous, which is essentiaL 
Where large specimens are required of the 
creeping stemmed species — such as the 
Davallias and Gleichenias—wide pans or 
pobi must be used, but it is a mistake to 
give Ferns pots as large as many plants 
require. Even the tree species, when large, 
can be kept in a healthy, thriving condi- 
tion, with half the root-room that is 
frequentiy given, and excessive room re- 
sults in the fronds outgrowing reasonable 
space. With the aid of manure-water 
during the growing season. Ferns of nearly 
all kinds can be kept in the best condition 
in smaller pots than most things. Most 
Ferns when they have arrived at a size 
such as deemed sufficientiy large, may be 
kept in a healthy condition for two or mree 
years, without repotting, by the aid of 
manure- water in tne growing season. One 
matter of importance that applies to Ferns 
generally, is that they should never, 
even in the winter, be allowed to 
get so dry at the roots as many other 
plants. 

The creeping stemmed species can be 
propagated by division of the rhizomes, 
which in all cases should have some roots 
attached ; the division ought always to be 
effected early in the season before' growth 
has commenced. Others, with habit of 
growth like the Adiantums, will bear 
division ; the crowns should be separated 
with roots attached to each. 

Most of the species of stove Ferns in 
cultivation do better when grown with less 
warmth than they are often subjected to. 
When more heat is used than they require, 
the fronds are weaker, and do not remain 
in a fresh, healthy condition so long ; they 
are likewise more susceptible to the 
attacks of insects, and are much less useful 
for cutting. For most of the stove kinds 
a night temperature of 60** to 66** during 
tiie autumn and winter, with a little more 
in the day, and 60® by night, with a rise 
proportionate to the weather in the day, in 
summer will answer. The Gymnogrammas, 
and a few others, are an exception to the 
generality of Ferns that require more than 
cool greenhouse treatment, as they must be 
kept warmer ; 60® in the night in winter 
is oetter for them than a lower tempera- 
ture, and they should be given proportion- 
ately more in the summer. Such kinds 
as come imder the denomination of green- 
house species have a better appearance 
when kept slightly warmer in the winter 
than the coolest section of general green- 
house plants, say about 46® by night And 
in the case of this division the plants should 
never be subjected to dry currents of air, 
or in fact have sufficient air given them to 
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dry the atmosphere so much as needful with 
ordinary greenhouse stock. At the same 
time more moisture should be used in the. 
atmosphere than in the case of other green- 
house plants. Plenty of light is of great 
importance, especially through the growing 
season ; shading from the sun when it is 
powerful most of the species require, but 
by iai the greater number of Ferns like 
more light than is usually given them. 

As will be seen, there is no difference 
between the stove and the greenhouse 
kinds in the matters of propagation, pot- 
tine^, soil, &C. 

&8EC7rs. — Most of the insects that prey 
upon plants grown imder glass cmect 
I^ms. Thrips, in particular, are trouble- 
some, and are best destroyed by syring- 
ing and fomi^ting, and by dipping 
and washing with tobacco water when the 
growth is matured. Greenfly sometimes 
a£fects the young fronds, and as a remedy 
fumigate slightly. Scale is the worst to 
cont^d with on these plants, as where it 
gets a lodgment on many of the species, 
such as the Gleichenias, it is difficult to 
deal with when the specimens are large. 
Repeated washings with insecticide when 
the plants are at rest, is the best remedv. 
For mealy bug syringe freely wiUi tepid 
water. 

PALMS. 

General Details of Culture.— Until 
within comparatively recent times these 
elegant plants were rarely seen except in 
JBotanic gardens, the general supposition 
bein^ that thejr were too laroe tor cul- 
tivation in private places. But better 
acquaintance with them proves that there 
are many which possess naturally a suffi- 
ciently dwarf habit to admit of their being 
^wn for a number of jears in pots or 
similar appliances, by which their growth 
may be still further restricted, so as to keep 
them within sufficient bounds to admit of 
their being accommodated in houses of or- 
dinary size. Many of the species will 
bear this dwarfing treatment and yet ex- 
hibit their elegant form and character in 
such a way as to render them beautiful 
objects for the decoration of rooms and 
otner places where only plants of small 
size would be admissible. So accommoda- 
ting are Palms in this respect, that many 
which naturally attain a lar^e size can l>e 
kept quite small whilst still having a 
healthy appearance. Another peculiarity 
possessed oy these plants, wnich goes 
far to commend them, is that many ofthe 
species will grow in a considerably lower 
temperature than that in which they exist 
where found indigenous. 



The family of Palms is a large one, con- 
taining many genera and a great number 
of species, comparatively few of which, 
however, are suitable for the general cul- 
tivator, and it will be better to confine the 
accompanying details to such as grow 
freely. Those kinds that produce sudcers 
can be increased by division, potting the 
the suckers when taken off singly, and 
keeping them warm and in a little closer 
atmosphere imtil they get establi^ed. But 
the general method of raising these plants 
is from seeds, which are imported from 
the countries where they grow naturally. 
The seeds ought to be fresh, and, suppos- 
ing them to be started about the beginning 
of the year, they should be sown moderate- 
ly thicklv in shallow pans, drained and 
filled with ordinary loam sifted and mixed 
with enough sand to make it moderately 
free and porous. A little fine soil should 
be put over the seeds and they must be 
placed in a temperature of about 70**. 
There is considerable difference in the 
time the different species take to germi- 
nate, some being mucn quicker in this than 
others. When the young plants have 
made a little growth they must be put 
singly into small pots before their roots 
^t entangled ; if allowed to stop too long 
in seed-pans thev suffer in this way. The 
seedlings will bear a strong heat in the 
summer — 65° or 70* in the night ; the 
higher figure is not absolutely necessary, 
but under it they make more progress. 
They will do with 10** or 16** higher than 
this in the day time. They should have 
a fiedr amount of light to keep them from 
drawing up weakly, and have air in the 
day ; shade when the weather is bright, 
and give plenty of water, without wmch 
at all times most kinds will not succeed 
well, and will become of a sickly yellow 
colour. Some of the freest growers wiU 
want a little larger pots towards the end 
of summer ; in this the cultivator must 
be guided by the amount of roots they 
have made, as it will not do to let them 
get pot-bound at this stage. Palms wUl 
succeed in either peat or loam. We prefer 
the latter where it can be had of a good 
mellow nature ; it should have a moderate 
^uantitv of sand added. Discontinue shad- 
ing as the autumn advances, and reduce the 
temperature day and night ; 60° in the 
night through the winter will answer for all 
the heat-requiring kinds, with a rise of a 
few degrees in the day more or less accord- 
ing to the weather. About the end of 
Feoruary all that were not potted a 
second time will most likely require 
moving into larger pots in size proportion- 
ate to that of tne particular species and 
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the progress it has made ; such aa are 4 
inches to 6 inches in diameter will most 
likely be found lar^e enough. Soil a 
little heavier than tnat in which they 
were started shotdd be used, the drainage 
made secure and the soil pressed firm. 
Increase the heat as the days lengthen, 
give air and shade as required, with 
plenty of water to the roots, and syringe 
freely overhead daily. Treat generally as 
advised for the preceding summer, and 
alike similarly through the winter ; again 
mve more root-room about February, 
snifting them into pots from 2 inches to 4 
inches larger as the plants seem to require 
more or less room. Do not let the roots 
get cramped at this early stage, except in 
the case of such as are required for use in 
a miniature state. 

For decorative purposes in a larger 
state, it will usuallv be found advisable to 
grow the different kinds on to a height of 
3 feet or 4 feet with as little delay as 
possible ; consequently, until that or some- 
thing of a like size has been attained it will 
be well to treat them to as much root-room 
as will in this way assist free growth. All 
that is required afterwards is to continue 
the treatment hitherto advised summer 
and winter, regulating the size of the pots 
according to the size tne plants are desired 
to be grown to. Most of the smaller grow- 
ing kmds can be kept in a healthy state 
for years in pots from 10 inches to 18 
inches in diameter, but when so restricted 
they must have manure water once or 
twice a week through the growing season, 
or the leaves will most likely be deficient 
in that healthy green colour which adds 
80 materially to their appearance. Many 
' of the stove species will Dear standing in a 
warm conservatory for a time during the 
summer season, and so used will be found 
very attractive, but they should be returned 
to warmer quarters as the weather fi;ets 
cooler. Care ought always to be ta!ken 
that they have enough shade in bright 
weather to prevent the leaves being dis- 
figured, for, if scorched with the sun, it 
tfJces a considerable time to admit of their 
regaining their wonted appearance — only 
possible by reclothing with new leaves. 

The species of Palms that will suc- 
ceed all the year round with greenhouse 
treatment are comparatively limited in 
number. Their propagation is the same 
as advised for the stove kinds, except that 
it is not necessary to give them quite so 
much heat It is well for the first two or 
tJiree years to afford them an intermediate 
temperature, as by this means time is 
saved in getting them up to a useful size. 
Where there is a house at command 



sufficiently large to allow of any of the 
favourite large growing kinds attaining 
a great size, such as to show something 
approaching their true character, the beat 
course is to plant them out in a bed of 
good loamy soil— drained and sufficiently 
mrge to sustain them. In a case of this 
kind, however, it is well to grow them on 
in pots for some years until they have 
attained a size which will admit of their 
roots being present in quantities suficient 
to run freely in the bed. It is well to 
observe here that the sorts which require 
comparatively littie heat are much the 
most useful to the ordinary cultivator. 

Insects. — The hard texture of the leaves 
of Palms is such that insects do not thrive 
upon them to such an extent as on many 
plants ; vet, thrips, scale, and mealy bug 
n'equently trouble them. Fumigate for 
the destruction of the thrips ; a free use of 
the syringe and sponging are the best 
means for removing bugs and scale. 

ABUTILON. 

These remarkably free-growing green- 
house plants are natives of South America. 
Their handsome drooping flowers are 
produced freely from the young shoots 
through the greater part of the grow- 
ing season. They are at no time clothed 
vrith the profusion of inflorescence 
that characterises some things that open 
most of their flowers simultaneously, out 
this is amply compensated for by the con- 
tinuity of their production, rendering them 
objects of interest for a good part of tJie 
year. Most of the greenhouse section are 
of a somewhat straggling yet vigorous habit, 
which makes them especially adapted for 
covering walls or the draping of pillars or 
rafters; in such situations uieir oeautiful 
pendulous blooms are seen to advantage. 
Their miniature Vine-like foliage is very 
handsome, and in some of the newer 
varieties is beautifully variegated, a eood 
part of the surfEwe being profusely marbled 
with yellow. They are plants of very 
easy culture, but the season of thefr flower- 
ing is much prolonged by their being 
grown where they receive through the 
winter and spring a few degrees more 
heat than the temperature of an ordinary 
greenhouse, such as usually kept up in a 
conservatory where plants in bloom are dis- 
played through the dull season of the 
vear; in a situation like this Abutilons 
keep growing and retain their leaves 
better. The flowers are well adapted fop 
cutting, their natural drooping habit fitting 
them for associating with others of more 
upright form. The charming white variety, 
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Boule de Neige, is one of the most lovely 
flowers grown, possessing the advantage of 
blooming in a very smcSl state ; plants of 
this sort) in 4 or 6 inch pots, flower from 
the axil of every leaf. 

Abutilons are easily propagated in spring 
from cuttings of the young wood, if taken 
off when some 4 or 6 inches in .en^th — if 
with a heel all the better ; insert these in 
sand in small pots placed in a temperature 
of 6(f , and covered with a bell-glass. Here 
they will soon make roots, and shotdd then 
be moved into 6 inch pots. They will suc- 
ceed in either peat or loam, but with these, 
as with most other free-growing plants, 
peat has a greater tendency to promote 
l(^-gTowth than loam has, and it is not 
well to encourage too much development 
in the foliage. This shotdd rather oe re- 
stricted, as foliage, when present in too 
areat quantity, is prejudicial to free- 
flowering. Let the loam be of good 
qualitv, and mix with it enoueh sand to 
keep the whole in an open, healthy state ; 
i^ whilst they are in the younger stages of 
their growth, a little leaf-mould is added, 
it will assist them. As soon as they be^ 
to grow, pinch out the points so as to in- 
duce them to break back. The free-root- 
ing disposition of the plants will cause 
them to soon require more room ; they'must 
have lai^ger pots before the roots become 
matted. Bv midsummer they will need 
moving, llie stronger growers will bear 
a 4 in(m shift, using the loam in lumps as 
laree as pigeon's ecgs ; but at this potting 
add no leaf-mould^ as they will flower 
more freely without it Stop the points a 
second time, and keep them well syringed, 
botii on the upper and under sides of the 
leaves, every afternoon ; place them where 
they will be folly exposed to the light 
They will require onlv a very slight shade 
for a few hours in the midole of the day 
in the hottest weather. After they have 
again broken into growth the shoots will 
flower as soon as they acquire strength 
sufficient As the autumn approaches 
they will show signs of going to rest, and 
must not receive much water. During 
the winter keep them in a temperature of 
not lower than 45^ in the niffnt ; by the 
beginning of March they should be kept a 
lit^ warmer, and when growth has com- 
menced they can be moved into larger 
pots — 13 or 14 inches diameter will not be 
too much if large specimens are wanted. 

When Abutuons are required to be 
srown as trained plants their natural 
disposition to spire up must be counter- 
acted by regularly stopping and opening 
the shoots well out; so managea they 
good decorative plants for the con- 



servatory, and, as such, are very usefoL 
After flowering they may be put anywhere 
where a temperature such as advised for 
the preceding winter can be maintained, 
and here aflowed to remain until the 
spring. Then they should be cut close in, 
the heads reduced to within a foot or 16 
inches of the pots, and, as soon as they 
have made a uttle growth, turned out of 
the pots ; one-third of the soil should be 
removed and replaced vrith new, and the 
plants treated through the summer as 
Wore. 

If the plants are required for the purpose 
of covering a wall, they may at once be 
placed where they are intended to be 
grown, and either planted out or kept in 
pots as deemed advisable for best attaining 
the object in view. If a large space has to 
be covered it will be better to plant out in 
a border prepared by, in tiie first place, 
sufficiently oraining the bottom with a 
few inches of broken bricks, or something 
similar; over these place some suitable 
material, such as pieces of fibrous turf^ on 
which put the soil, like in character to 
that advised for pot culture. Turn out the 
plants in this, making the soil firm round 
the ball, and at the same time training the 
branches so as best to effect the covering of 
the allotted space. Nothing further will 
be re(]^uired than to attend to training and 
stopping, with a regidar use of the syringe 
to keep in check spider, which they are 
subject to. A portion of the shoots will 
require shortening back at different lengths 
each spring, which will cause Uieir break- 
ing into fresh growth, so as to keep the 
whole space regularly furnished with 
young flowering wood; if this is not 
attended to, the bottom will set bare and 
destitute of both leaves and flowers. For 
clothing a pillar or rafter when the room 
to be occupied is somewhat limited, it is 
well to confine the roots to a pot, as, so 
managed, their naturally vigorous dispo- 
sition is kept in bounds. For the purpose 
here imder consideration the plants will 
not need stopping so early, but should be 
kept to a single stem until they have 
attained the height where they are wanted 
to branch out For such uses as these 
they ought to be grown in not less than 16 
inch pots ; into these they may be trans- 
ferred from 8 or 10 inch ones in the spring. 
The drainage must be ample, ano^wSl 
secured against the washing of tlie soil into 
it by the large quantities of water required 
through the summer. Keep them as they 
advance in CTowth well but not too closely 
trained in the places they are wanted to 
fill, and regulate the sto^^in^ according to 
the number of shoots requisite to furnish 
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the pillar or rafter without being too much 
crowded. Where overcrowdinff occurs, the 
light ele^t arrangement diat ediould 
always exist in the training of plants in 
such Dositions is wanting, and tke health 
and nowering capabilities of the subjects 
employed interfered with. Do not give too 
much water imtil the roots have got wdl 
hold of the soil ; but when the pots are 
filled they will in the sunmier, when in 
full growth, need a copious supply, gradu- 
ally reduc^ as winter approaches, when 
no more must be given than will just 
suffice to keep the soil a little moist 
Before they be^ growing in the spring, 
the strongest shoots should be cut back at 
different points, so as to induce the plajits 
to break afresh regularly &om bottom to 
top. When they have made some progress 
they ought to be liberally supplied with 
manure water : by this in a great measure 
they will require to be sustained, as the 
limited quantity of soil they occupy will 
become exhausted. Previous to growth 
commencing the third season they may 
be cut haSsi freely and turned out of 
the pots, a portion of the old soil shaken 
away, the roots shortened, and replaced in 
the same pots with new material ; further 
on in the season, if they show any signs of 
weakness, give manure water freely. 
Abutilons are gross feeders, and will bear 
it moderately strong. Bv the use of this 
and by periodically replacmg the ^austed 
soil witn new, the phmts can be kept ^oing 
for years in a healthy flowering condition, 
or mey may be at any time replaced by 
young ones. 

Abutilons can be raised from seed sown 
and subsequently treated as other warm 
greenhouse plants, but cutting propaga- 
tion will usually be found best for 3ie 
generality of growers. 

Of late 'years immense numbers of new 
varieties have been raised ; the following 
are a good selection of both old and newer 
kinds : — 

A. Agatha, Orange yellow, striped with 
crimson. 

A, AurdicL Deep yellow. 

A. Blandii. Dark yellow, veined and 
netted with crimson. 

A, Boule de Neiae, This is a beau- 
tiful plants extremely free in flowering, 
producing its snow-white bells when in 
a small or large state ; it is also very free 
in crowth and adapted for a pot specimen, 
or for a rafter or pillar. 

A. Cleopatra. Bosy pink, veined with 
crimson. 

A,I>uedeMalakoJ^. A free-growing kind 
with very large highly-coloured flowers, 



handsomely marked. Suitable for a. 
climber. 

A, Eclipse. Bright orange, shaded with 
crimson, purple veins. A good compact 
habited sort 

A. lilaceum aJbum. White, shaded with 
mauve ; a dwarf habited sort, suitable for 
a pot specimen. 

A. megapotamicttm. A very free, hand- 
some-flowered variety ; will answer either 
as a pot specimen or as a roof climber ; 
also known as A vexillarium. 

A. Mons. Ed. Pynaert van Geert. Ama- 
ranth purple, veined with carmine, white 
throat 

A. Mons. Perpignan. Bright reddish 
orange, veined with crimson, dark yellow 
throat 

A. rosewn aUmm. Bose, veined with 
white, white throat 

A. Eoyal Scarlet. Brilliant scarlet A 
dwarf habited variety. 

A. Sellowianum variegatum. A very 
handsome kind, the leaves beautifully 
suffused with yellow and green. 

A. striatum. A strong-growing bright- 
coloured kind, suitable for a wall, pillar, 
or rafter. 

A. molaceum purpureum variegatum. 
Flowers purplish violet, the leaves hand- 
somely variegated ; very effective, es- 
pecially when covering the back wall of a 
conservatory. 

Insects. — Abutilons are plants not very 
much subject to Insects, althoi^ aphides 
and scale will live upon them. The former 
can be destroyed by fumigation or wash- 
ing with tobacco or quassia water ; scale, 
if it exist, must be removed with sponge 
and brush ; red spider, to which they are 
liable, is best kept under by continuous 
use of the syringe during the growing 
season. 

AOAOIA. 

The genus Acacia is represented by 
a very great number of species, from 
both Eastern and Western hemispheres. 
Some attain the proportions of moderate- 
sized trees, but most of them are 
evergreen greenhouse shrubs, indigenous 
to pfew Holland. Many possess great 
beauty, and hold a very conspicuous place 
amongst decorative flowering plants in our 
conservatories, where their elegant habit 
makes them very suitable for draping the 
walls and pillars, where, in the early 

2[>ring, their profuse wreaths of yellow 
owers are very effective. There are a few 
that are, more thim others, especiallj 
adapted for use as pot plants, and can he 
80 managed as to come into bloom at any 
time during the winter, through being 



Digitized by VjOOQ IC 



AOACIA. 



Greenhouse and Stove Plants, 



17 



brought forward in heat Acacias are 
amongst the most easy of hard-wooded 
plants to grow, being of a most vigorous 
nabit, not suffering seriously firom a little 
inattention in withholding water, or from 
a little too much water at other times, 
which, in the case of many hard-woodea 
things subject to pot culture would be 
almost certain to cause death. Neither are 
they particular as to soil, as they will 
succeed in either peat or loam, but the 
latter is the most suitable, and in it their 
natural free disposition to flower is still 
further increasea. They strike freely from 
cuttings, which may be put in at any time 
during the spring or summer, the former 
being preferable. If at the beginning of 
April the points of the shoots, about three 
inches in length, are put two or three 
inches apart in pans filled with sand, kept 
warm, moist, and covered vrith a propagat- 
ing glass, they will root in six or eight 
weeks sufficiently to bear moving into 
3-inch pots, for which loam, reduced 
to a fine state, with some sand and a little 
rotten manure, should be used. Pinch out 
tiie points and keep in an intermediate 
temperature to get tnem established, using 
a little shade when the sun is powerful, 
but letting them have plenty of hght, with 
a moderate amount of air. Syringe over- 
head when the house is closed in tne after- 
noons, with a liberal supply of water to 
the roots as soon as they have got well 
hold of the soil. By the end of Jmy move 
into 5 or 6 inch pots, at the same time 
stopping the strongest shoots, and treating 
as before until the end of August Then 
give more air, and cease shading and 
syringing, so as to get the growth sobdified 
before the days become short ; keep them 
through the winter at a greenhouse tem- 
perature, and about the end of March stop 
the shoots, and give 8-inch pots, now 
using soil a little more lumpy. Let the 
drainage be efficient, as Acacias are thirsty 
subjects ; and provision must be made to 
ensure the large quantities of water they 
require passing freely off. Add sand in 

I>roportion to the nature of the loam, but 
et it contain enough to prevent any ten- 
dency to become aohesive. Ram the soil 
firmly into the pots ; at once train out all 
tJie strongest branches in a horizontal 
position, bringing them well down, place 
in a light house, or pit, and do not give too 
much air for a few days, or allow them to 
suffer by going too long without water. 
As the sun gets more power syringe every 
bri^t afternoon, getting well under the 
leaves. As these plants are subject to red 
spider, they require attention in this matter 
all through the growing season, for althoujg^ 



their leaves are not tender, or so soon in- 
jured as in the case of many things, stilL 
when the spider has once been established 
upon them, they do not soon regain their 
fresh appearance. Give plenty of air 
through the summer, but no shade will be 
absolutely required ; yet a little in the 
middle of the day in oright weather will 
do no harm if the plants happen to be 
grown with others that need it When the 
roots have got fairly hold of the new soil 
the plants make rapid growth, and should 
be stopped as soon as they have made 
shoots about six inches in length, and any 
that are stronger than the rest be tied out 
so as to equalise the strength. At the 
beginning of August ^ve plenty of air in 
the night as well as in the day, but con- 
tinue 3ie use of the syringe until Septem- 
ber, after which there is not much to be 
feared from red spider. The plants will 
not now push much growth. Keep them 
as cool through the autumn and winter as 
can be done without danger of frost. If 
they are required, a portion may be had in 
flower by the miadle of March. For this 
purpose they must some time before be 
placed in a temperature of 60° in the day 
time, and should be kept near the light 
They ought not to be subjected to more 
heat than this, as it is quite sufficient to 
bring them into bloom, and it is not desir- 
able to excite growth. When in flower 
they can be moved to the conservatory, 
where they will have a nice appearance 
for a month ; if flowers are wanted, the 
strongest shoots can be cut and the 
remainder shortened back as soon as the 
flowering is over. The plants that have 
been let to come on of their own accord 
will succeed the others, and when they 
have bloomed may in like manner have 
all their shoots shortened back. The 
young growth will break in a few weeks, 
after which the whole, early and late 
floweredj may be potted. They will bear 
moving into 12 or 13 inch pots. This may 
appear a large shift, but their strong free- 
growing nature is such as to do with 
plenty of room, and it is better to get them 
on whilst young than to keep them back. 
Pot as before, and tie well out, being care- 
ful to furnish the base to the rims of the 
pots, and continue to bring down the 
strongest shoots ; treat as in t^e preceding 
summer as to air, light, water at the roots, 
and continued syringing overhead. By 
the beginning of August those that were 
brought into flower early will have com- 
pleted their growth (they will not require 
stopping this season, as they will now be 
sufficiently furnished with abundance of 
shoots, and will look all the better when 
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in flower for having longer growth), and 
may be turned out of doors and exposed to 
the open air for six or eight weeks, accord- 
ing to the state of the weather. These 
will again come in for the first blooming, 
and may be started as before early in the in- 
coming year. The later flowered plants, if 
it is desired to keep them back, should in the 
autumn be placed in a north house, or other 
situation wnere they will not get more heat 
in the night all through the season thMi just 
sufficient to keep out frost. They will not 
suffer from this treatment^ as they are not 
subject to mildew. By being thus retarded 
through the winter and spring, these Acacias 
can be kept back imtil the beginning of 
May. It is well to retard a portion of the 
plants as late as may be, as tney are much 
more useful in succession. After flower- 
ing, cut well back to within six or eight 
inches of where they were shortened to the 
preceding year. This will tend to keep 
them from getting too large, and will pre- 
vent their Incoming bare of leaves. "Wnen 
they have broken, a portion may be 
moved on into larger pots, and some kept 
for the season in those they already occupy, 
and assisted whilst making growl^ with 
manure-water. Treat through the autumn 
and winter as before, and at the time of 
tving be careful to keep them in regular 
shape. These plants have a natural ten- 
dency to a somewhat upright habit ; it is 
well to let them assume this form so long 
as they are kept properly furnished at the 
bottom, and so tramed they afford an 
acceptable contrast to other tmngs of more 
dwarf-spreading growth. They may, by 
being well cut back, as advised, each 
spring, and by a liberal use of manure- 
water whilst growing, be kept in good con- 
dition for years without the necessity for too 
large pots. If they happen to get bare at 
the bottom, they wiU do with cutting well 
back, and when the young growth has 
pushed a couple of inches the plants may 
nave a part of th6 soil shaken from the 
roots, a portion of the latter cut away, 
placed in suitable pots, encouraged to 
make growth, and the strongest shoots 
stopped back, as in the case of young 
stock. 

The imdermentioned are bushy-habited 
kinds, suitable for pot specimens : — 

A. armata. A stout-growing, firee- 
flowering, bright yellow species that forces 
weU. Australia. 

A, armata pendtila. A drooping-habited 
form of the above. 

A, Drvmmumdvi, The most effective of 
all as a pot plant ; of more slender habit 
than the preceding. Flowers pale yellow. 
Swan Eiver. 



The following sorts are fine for planting 
out in conservatories, and very suitable for 
occupying a comer or wall ; so treated, in- 
stead of being stopped they should be en- 
couraged to grow from the first with a clear 
stem, and the side shoots should be kept 
cut in, so as to induce the plants to get up. 
They look the best when not too dosefy 
trained into the wjdl or pillar, where tiiey 
may happen to be used, but allowed to 
hang in a somewhat irre^ar manner, 
merely kept from encroaching upon any- 
thing near them. The great advantage m 
growing these plants in such situations is, 
that they can oe cut into whatever space 
they may be required to fill, without suffer- 
ing any injury; they do not, when so 
planted out, want a deal of room to grow 
in, merely needing, as the soil gets ex- 
hausted, me removal of a portion of the 
top and its replacing by new, and the 
assistance through the growing season of 
manure water. 

A. dealbata. A large, strong-growing 
kind, that produces a profusion of lemon- 
coloured flowers. New Holland. 

A, gratis. A handsome species, with 
bright yellow flowers. Swan Kiver. 

A. Umgifolia, A beautiful, slender- 
wooded sort Flowers pale yellow. Au- 
stralia. 

A, lopharUha. A strong grower, that 
produces its yellow flowers freely. It is 
equally desirable for its ample Fern-like 
foliage, than which nothing can be more 
beautiful for mixing with flowers in larro 
vases or eperpies, where it lasts fiEdrly 
welL Australia. 

A. pubescens. An elegant, fine-leaved 
kind, with charming bright yellow flowers. 
Australia. 

A, Riceana, A tall grower, with droop- 
ing habit Flowers yellow. Tasmania. 

Insects. — Whenever these Acacias are 
permanently grown in a conservatory, or 
other plant-house, care should be taKen 
not to stand anything in contact with them 
that is affected vrith that worst of all in- 
sects under glass, white scale. If this in- 
sect once gets upon them it spreads rapidly; 
and the plant^ in such a position, over- 
hanging others, become the means of 
affecting all that come near them on 
which the coccus will live. If they are 
ever affected with this insect^ the only 
remedy is to cut off in the spring all 
the branches to the strong wood, and 
thoroughly scrub with, strong insecticide. 
Whatever dressing is applied it should be 
used three or four times, at intervals of a 
few days, before the plants have pushed 
any buds. Brown scale is more easily 
dealt with, and may be destroyed by re- 
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peated washings of the wood and leaves < 
with insecticide during the season of rest 



AOALTPHA. 

These are stove plants with distinct 
looking foliage, and are suitable for using 
in the ways that fine-leaved subjects are 
now so much in demand for. 

They can be struck from cuttings of the 
young shoots or from eyes, which, if put 
in during spring in sand and stood in 
a temperature of 70°, kept close, moist and 
shaded, will soon root; then move them 
singly into 3-inch pota. They will grow 
in either peat or loam with a little sand ; 
keep them in a temperature similar to that 
in which they were struck until established, 
after which 66° by night will be enough. 
Let the heat rise in the day according to 
the state of the weather, giving air and 
shade when sunny, and keep them near 
the glass. Nip the points off the leading 
shoots, and give pots two or three sizes 
larger about the end of June, continuing 
to treat as before. They will make useful 
decorative stock by autumn, and are most 
serviceable when of moderate size struck 
annually. 

A. marainata, A free-growing hand- 
some kind ; centre of leaf reddish brown, 
edged with carmine. South Sea Islands. 

A, obovcUeu A distinct and handsome 
kind ; in the early stages the leaves are green, 
ed^ed with creamy white, and as they get 
older the marginal colouring assumes a 
crimson hue. South Sea Islands. 

A. Wilkenana (tyn.; A, tricolor). A 
handsome species ; leaves metallic green 
sround colour, deeply marked with red- 
dish crimson. New Caledonia. 

Insects. — Red spider and mealy bug 
sometimes affect them, and are best 
kept under by a free use of the syringe and 
sponging. 

AOANTHOPHiBNIX. 

The few species of this genus of Palms 
known in ctdtivation are pretty habited 
plants that attain a medium size. They 
require stove heat to keep them in good 
condition. Propagation and ctdtivation 
given under Palms, general details of 
culture. 

A. crinita (gyns, ; Areca crinita and 
Oalamua dealbcUus), A species with 
elegantly curved, plumose pinnate leaves, 
|kale green above, white on the under 
side; the stalks are armed with strong 
spines. This Palm often has a ycQlow, 
sickly appearance, and on that account is 



not equal to manv in cultivation. It is 
indigenous to Madagascar and the Isle of 
Bourbon. 

AOHIMENES. 

Many of the present race of these beauti- 
ful free-flowermg plants are garden hy- 
brids, produced by crossing the different 
species introduced from Jamaica and South 
America, the proceny of which are very 
handsome. They have many properties 
that commend them to the general culti- 
vator, amongst which are the ease witli 
which they can be grown, their long-con- 
tinued blooming, and also their ability to 
bear when in flower a considerably lower 
temperature than the stove ; their suita- 
bility for conservatorv decoration during 
the summer season, when the greater num- 
ber of plants have done flowering, makes 
them valuable for using in this way. They 
are deciduous herbaceous plants, forming 
scaly roots that rest through the winter, 
during which they should oe kept in dry 
material This should be either sand or 
soil, and they may be put away anywhere 
in a diT place where the temperature does 
not fedl below 50® ; much lower than this 
they are not safe for any length of time, as, 
if kept too cold, they decay. Althoueh 
the flowering lasts for a considerable 
period, still it is well to start them into 
growth at different times, so as to have a 
succession. If some are required early, 
say in June, a portion should be started 
about the end oi February, with a second 
lot at an interval of a month or five weeks. 
When commencing prepuce some ordinary 
seed pans, proportionate in size with the 
quantity ol each variety to be grown, and 
put in the bottom of these a few bits of 
crocks, on which place the soil. Thev will 
thrive in either peat or loam, mixed with 
leaf mould and rotten dung, to which add 
sand in proportion to the more or less 
heavy description of the soil used. As 
these pans are merely to start them into 
growtn, after which tiiey are to be trans- 
planted, the soU should De of a very light 
character, so that they may be moved from it 
without injuring the young roots, a cir- 
cumstance that will occur if material of 
an adhesive nature is used. If peat of a 
fibrous description is employed, add one- 
fifth of leaf mould ; if loam, put an equal 
quantity of leaf mould along with it ; fill 
the pans two-thirds their depth with the 
soil, and then place the roots an inch 
asunder evenly upon it^ and over them put 
an inch of soil, which shoidd be in a 
medium condition between wet and dry. 
Place the pans in the stove at the coolest 
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end, if this will afford tbem a night tem- 
perature of 60** ; do not give any water 
until the roots have commenced to grow 
(unless the soil has obviously got too 
dry) or they may rot As soon as the 
shoots make their appearance above 
ground, stand the pans as near the light 
as possible. If there is a shelf overhead 
close to the roof glass, this will iust suit 
them. If kept in a dark place they will 
directly become drawn and weak, a con- 
dition that spoils them. When the voung 
shoots are about three inches in length they 
should be moved into their flowering pots, 
and now it must be determined what 
sized plants are required. They may 
be placed in 7 in. or 8 in. pots, or in 
such as are up to 12 in. or 14 in. in 
diameter, according to the purpose for 
which they are wanted. A medium size in 
most cases will be the most usefoL Drain 
the pots well, add to the peat or loam, 
whicnever they are to be grown in, a 
moderate quantity of rotten dung and leaf 
mould ana a spnnklinj^ of sand ; press it 
moderately firm, and ml the pots up to 
within 2 inches of the rim. Then put in 
the plants about 2 inches apart, and place 
an inch of soil over the roots, pressing it 
sliffhtly down, and replace as before in a 
lignt situation. As the days get longer the 
temperature may be increased 5** m the 
night, and be made proportionately higher 
in the day ; give a slight shade in very 
bright weallier, and air in the middle of 
the day. As growth advances, a neat stick, 
proportionate in lencth with the strength 
of the variety, should be put to each shoot, 
which shotdd be tied so as to have the whole 
shapely. As the soil becomes filled with 
roots a plentiful supply of water should be 
given, and the plants n'eely syringed over- 
head every afternoon. When the flowers 
are fully formed, and before they begin to 
open, if it is intended that tne plants 
should be moved to a cooler house when 
in bloom, they ought to be gradually in- 
ured to the change by placing them where 
they will get more air, with, if possible, a 
little lower temperature. They should 
not be submitted to too great a change 
all at once, as, if checked, they sometimes 
do not open their flowers freely. When 
in bloom do not let them suffer for water, 
or the flowering will be soon over. When 
they have done blooming, set them in the 
comer of a house where they will be 
kept moderately warm, and supply them 
regularly with water, as, if neglected, 
either by a deficiency of this or by being 
stood where they are too cold, they form 
very poor roots for the ensuing year. At- 
tend to them in this way until the tops 



gradually die down, when the roots can be 
either idlowed to remain in the ball of dry 
earth by setting the pots in a place with & 
suitable temperature, as advised already, 
or they may be shaken out and put in 
paper bags in a little dry sand, so as to 
Keep Uie air from them. Achimenes 
make excellent basket plants for suspend- 
i^ in conservatories or similar places* 
Wnen wanted for use in this way the 
baskets should be made of galvanised 
iron wire, proportionate in size to the 
place they are intended to occupy. They 
should be first lined with a couple of 
inches of clean moss, upon which nut the 
same depth of crocks or broken cnarcoal 
—the latter is much the lightest — fill up 
vrith soil as in the case of pots, and plant 
similarly. When required tne outside 
shoots may be tied to sticks in a hori- 
zontal position over the sides of the 
baskets, the inner ones being tied so as 
to furnish the upper surface, to make the 
whole shapely. So managed they are 
very effective. Plants for successional 
flowering require treating similarly in 
every way, except starting into growth, 
as already said, somewhat later. Any 
variety that happens to be scarce can be 
increased readily from cuttings made from 
the young shoots, in lengths of two or 
three joints, cutting them at a joint to 
form the base ; insert in pots or pans 
filled with half peat and sand, place in 
heat, keep moist, and cover with a pro- 
pagating glass. 

New varieties are being continually 
raised from seed, but the undermentioned 
are all good kinds and deserving of a 
place : — 

A. Admiration, Rose colour with light 
centre. 

A, Amibroise Verschaffelt A fine white 
sort, with the centre marked with dark 
rays. 

A. Aurora, Scarlet, with yellow eye ; 
very lai^ge flowers. 

A, Firefiu. Deep carmine, spotted with 
crimson, yellow eye. 

A, Ohieshreghdi. A Mexican species, with 
scarlet and purple flowers. 

A . gloxinixflora, Alsoa Mexican species ; 
the flowers are white. A distinct and de- 
sirable plant 

A, gramdiflora. Another Mexican 
species, a tail grower, the flowers of which 
are reddish crimson. 

A, longiflora alba. Large flowers, white, 
slightly marked in the centre. 

A. tongiflora major, A very fine blue 
sort 

A, Masterpiece, A stout-growing variety, 
with violet-rose coloured flowers. 
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A, Mauve Queen, Mauve-coloured 
flowers ; a very fine lar^-flowered kind. 

A. patms. — Fine violet, the flowers 
laroe. 

A. pictcL — Flowers yellow and scarlet ; 
« dwarf-habited species from Mexico. 

A. Pink Perfection, Magenta shaded 
with violet, carmine eye, flower large. 

A, Rose Queen, Purple and rose, with 
yellow throat ; very compact habit, profuse 
bloomer. 

A, Stella, Magentas potted with carmine, 
orange eye, flowers serrated on the edce. 

A. Williamsii, Vivid scarlet, hu^ge 
flowers; compact branching habit 

Insects. —Achimenes are not so subject 
to insects as many occupants of the stove, 
although mealy bug will live upon them, 
and, when once they get affectea with this 
pest, tiiere is not much chance of removing 
it in any way but with a small brush and 
sponge, as the nature of the plants is such 
as not to bear washing with any insecticide 
that will kill the insects. They are also 
liable to the attacks of red spiaer, which 
must be guarded against by a diligent use 
of the syringe. 

AOBOPHOBUS. 

A small genus of Ferns, nearly allied to 
Davallias, and comprising both stove and 
IP'eenhouse species. They are low grow- 
ing kinds with creeping rhizomes and 
have pretty fronds partaking much in 
^pearance of the smaller kinds of Davallia. 
The undernamed are worth a place. 

For propagation and cultivation, see 
FemS, general details of culture. 

Stove Species.— -4. affinis, Borneo. 

Greenhouse Spectes. — A, higpidue. 
New Zealand. 

AOBOPHTLLUM VENOSUM. 

This evergreen greenhouse plant is a 
native of New Holland, and is difficult to 
grow. It does not die outright, like many 
other hard- wooded plants, but gets into a 
stunted condition. It will often remain in 
that state for years, but seldom recovers. 
If from any cause whatever the small 
feeding roots die, Uie loss is generally con- 
fined to them, the thicker roots retaining 
their vitality, but they appear seldom to 
have the power of pusning out treok 
feeders, hence the lingering condition. To 
grow it successfully it requires the best 
soil that can be got, soft water and dose 
attention. On no accoimt should it be 
allowed to stand out of doors, not even in 
the finest summer weather. In one respect 
it differs from most other greenhouse hard- 



wooded plants — ^it will not long bear being 
under the full influence of the sun in a 
light house during the summer. At that 
season it does better in a darker, and what 
for most plants would be a worse, structure, 
where the sun's rays are less powerfdL 
Tins points to the necessilnr of using a thin 
shade in veir fine weather. The most 
usual way of propagation is fr^m seed^ 
which the plant produces freely ; it should 
be sown in autumn as soon as ripe in pots 
drained and filled with fine sifted peat and 
sand, the seed covered very lightly, and the 
soil kept damp but not wet The seed 
will vegetate in a temperature of 6(f by 
night, and proportionately higher in the 
day. The seedlings will not be ready for 
pricking off before spring, at which time 
they should be put m 2 inches apart in 
pans filled with soil similar to that in 
which the seed was sown. The after 
treatment required will need to be like 
that of plants struck from cuttings, a method 
of increasing this Acrophyllum which we 
much prefer for adoption in private 
gardens on account of the many inferior 
forms of the plant that alwavs appear 
amonest seedlings. Cuttings of this plant 
take longer to root than those of most 
others, and should be taken off with a heel 
to ensure their succeeding. Young shoots 
suitable for the purpose can usually be had 
towards the end of summer, from about 
the collar of medium sized or large plants, 
or from strong shoots that have oeen cut 
back to a joint of the hard mature wood. 
They should be taken off when 3 or 4 
inches long, and the wood three-fourths 
matured, with a heel as already advised, 
and put 2 or 3 inches apart in 5 or 6 
inch pote, filled with sand. They must be 
kept close and moist in a greenhouse 
temperature through the winter ; when the 
base of the cuttings is callused over, put 
them in a moderate stove temperature, 
where they will root in a short time. By 
the beginning of June they should bie 
rooted sufficiently to bear moving singly 
into 3-inch pots filled with fine peat and 
a little sand. They must be kept close 
until they begin to grow, when give a 
little more air, but still let them have 
intermediate heat and be shaded from the 
sun ; pinch out the points to make them 
break back and syringe every edPtemoon 
when the house is shut up. Continue this 
course until the middle of September, at 
which time admit a little more air, but do 
not let them be too cold during the 
winter. 46** or 48** in the night will keep 
them moving slowly, which is better than 
total cessation of growth with this plant in 
its first stages. In March, move into 4 or 
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5 inch poto, and again stop the strongest 
shoots, tyin^ them out horizontally whilst 
young, as the wood is naturally hard and 
does not hend well when it has attained 
much strength. After they have got 
estahlished in the new soil, a greenhouse 
temperature a little closer than required 
by larcer plants will be best, with 
shade from the full force of the sun, and 
dewing over vrith the syringe when shut 
up in the afternoon. Give more air in 
the autumn, and winter in a temperature 
of from 40** to 45°. In March, give pots 
3 inches larger, using the best fibrous peat, 
carefully broken with the hand, and 
rejecting all llie small particles ; add about 
one-seventh of sand, and use the potting 
lath, so as to ensure that the soil is made 
thoroughly firm. After potting, place the 
plants where they can again be kept a 
tittle close ; shade when the sun is bright, 
and keep the surface they stand upon 
syringed two or three times daily, after 
which give more air, but never allow them 
to stand in a cold current Close the 
house early, so as to shut in a little sun- 
heat; continue to syringe the stage all 
about the pots, as well as overhead, at the 
time of closing through the summer, which 
will greatly assist their growth. 

Train out, so as to lay the ground-work 
for the future specimens, and bring the 
strongest shoots the lowest, which will 
balance their growth. The plant does not 
like much stuping, which snould not be 
resorted to except in the case of shoots that 
are much the strongest. Training as de- 
scribed above will generally cause them to 
break back suficientlv to furnish the plant. 
Towards the end of August discontinue 
syringing, and do not dose the house as 
heretofore. During the winter keep the 
plants somewhat drier at the roots, with a 
night temperature similar to that of last 
year. Towards March, if the roots are 
active, move into pots 3 inches hmger, 
using soil similar to last season. The 

Slants will flower in May, and, as soon as 
[le blooms have decayed, remove them at 
once, for if they are allowed to seed growth 
will be much retarded. It requires con- 
siderable care in removing the flowers not 
to destrov the points of the shoots, which 
grow right through the flowers, as, if those 
tender points are injured, they will have 
to break from the joint below where it 
has flowered, and the wood is so hard that 
it does not break freely. Let the general 
treatment be like that of last season. 
Through the summer and following winter 
attend to tying and training as berore, and 
as soon as the roots are in motion give pots 
3 or 4 inches larger, according to the 



quantity of roots the plants have made, 
using, as before, the best peat, broken now 
a litUe larger. Treat generally as in the 
previous season. The plants will now be 
getting nice specimens, and may be ex- 
pectedto bloom freelj^ ; place them when in 
flower where they will be well shaded from 
the full sun ; by this means their flower* 
ing will be prolonged. Each succeeding 
season attena to their potting, &c, as be- 
fore. For although, as mentioned at the 
commencement, the plant is a ticklish 
subject, sometimes it will go on for 
eight or ten years. 

We would also particularly direct atten- 
tion to close observation in tne application 
of water. We feel convinced that the want 
of success with this, as well as many other 
plants, is attributable to a uniform system 
in the operation of watering. To any one 
who attentively considers this matter, it 
wiU appear obvious that a plant like the 
Acropnyllum, with a considerable amount 
of leaf smiace, will necessarily lose a great 
deal more by evaporation than a plant 
with small hard leaves — such, for instanccL 
as the Aphelexis. Consequently, it should 
receive water before the soil becomes so 
dry as in tiie case of the latter plant By 
such treatment we have found it thrive welL 
and amply repay the attention bestowed 
upon it by yielding a profusion of its 
beautiful Spiraea-like flowers, which, if 
kept shaded from bright sun, will last 
three or four weeks. The plant is so re- 
markably distinct in both flower and foliage, 
also so much less formal in its general 
habit than other hard-wooded greenhouse 
plants, as to render it a most desirable 
addition to even the most select collection. 

Insbcts. — It is not subject to the attacks 
of any insect excepting scale, which must 
be carefully removed vrith a sponge, for 
although the leaves have a hard appear- 
ance theyare extremely impatient of rough 
usage. We have seen a plant complet^y 
spout by the scale being removed from ito 
leaves with a small brush made for the 
purpose, although used with care ; in a 
few days after the leaves showed the mark 
of every bristle just as if they had been 
scratched vrith a pin. Very uttle injury 
causes the leaves to turn yellow and fall 
off, which much injures the plant ; for any 
mutilation of the leaves nas a greater 
effect upon the roots of the plant than any 
other with which we are acquainted. 

AOBOSTIOHUM. 

A genus of stove Ferns, few in number. 
They are mostly from the Eastern hemi- 
sphere, and distinct in appearance ; but 
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from the caltivator's point of view are 
inferior to many. 

For propagation and cultivation, see 
Ferns, general details of culture. 

A, awreum. West Indies. 

A. flagelliferum. East Indies. 

ADELOBOTBYS LINDENIL 

A stove plant of secondary merit, tliat 
bears white and purple flowers in the 
sprinj^ or summer. 

It 18 a Melastomaceous species, requiring 
the same treatment in propagation and 
after-cro¥rth as Lasiandra macrantha, ex- 
cept that it does better with a little more 
warmth than the Lasiandra. A native of 
Brazdl. 

Insects.— Red spider, scale, and mealy 
bug, will all live on the plant ; a constant 
use of the syringe through the growing 
season, with sponging, is the best means to 
keep these pests down. 

ADENANDBA. 

Adenandras are strong-rooted green- 
house plants, much more so than the 
generality of hard- wooded kinds that are 
also natives of the Cape, or such as are in- 
digenous to New Holland. Consequently 
they are not so delicate as the finer-rooted 
plants, neither are they so liable to in- 
jury from being used for conservatory deco- 
ration, as is the case with such as are 
naturally less vigorous in constitution. 

Adenandras are easily propagated from 
cnttings of the young half-ripened shoots, 
such as the plants pn)duce after flowering; 
these should be in right condition about 
the middle of summer. Put the cuttings 
an inch apart in pots flUed with sand, 
covered with a propagating glass ; keep 
them moist, warm, and ui£^ed. When 
they are rooted move sin^y into small 
pots, using peaty soil. Pmch out the 
points as soon as the littie plants begin to 

Sow freely ; keep them near the glass 
rough the autumn and winter in a tem- 
perature of 46°, or a littie over ; about 
March move them into 4-inch pots, 
nsing soil as before. In midsummer again 
pin(£ out the points of the shoots, and 
subject them to ordinary greenhouse 
treatment ; if full of roots in July move 
them into pots two inches larger. En- 
courage growth and winter in a tempera- 
ture such as the general young stock 
of hard- wooded plants require — ^from 40° 
to 45° at night is about the range that 
suits most species best while in a young 
state. So treated their roots will be early 
in action, and admit of their being potted 



by the middle of March. Some growers 
use loam for Adenandras, others prefer 
peat ; the latter we consider more in ac- 
cordance with the requirements of the 
plants, as they will last and keep in good 
condition longer in it than in loam. We 
have also found them grow quicker in peat, 
whidi should be of a good fibrous nature; 
but if a littie harder for these plants than 
is required for some, it wiU oe all the 
better. Break it, as usual for young stock, 
about the size of acorns, and add one- 
seventh sand, which mix thoroughly with 
the peat Give them a 3-inch shift ; drain 
well This is the more necessary, as when 
in fuU growth thev require more water 
than some others. Nip out the points of 
all the shoots at the time of pottmg, so as 
to induce them to break freely ; place in 
a house where they can for a few weeks be 
kept a littie closer, standing them on the 
usual bed of damp, moisture-holding, fine 
ashes. This will prolong the time during 
which they will not require water after 
the shift, and enable the roots to take to 
the new soil. Do not allow them to be- 
come too dry, so as to flag at aU, or their 
leaves, which are more ample than those 
of many plants of similar nature, will 
most likely suffer. Shade slightiy for two 
or three weeks, and tie the strongest shoots 
well out, bringing them right down to the 
rim of the pot It is necessary to see to 
this early, as these plants are disposed to 
an upright habit of growth, and if the 
most vigorous branches are not brought 
down sufficientiy low from the first, they 
not only become too stiff to bend freely, 
but the weaker shoots are not able to get 
on more equal terms with the strong— a 
necessary condition in hard- wooded plant 
growing that should never be lost sight of 
Adenandras are fairly even growers, and do 
not usually reouire any stopping or train- 
ing through tne season after this spring 
tying ; but if any of the shoots have a 
tendency through the summer to outgrow 
the others, despite the tyin^ down, they 
may be shortened back a littie so as to 
equalise their growth. 

As the spring advances give more air, 
syringe the plants freely every afternoon, 
close the house early, and damp the material 
on which they stand in tne mornings, 
which wiU assist them through the hottest 
weather. Shade slightiy during the middle 
of the day. By the end of June their roots 
will have taken complete possession of the 
new soil, and will require more room. 
Move them on into pots 3 inches larger, 
using soil in every respect similar to that 
into which they were removed at the 
earlier shift. Give extra shade for a few 
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weeks, with abundance of water thrown 
about the house, and continue the use of 
the syringe until the end of August, when 
it wUl be well to dispense with it ; also 
allow the house to become considerably 
drier, to ripen up the growth. Give plenty 
of air during the day, and leave some in 
at the top lights during the nights through 
the autumn, so long as there is no danger 
of frost Winter them similarly to the 
previous season, and give just as much 
water as wiU keep the soil in a healthy 
condition. The roots of these plants 
are rarely, when in healtii, quite at 
rest Pot again in spring, alx>ut the 
time recommended the preceding year, 
giving a 3 or 4 inch shift, according to the 
strength of the plants. Use the soil in a 
little coarser state, adding sand in similar 
proportions as heretofore advised. Pot 
naid, and train the shoots well out, as 
before. It is not likely the plants will 
show much flower this spring on account 
of their non-exposure to the open air 
the summer previous; neither is it well 
they should, as it would somewhat inter- 
fere with the coming season's growth, 
when, if all goes well, they will mwLe pro- 
cress such as to brin^ them up to a useful 
decorative size. Take out the points of 
the shoots, as recommended last season, 
but not before the end of April ; if done 
before this time they will set bloom sooner 
than they should, and will come into 
flower before the time when they are re- 
quired the following spring. When the 
snoots are shortened back let it be evenly 
done all over the plants, so that they mav 
be able to make a reg\ilar growth, which 
encourage by maintaining a moist growing 
atmosphere, through applying water freely 
to the paths and stages. Give air early in 
the morning, and in abundance through 
the day. Syringe the plants well in the 
evening, and close the house whilst the 
sun is yet upon the glass ; shade slightly 
in very bright weather in May, June, and 
July, during which latter montJ^ they 
should be gradually inured to more air, 
^ven through the nights, with less shade 
in the day-time. 

At the beginning of August turn them 
outside in the open air, giving them for a 
week or so a little protection from the sun 
in the middle of the day, after which fully 
expose them, protecting the pots from the 
direct rays of the sun. Synnge overhead 
every evening in bright weather, but do 
not allow the plants whilst out to get too 
much drenched with rain. They may 
remain out-of-doors until the middle of 
September, after which it will not be safe 
to risk them, for fear of frost ; give them 



a good light situation through the winter, 
during which time they should be nicely 
tied with new sticks, and trained into 
proper form. They are not difficult plants 
to manage in this respect, from their 
natural even habit In the spring thej 
may be expected to show flower from 
everjr shoot, which will open throujzh 
April or May, when they will make useral 
decorative plants, and can be removed to 
the conservatory or show-house. After 
their flowering is over cut the shoots back 
about half-way between the extremities 
and the point they were cut to last year. 
If only just the points of the shoots are 
removed the plants get too tall, and have 
an unsightly appearance. Give them a 
good syringing so as to remove any dust 
that may have accumulated upon the leaves 
during their flowering time ; remove them 
back to the hard-wocSed house, and assist 
them to break by slight syringing in 
the afternoons, keeping them in a little 
closer. When the young shoots have 
grown half-an-inch or so, repot, giving 
a shift according to the amount of roots 
they are found to have when turned out 
of the old pots, and encourage them to 
grow freely by keeping the atmosphere 
moist, and by giving a uttle shade during 
the middle of the day. Inure them to 
more air, and decrease the shade through 
July, after which turn them out-of-doors, 
and treat as advised the preceding season. 
It must be borne in mind that Adenandras 
require this open-air exposure to insure 
their flowering. By the end of the season 
they wiU have arrived at a good speci- 
men size, and will, if required, do well 
for exhibiting. Treat through the autumn 
in accordance with the directions pre- 
viously given; but now winter them in 
a temperature some 6° cooler, or they 
may flower earlier than required. Let 
their subsequent spring treatment be the 
same as last year, except that they will 
not need potting this season. Give them 
a shift after flowering the next year, 
and, when they require it, they should 
be assisted with weak manure- water whilst 
making growth. 

A, fragrans. Is worthy of a place in 
every greenhouse for the agreeaole per- 
fume of its flowers alone. Apart from 
this, when well bloomed, it is an attractive 
plant. 

A. meciosci. This is sufficiently distinct 
from tne above to be desirable. 

Insects. — ^Adenandras, treated as ad- 
vised, will last for some years, if kept free 
from red spider, which must be diligently 
sought for during the growing season, as, 
if it gets to a he^ the leaves will be de- 
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«troy ed, and both the health and appearance 
of the plants spoilt 

ADHATODA OTDONISFOLIA. 

An evergreen stove species, the only re- 

fresentotive of the genus often met with, 
t is OBoally treated as a climber, though 
it can be flowered in the ordinary buiuL- 
trained form. The flowers are white and 
purple, and are produced in autumn. 
Though a diBtinct-looking plant, it is lees 
•effective than manv that will conform to 
like treatment It strikes readily from 
^cuttings of the young shoots in spring, 
kept in abnsk heat, and when rooted pott^ 
.singly and grown in a moderate stove 
temperature. If the intention is to use 
the plants as climbers the shoots should 
not oe stopped, but if wanted to flower 
in bush form, the points ou^ht to be 
pinched out as soon as they begin to grow 
freely, using a few sticks for support after- 
wards. It comes from BraziL 

Insects.— Mealybug, and scale, as well 
as the less injurious insects, affect this 
plant To keep them down, syringe daily 
during the growing season witn water, and 
^p in insecticide. 

ADIANTX7M. 

A very extensive genus of Ferns, found 
crowing naturally over a ^reat portion of 
the globe, but mostly avoiding cold or very 
hot r^ons. They comprise both stove 
4uid greenhouse species, and are particu- 
larly handsome, many of them being 
^especial favourites with cultivators. 

Tor propagation and cultivation, see 
Ferns, general details of culture. 

8TOVB 8PBCIE6. 

A. amdbile, Peru. 

A. BauseL Of garden origin. 

A, brasiUense. Brazil. 

A, cardiockkena. Tropical America. 

A. caudatum. East Indies. 

A. concinnum latum. West Indies. 

A. cuUratum, Brazil. 

A. eurvatttm, BraziL 

A. deconmL Peru. 

A, Edgwartkii. India. 

A. farUyerue, Barbadoes. 

A. FeeL Mexico. 

A, Hendovianum, Peru. 

A. Kaulfusni, 

A. LathomvL A garden variety. 

A. lunulcUum, £ist Indies. 

A. maerophyllum. West Indies. 

A, pertbvtanum, Peru. 

A. Sancta Catharince, Brazil. 

A* scuiwn. 



A. SeemannU, Central America. 

A, tenerum. Jamaica. 

A. traj^fofme. West Indies. 

A. VeUdwL Peru. 

A. vehUinvm, Colombia. 

A, WxUsianwm. Jamaica. 

GRBSNHOUSB SPBGDES. 

A. ehilense. Chili 

A, cvmeatvm. BraziL 

A. excisum multifidum. 

A. formosum. Australia. 

A. aracillvmum. Of garden origin. 

A. Mtpidulvm. New Holland. 

A, Lawsonii, 

A. Luddemanianvm. 

A, palmcUwm, Peru. 

A. rmiforme. The Azores. 

A. tinctwm. Peru. 

A. WilliamniL Peru. 

JEOHMEA. 

Amongst the large number of Brome- 
liaceous stove plants in cultivation there 
are several iEchmeas that occupy a very 
high position, as well for the varied beauty 
of their flowers as for the graceful vase-like 
form of the j)lants, produced by the peculiar 
elegant curvature of the leaves. From the 
many desirable properties which they 
possess, it would be difficult to imagine 
any plants more worthy of general culti- 
vation. They are easily grown, and their 
moderate size makes them suitable both 
for the largest establishments and for places 
where the space devoted to plant-growing 
is limited. The different species flower at 
diff^erent times in the year, thus affording 
a welcome succession in their bloomings. 
Some last in beauty for several weeks ; 
others, like the handsome medium-sized 
^chmea fulgens and M. discolor, with 
their intensely red flower spikes, remain 
very attractive objects for months after the 
actual flowers are gone, their appearance 
being such as to require close examination 
to determine whether the blooms are closed 
or yet to open. Several of the species are 
of a partially epiphytal nature, growing 
in the shady forest between the forked 
branches of trees, sustained in part by the 
decayed vegetable matter lodged there, 
and probably in some cases extending their 
roots down the trunks to the ground, 
where they will obtain additional nutri- 
ment From this it will be easily under- 
stood that the roots of these plants do not 
like to enter soil that is of a close adhesive 
nature, requiring it to be the opposite—- 
loose, fibrous, ana open— although there is 
some difference in the ability of the 
different species to exist in soil of a nature 
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not in accordance with their wants in the 
above respect Still, no mistake can be 
made in growing all the under-mentioned 
in peat as full of decayed fern roots and 
other vegetable fibre as can be got, and it 
will be advisable to add a seventh part of 
charcoal, or crocks broken about tne size 
of horse beans ; to this put a moderate 
quantity of sand, and mix the whole weU 
together. In this soil they wiU not only 
make roots freely, but the roots will live 
much longer — a circimistance that has a 
deal to do with the number of suckers the 
plants are able to throw up after flowering, 
and on which in a ^reat measure depenaJB 
the rate of increase m things of this nature 
that are slow to propagate. 

The several species form from the base 
of the fiiU-grown plants, about or after 
the time of blooming, suckers like most 
Bromeliads. These should be allowed to 
remain upon the old plants until they have 
attained a considerable size^ — say one-fourth 
that of the crowns from which they s{Ming. 
It is important to leave them attached to 
the parent plant until they have got 
something like the above size, as, if 
removed too young, they are long in mak- 
ing much progress. When thus allowed 
to attain a Tair size before being taken off^ 
they will generally be found to have a 
number of roots just breaking round the 
base. The suckers will usually be in a 
condition to take off in the autumn. Slip 
them off with the fingers, and be careful 
not to injure these incipient roots ; they 
may also be taken off with the help of a 
shaop knife. In this condition they will 
root into the soil immediately. Put them 
sinffly in from 3 in. to 6 in. pots, according 
to tne size of the suckers ; drain the pots 
well, and for this first potting sift the soil, 
forcing all the fibrous portion through the 
sieve, and add more sand (about one-fifth) 
than will be required when the plants get 
larger ; give a moderate watering at the time 
they are put in. and place them at the 
warmest end of tne stove, in a temperature 
of 66** or 70**. If a little bottom heat is at 
hand, it will assist the formation of roots ; 
but do not cover them with a propagating 
plass. as the hard close texture of the leaves 
IB or a nature that allows little loss by 
evaporation, consequently they do not flag 
when exposed in the atmosphere of the 
stove, as would be the case with ordinary 
cuttings of most things. Kinds, such as 
M, f ulceus, that form a few inches of stem 
below the point where the leaves are 
emitted, simply require inserting in the 
soil up to the base of the leaves ; in the 
case of species that do not make any length 
of stem, it will be necessary to strip on a 



few of the bottom leaves before putting 
them in. Keep them through the winter 
in a night temperature of 60% with 5* 
higher in the day, place them in a light 
position, and let the soil be moderately 
moist 

Bv the beginning of March, as the days 
get loneer, raise the temperature 5° during 
the night, and 10** during the day ; about 
the end of the month move them into 
pots one or two inches lar^r, according to 
the size of the plants, using the soil m a 
rougher state, and adding crocks or char- 
coal as already advised. The pots must 
be weU drained, and must not be used too 
large, as the whole of the different sp^es 
do not like too much root-room. When 
the sun gets more powerful, shade will 
be required in the middle of tie day. By 
the beginning of May the temperature 
should be increased to 70** in the night, and 
proportionately higher by day, giving air in 
good time, but closing early m the after- 
noons. A slight S3rnnging at the time of 
shutting up wiU assist growth. Continue 
this treatment through the summer 
months, always keeping the soil mode- 
rately moist, as, if allowed to become dry 
at any time, the plants wiU be injurei 
At the end of August dispense with shading 
and give more air ; as the autumn advances 
reduce the temperature down to the point 
recommended for the season previous, and 
winter similarly. As the days again 
lengthen increase the temperature, and move 
them into pots two inches larger, using the 
soil in a more lumpy state. Treat as in 
the preceding growing season as to heat^ 
shade, and moisture. In the course of the 
summer the plants will push up their 
flowers, and as they open may, if required, 
be placed in a warm conservatory, but 
must not be set where they will be subject 
to a current of air, neither must they be 
exposed to the sun. When done blooming 
move them back to the stove, and treat as 
before. Suckers will now be formed, and 
when large enough should be taken off 
and treat^ generally as already advised. 
The old plants should be kept, and, if well 
cared for, will through the spring push up 
more suckers, which can. wnen they have 
attained sufficient size, be taken off and 
struck as recommended for those first 
produced. 

The following species, though differinff^ 
mu<^ in size and general appearance, wiU 
aU succeed under similar treatment ; of 
course proportioning the size of the pots 
in which they are grown to that which 
the different unds naturally attain. 

jE, fuhens. Bears bright red, erect 
flower spikes, that have the appearance of 
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branching sprays of coral, and last and 
retain their colour for months after the 
flowers are gone. It is one of the best 
comparatively small growing decorative 
plants in cultivation. When grown in 
o in. or 8 in. pots it is especially useful for 
standing during the summer months in a 
conservatory, where its intense colour con- 
trasts well with other things. From 
Cayenne. 

JB, fulgens ducolor is a variety of the 
above, requiring similar treatment. 

jE, Furstenbargti, A Bahia species of 
decidedly distinct character, with stout, 
long, spiny-edged leaves. The panicles of 
flowers are large, with rose-coloured bracts 
and bracteoles. 

JB. hyttrix. A large-growing handsome- 
leaved species. The flower-stalk is longer 
than in most of the .£chmeas, and me 
violet flowers are densely packed on the 
spike. It comes from Cayenne. 

uE, Maria RegvMB, A truly regal plant 
from Costa Kica ; it is of stately growth- 
the leaves are 18 inches in len^h and 
gracefully curved. The flower-spike, 
which is from twenty inches to two feet 
in length, springs from the centre ; it is erect 
and partly clothed with ample deep rose- 
colovired bracts, which retain their colour 
for many months. The flowers are tipped 
with blue, and as they get older change to 
a salmon colour. It blooms in July. 

^. mvaiata, A smaller habited kind 
than lEu Fulgens, with darker foliage ; the 
individual flowers, as well as the whole 
inflorescence, are smaller than those of 
M. fulgens. 

^. veitchiL A handsome species, 
which bears a dense head of flowers, 
scarlet in colour, as are also the bracts. 
From Colonabia. 

Insects. — iEchmeas are not very sub- 
ject to the attacks of insects. Mealy bug 
and scale will live upon them, but the 
texture of the leaves is such as to admit 
of these being easily removed by sponging 
and a free use of the syringe. 

.SSOHTKANTHUS. 

These are beautiful free-flowering stove 
plants possessing a very distinct habit of 
powth ; they are mostly indigenous to the 
hot, damp, woody districts of Java, and 
consequently will bear and require a high 
temperature to grow well. Their splendid 
scarlet and yellow or deep crimson flowers 
are produced fi-eely 6t)m the axils of the 
leaves and extremities of the current 
season's shoots. In their native habitat 
they are of an epiphytal character, growing 
on the trunks and branches of trees, to 



which the roots cling like our native Ivy. 
In a cultivated state they are of moderate 
growth, and are especially adapted for 
growing in pots or baskets, suspended in 
the stove over paths fix>m the rafters ; so 
managed they are very effective, and. 
supply a place for which comparatively 
few things are suitable. Their blooms are 
borne in succession over a considerable 
period during the summer and autumn 
months, at which time they form an 
agreeable contrast to other plants. They 
flower freely in a small state, conse- 
quently are suitable for either large or 
small houses. 

To grow well they require too much 
heat to succeed satisfactorily all the year 
round in an ordinary Fern-house, but 
should be kept in the stove whilst making 
their growth and until the flowers begin to 
open ; they can then be removed to a 
conservatory or Fernery, and in the latter 
situation they have a l>eautiful effect, with 
their bright-coloured flowers drooping over 
the vari^ green fronds of the Ferns. All 
the kinds root fr^y from half-ripened 
cuttings taken off in the spring, inserted in 
small pots in half sand and peat, and kept 
close m a propagating fr*ame or under a 
beU glass ; they will do without bottom 
heat, provided the temperature of the 
house is sufficient to promote growth. 
Cuttings may usually be had in right 
condition about the b^^inning of Apnl ; 
these, if placed in a night temperatxire of 
70°, will root in a month, when they may 
be gradually inured to the fuU air of the 
house, the glasses tilted a litUe more each 
day until they can be dispensed with 
altogether. Pmch out the points of the 
shoots at a few joints above the base, to lay 
the foundation for the future plant by 
inducing the formation of several shoots. 
As soon as the nots are filled with roots, 
remove into otners a couple of inches 
larger, using fibrous peat, to which add 
one-sixth of sand and crocks broken small, 
in equal parts ; this will be found to suit 
the roots better than a closer material. 
Fill the pots to one-fourth their depth with 
drainage, as these plants cannot endure 
stagnant moisture ; at the same time, during 
the growing season they require an abun- 
dant supply of water to the roots, and this 
necessitates provision being made for its 
passing fr^y off. They should be stood 
on a front ahelf, where tney will receive a 
fedr amount of liffht, but should have a 
thin shade in the hottest part of the day. 
As the season advances keep the tempera- 
ture at from 66** to 70** in the night, 
allowing it to get \(f higher when the sun 
is upon the glc^ giving air when required, 
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«iid ^ringing overhead when the house is 
closed. 

By midsummer again pinch out the 
points of the shoots, which will now begin 
to assume their natural drooping habit, to 
admit of which tiie plants may be stood 
upon inverted pots. Continue to supply 
them with moisture, heat, and shade 
through the summer months, again pinch- 
ing out the points of the shoots about the 
middle of August Dispense with shading 
as the sun declines in power, and cease 
syringing, giving more air and less atmos- 
pheric moisture. Keep them through the 
winter in a temperature of 60® in the 
night, and a little higher in the day time, 
and give as much water to the soil as will 
keep the roots a little moist ; at the end of 
March move into pots two sizes larger, using 
the soil in a little rougher stat^ adding 
•crocks and sand as before, and draining 
the pots similarly. The dioots must not 
be stopped now, or the time of flowering 
will be delayed; treat as advised in the 
preceding summer as to heat, shade, and 
moisture. By midsummer the early 
blooming sorts will show flower ; the later 
kinds, such as M. splendens, further on. 
When the blooms open the plants may be 
kept in the stove, or removed, as already 
stated, to a somewhat cooler house for a 
few weeks, but they must never be sub- 
mitted to a cold diy atmosphere. When 
done flowering replace in the stove, and at 
once cut back the whole of the growths to 
within 8 or 10 inches of the base. If this 
is not done, thev will get into a straggling 
condition, with their flowering Soots 
irregularly placed, and will be destitute of 
healthy yoimg leaves near the base, so 
essential to their fresh pleasing appearance ; 
and if the shortening is deferred until 
spring, considerable time will be lost, and 
so many blooming shoots will not be 
formed. The cut- wwk shoots will break 
and make some growth before the end of 
the season, and if in sood healthy condition 
at the roots, a number of yoimg growths 
will push up from the base. 

Keep through the winter as in the season 
before, and again repot in the spring, giving 
a 2-inch shirL They may be hung up by 
wires fastened round the pots below the 
rim and joined above the top of the plants, 
or the pots may be plunged m wire baskets, 
and the space betwixt the pots and the sides 
of the baskets filled up with moss ; in this 
wav they look much the best, and broad 
shallow pots should be used. After potting, 
treat generallv as in the preceding summer. 
This season, if all goes well, they will make 
many more shoots, with a proportionate 
increase of flowers. They will be bene- 



fited by manure-water once or twice a 
week. After they have bloomed cut them 
well in as before ; in the spring they may 
have a portion of the old soil removed, but 
the roots should not be disturbed too much. 
Replace with new, and return them to the 
same pots, if these are deemed large enough ; 
if not, they may be put in others an inch 
or two la^r. In tnis way they will last 
foryears. 

Tlie following are sufficientiy distinct to 
merit a place wnerever plants in hanging 
baskets are held in estimation : — 

^. Bosehianus. A distinct and pretty 
species from Java ; the flowers are brilliant 
scarlet and yellow. It keeps on blooming 
for a considerable portion of the summer. 

JS, fulgem, A handsome species, with 
bright scarlet flowers, produced freely. 
From Moulmein. 

^, grcmdijlorus. This species comes 
from Khoseea, and will Dear a con- 
siderably lower temperature when at rest 
than the other kinds that have been intro- 
duced from Java ; its tube-shaped flowers 
are produced in bunches, and are of a 
bright scarlet colour suffused with yellow. 
It blooms in August and September. 

jE. Lobbianus, A handsome sort, with 
scarlet flowers, produced in summer and 
autumn. It is a native of Java. 

jE. splendidus. This is a garden hybrid, 
produced between M. grandiflorus and M. 
speciosus, and is the nnest of the strong- 
growing kinds. The flowers are produced 
in buncnes of ten or a dozen, and are of 
the most intense scarlet, the segments 
marked with blackish brown. It flowers 
in the summer. 

^. tricolor. This is a distinct and 
pretty species, that bears yellow and scar- 
let flowers. It comes from Borneo. 

jE. zebrinus, A handsome scarlet 
flowered kind, from Java. 

Inbegts. — iEschynanthus are little 
troubled with the smaller plant pests, 
such as thrips and red spider, as these can 
be easily kept down bv the use of the 
syringe, their thick leauiery leaves being 
easily cleansed by this means. Mealy bug 
and scale will sometimes affect them ; these 
may be kept under by sponging and a free 
use of the syringe. 

AaALMTLA LOKQISTYLA. 

This miniature creeping Stove Gksnerad 
is a native of Java, and &om its peculiar 
habit it is well adapted for particular posi- 
tions. When suspended ftx)m the roof of 
a warm house, where plants of small growth 
can with advantage oe used, it gives the 
structure a more furnished appearance, and 
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that without injariously Hhading the other 
occupants. Such a podtion, too, appears 
to suit it well, and lavours the free pro- 
duction of bloom. Like most other plants, 
the time of its flowering is considlerably 
influenced by the course of treatment to 
which it is subjected, but it is generally 
in perfection during the later months of 
the year, a time when its scarlet or bright 
red flowers are very effective. They are 
comparatively large for the size of the 
plant, and wnen well grown are produced 
freely. Being of a creeping habit the 
stems cling closely to any surf^ on which 
it is erown — not unlike the way in which 
the niizomes of some Ferns, such as the 
weaker growing Davallias, attach them- 
selves. The leaves, which are borne on 
short stalks, are ovate in shape. It may 
be cultivated in a pot, but, as it is a true 
epiphyte, it does best on a block of wood 
— in this way it can be better hung up, 
and as we have comparatively few subjects 
of a similar character and so suitable for 
the purpose, it is well to utilise it in this 
manner. Its flowers in such a position 
are also seen to the best advantage. 

To commence, procure a rustic-looking 
piece of dry Oak wood about 6 inches 
wide, a foot long, and 2 inches in thick- 
ness; if charred it will look none the 
worse and will last longer — a considera- 
tion in the case of such plants as this, that 
have clinging roots that adhere tightly to 
whatever they feusten upon, and cannot be 
removed without injury. Fix a copper 
wire by means of copper nails to each end 
of the block to banc it up by. Cut a piece 
of good fibrous Orcnid peat about an inch 
thick and the same size as the block, shake 
as much of the earthy matter from it as 
can be done without breaking it, fasten it 
on the upper surface of the block with fine 
copper wire, and shake a handfrd of silver- 
sand over the peat (this will help to keep it 
from getting sour). Then take a plant tnat 
has b^n grown in a pot, or cut several of the 
creeping stems with several leaves to each, 
and tie with wire or bast on the sur£eu^ 
of the peat. Give water immediately, and 
shade until the roots have got hold. These 
operations should be carried out in March 
before growth has commenced. All through 
the growing season the roots must be kept 
moist, and even in winter they must never 
be allowed to get too dry. During spring 
and summer the night temperature should 
range from 66*^ to 70^ and from 80° to 86° 
in the daytime. In winter it will do at 
60° in the night, and a few degrees higher 
bj day. The shoots require little training, 
smiply bending about in such a way as to 
eover the block. As soon as the flowers j 



make their appearance, do not allow more 
water to lod^e upon them than can be 
avoided. It is a heat-loving subject, and 
neither when in bloom nor at any other 
time should it be submitted to a low 
temperature or cold draughts. 

Insects. — ^With us the plant was never 
at any time attacked by insects. 

AQAPAKTHnS. 

The only assignable reason why these 
el^ant-habited greenhouse plants are not 
now so generally cultivated is that they 
are old-fashioned. They are amongst the 
easiest of plants to manage, bearing with- 
out injury usa^ that would kill most of 
the species subjected to pot culture. Their 
gracefully-curved leaves, which in a well 
managed specimen droop so as to all but 
hide the pot, render them at all times 
pleasing to look upon, and when, in ad- 
dition, they are furnished with their 
straight erect flower-stems, surmounted by 
dense umbels of blue or white flowers,, 
there are few more teUing plants. In ad- 
dition to this they last a considerable time 
in bloom. The flowers moreover are 
amongst the most useful for cutting, either 
combined with others for ordinary decora- 
tive purposes, or for bouquets ; and for the 
latter use the blue kinds s^ord a colour that 
is not over-plentiful in flowers that are of 
suitable form and of a durable nature. 

Agapanthus may be raised from seed, 
but, except in the case of a new, or scarce 
kind, the usual course is to increase them 
by division of the crowns. This can best 
be done by taking a large plant in the 
spring just as growth is about to com- 
mence and wasning all the soil from 
among the roots, so as to get them disen- 
tangled as far as possible without unneces- 
sary breakage ; then divide the crowns 
singly, or in masses of several together, ac- 
coming to the number and size of the 
plants required. Where there is no ob- 

iect in adding greatiy to their number, 
arge specimens may be simply divided 
into two or four as may be required, with 
these, as with the single crowns, ^ving 
pots according to the size of the divided 
pieces, potting firm and encoura^ng 
growth by keeping them a little close in a 
pit or greenhouse. All that is required 
afterwards is to cive pot-room as wanted ; 
but it must be kept in mind that these 
plants will bear confining at the roots to 
an extent that few wiU without suffering. 
When the specimens are as large as re- 

auired, and are in from 12 to 16 in. pots, 
ley may go for two or three years with- 
out re-potting. 
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They may be wintered anywhere out of 
the reach of froet, say under a greenhouse 
stage, or similar place, where there is only 
a limited amount of light Give little 
water through the season of rest 

The following are distinct and desir- 
able kinds : — 

A, prcBcox. Has blue flowers, distinctly 
suffused with purple. A much scarcer 
plant than the old species. 

A. umbeUattu. The best known sort, 
bearing large umbels of dark blue flowers. 

A, vmbeUatus candidus, A pure white 
sort A decided improvement on the old 
white form. 

A, umbeUatus florepleno, A double 
form of A. umbellatus, with deep blue 
flowers. A fine kind. 

A. vmbeUatus variegcUus, A variegated 
form, with prettily marked leaves. 

The species come from the Cape of 
Qood Hope, A. umbellatus being amongst 
the oldest introductions we possess. 

iNSEcra — ^Agapanthus are little trou- 
bled with insects. Aphides sometimes 
infest the young leaves, or more commonly 
the advanciujg flowers ; when these are 
troublesome mmigate with some or other 
of the preparations of tobacco. 

AQATHffiA 0(ELESTI8. 

This is an evergreen greenhouse plant, 
but nearly allied to Cineraria, sometimes 
psussing under the name of Cineraria amel- 
loides. It comes from the Cape of Good 
Hope, and its pretty blue flowers are very 
effective. 

It is raised from seed sown in the spring 
in a little warmth ; when the seedlings 
have ffot fairly into growth, keep them in a 
greenhouse, potting off in sandy loam, and 
crowing on afterwards as ordmary green- 
house plants. There is a variegated form 
of the plant, A. coelestis variecata, which 
succeeds under treatment simuar to that 
given to the original species. 

Insects. — If affect^ with aphides or 
thrips, fumigate or dip in tobacco water. 

AQAVE. 

These greenhouse succulents are mostly 
grown for their handsome singular foliage ; 
Siey were held in much more favour in 
times past than at present When the only 
medium of heating plant-houses was by 
the old smoke flue, with its drying in- 
fluences on the atmosphere of the house 
where used, Agaves, jmd other succulent 
plants, withstood the dry air better than 
other things, and were consequently more 
grown. Most of the species are grotesque- 



looking plants, very easily managed, and 
requirmg much less attention than most 
things ; their ability to bear without in- 
jury an extremely dry condition of the soil 
that would be fatal to most plants is pro- 
verbial They will stand, when at rest, a 
temperature anything short of frosty but 
thrive fastest when Kept in a warm but 
dry atmosphere during tne growing season. 
They require no shade, except such as may 
be needful to prevent the leaves being 
burnt through inequalities in the roofed 
the house where grown. Some of the 
species attain a large size, pwticularly the 
(ufferent forms of A. americana, which 
long had the character of not flowerii^ 
until the plants were a century old. This 
idea has no foundation, and is traceable to 
the fact that the plants are often subjected 
to a starving course of treatpient that pre- 
vent their getting strong enough to bloom 
until they have reached a long age. These 
Agaves will flower when they have ac- 
quired size and strength sufficient to do 
so, but at the same time it takes many 
vears* liberal treatment to enable them to 
bloom, so that the flowering of one of these 
large species is of comparatively rare 
occurrence. The flower stem rises to a 
height of twenty feet or more, in the form 
of an erect, many-branched peduncle, 
bearing immense numbers of bell-shaped 
flowers, of a greenish yellow tint, which 
is the colour, more or less varied, of the 
flowers of most Agaves. It may be here 
said that the flowers of these plants are not 
so much the object of their cultivation ; it 
is rather their distinct, and in the case of 
the large kinds noble, appearance when 
fuU grown. They have an essentially 
architectural character, associating well 
with buildings, in proximity to which, 
when stood out of doors (treatment which 
they will bear in summer), they have a 
fine effect 

They are propagated from suckers, 
which most of the species, when well 
grown, produce with more or less freedom. 
These should be severed from the parent 
plant in spring just as growth is about to 
b^in, securing as much of the connecting 
stem as possible, and inserting it in the 
soil within the pots in which the young 
plants are to be grown. Place them in an 
intermediate temperature, such as that of 
a vinery at work, or anywhere where a 
little warmth is available ; if such is not 
at hand they will succeed in an ordinary 
greenhouse. The pots should be compara- 
tively small, proportionately to the size of 
the suckers, and they must be thoroughly 
drained, as anything approaching a stag- 
nant condition of the soil is fatal to the 



Digitized by 



Google 



AQLAOMOBPHA. 



Ch'eenhouse and Stove Plants, 



31 



roots, causing them to rot. The soil should 
consist of orainary loam, with a moderate 
quantity of sand added, and brick rubbish, 
broken email for youne plants, and used in 
a larger condition as me plants get older. 
Keep the soil slightly moist, not more, 
until roots are formed, when more water 
may be given. The after treatment is so 
simple that nothing further is required, 
except to ^ve larger pots as the plimts in- 
crease in size and give evidence of requir- 
ing more root-room ; in all cases the pots 
should be proportionate with the larger or 
smaller species cultivated. To do justice 
to the green-leaved or type species of A. 
americana, they should, when the plants 
approach their full size, have a box from 3 
to 4 feet in diameter, by 2^ feet deep. 
Many of the small species, such, for in- 
stance, as the different forms of A. filifera, 
do not require, even when fuU grown, pots 
above 8 or 10 inches in diameter. In the 
growing season the plants should have 
plenty of light and air, so as to keen the 
leaves from being drawn weak and flaoby ; 
this is especially necessary with the longer 
leaved kmds. Spring is the best time to 
repot, and afterwards for some weeks 

five no more water than just enough to 
eep the soil in a healthy condition ; when 
growth has fBdrly begyin more may be used. 
As they cease growing in the autumn, 
reduce the water, keeping the soil only a 
little moist through tibe winter. Most of 
the species will succeed in a greenhouse 
temperature, but make more progress in 
an mtermeoiate heat, say from 46 to 50* 
in the night, with a little more by day in 
winter, and in summer 60° in the night, 
with from 70° to 90° by day, according to 
the weather. Nearly all the species are 
indigenous to South America or adjacent 
parts. 

The following are distinct and hand- 
some kinds : — 

A, americcma. The largest species, 
requiring much the most room when it has 
attained anything like full size. 

A. americcma cmrea variegata. Has 
deep rich yellow variegation. 

A. applcmatcL Leaves broad and short, 
armed with brown spines. 

A. Bes8eriana amcena, A miniature 
species ; leaves yellowish white, with dark 
spines. 

A. dealbata, A strong-growing kind, 
with long narrow leaves, recurving as they 
get older. 

A, Dt SmetiaiuL A rare species ; leaves 
ovate, ^"een, armed with reflexed spines. 

A.fiUfera. A compact-growing species; 
leaves 10 or 12 incnes long, with white 
filaments, strong spines at the apex. 



A. filamentosa. This grows to a 
medium size, has longish narrow leaves 
with a strong spine at the end, colour green, 
clothed with long filaments. 

A. GhiesbreghtvL A handsome kind, 
with dark ^reen leaves, armed on the edges 
with formidable spines. 

A, horrida, A very strong short- 
leaved species, green in colour, bearine 
immensely strong spines on the edge ana 
apex. 

A, Hurnholdtiama, A large-growing, 
stout-leaved species. 

A. Jacquintcma, A large strong-grow- 
ing species ; leaves from 3 to 4 feet long, 
of a oluish green coloiir, spined on the 
edges and apex. 

A, KellockU. A stout-growing sort; 
leaves nearly 4 feet long, by 3 inches wide, 
glaucous, with a strong black spine at the 
extremities. 

A, Kerchovei. A medium-g;rowing kind ; 
leaves pale green, still paler m the centre. 

A, LeapoUii. A compact-habited plant, 
with short pale green leaves, spined on the 
edges and apex. 

A. macranihcL A small-growing kind, 
with short glaucous leaves, spined on the 
edges. 

A, pida. A slender-habited sort; 
leaves 3 feet long, by 2 or 3 inches wide, 
white on the edges, green in the middle. 

A, rigida. A large-growinc variety, 
with very long narrow leaves, deep green 
in colour. 

A, Saundenii, A medium-growing 
kind ; leaves stout and glaucous, armed on 
the edges and points with stout spines. 

A, 9chidtaera, A small-growmg com- 
pact-habited kind ; leaves 10 inches to a 
foot lone, green banded with white, with 
white filaments. 

A, Taylorii. A comparatively small 
grower ; leaves a foot long, green in colour, 
strong spines at the apex. 

A, unimttata. A medium-growing 
kind, with moderately stout leaves, deep 
green, paler in the centre, armed witt 
strong spines. 

A, VerschaffeUii, A short thick-leaved 
species ; leaves pale green, heavily spined 
on the edges ana extremities. 

A, yvMcsfoUa. Of moderate growth; 
leaves narrow, with small spines on the 
edges. 

Insects. — ^Agaves are not much subject 
to the attacks of insects; if any affect 
them, sponging is the best remedy. 

AQLAOMOBPHA ME7EKIANA. 

The only known species included in the 
genus. A distinct-looking stove Fern from 
the PhiUippine Islands. 
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For propagation and cultivation, see 
Ferns, general details of culture. 

AKEBIA QUINATA. 

A greenhouse evergreen climbing plant 
of comparatively little beauty. It may be 
increased by division of the roots in the 
same way as the stove climbers, Dioscoreas, 
to which it is nearly allied. The flowers 
are pinkish lilac, and appear early in 
spring. It comes from Chusan. 

ALLAMANDA. 

These are magnificent free-flowering 
stove plants, mostly natives of South 
America. Their large, tnimpet- shaped, 
yellow blooms are produced in great pro- 
lusion during a long neriod of the year, 
as when well managed thev can be had 
in flower from Apnl until late in the 
autumn. They are especially useful on 
accoimt of the many ways they can be 
grown, succeeding well as trained pot 
specimens, and also as roof climbers, 
planted out or in pots. Their long unin- 
terrupted habit of flowering renders them 
equdiy suitable for being grown in either 
way ; the flowers are likewise well adapted 
for cutting, their colour harmomsing agree- 
ably with most other things. They in- 
crease readily from cuttings of the young 
luJf-ripened shoots, inserted in sand, with 
brisk heat, in a propa^ting frame or under 
a bell glass ; they can be struck at any time 
of the year when cuttings can be obtained 
in tiie above condition, but about the be- 
ginning of March is the best, and then 
time is given for the young plants to 
make considerable progress before the 
autumn. Put the cuttings singly in small 
pots ; they will root in a month, when 
they should gradually be inured to more 
air, and, as soon as thej[ have got fiEdrly 
established move them into 6-inch pots. 
AHitTnA-TiHAP do best in good fibrous loam, 
to which add a moderate sprinkling of 
sand, and about one-sixth well -rotted 
manure ; mix aU together, using it, for 
the plants in this stage, moderately fine. 
Press the soil firm in the pots ; now place 
them where they will get plenty of fight, 
in a night temperature of 64° or Q^^ with 
a rise of 10* or 16** during the day ; pinch 
out the points of the shoots so as to induce 
the lower eyes to break, and give water all 
through the growing season before the soil 
gets so dry as to cause the young growth 
to flag. Admit a moderate amount of air 
in lie middle of the day, and syringe every 
afternoon ; but no shading is reauired, as 
all the species of Allamandas do better 



without it, making short -jointed stouter 
wood under the fml influence of the sun, 
which, if the glass is of good quality, doe» 
not injure their leaves. Through the 
summer months the temperature may be 
70** by night, and proportionately higher 
in the dav. By the end of June the pots 
will be filled with roots, and they should 
be moved into others 3 inches larger. At 
this shift give ample drainage, using the 
soil in a more lumpy state, and breaking 
the fibrous, turfy parts into bits about the 
size of walnuts ; again press it quite firm 
in the pots, as these plants will not do 
with it in a loose condition. Place four 
or five neat sticks in the pots, and to these 
train the shoots, the points of which again 
pinch out to get them to break. Continue 
the treatment as to heat, water, and syring- 
ing overhead until the middle of September, 
when discontinue the use of the syringe, 
admit more air, and do not give water to 
the roots until Uie plants flag considerably; 
this will check further growth, and help 
to harden up the wood. Keep on treating 
in this way till the end of October, allow- 
ing the soil to become a little drier each 
time before water is given so as to ripen 
the leaves; many of the earliest formed 
will now turn yellow, fall off^ and little 
more growth will be made. 

The temperature for the ensuing ten 
weeks may be reduced to 60"* in the night, 
vriXh 6° more by day ; and only as much 
water should be given to the soil as will keep 
the green leaves towards the extremities 
of the shoots from shrivelling. Place the 
plants during this, their season of rest, at 
the coolest end of the house. About the 
middle of January remove all the green 
shoots, cutting back into the hard ripe 
wood, and turn them out of the pots. As 
little water has been given for some time 
back the soil wiU most likely be very dry, 
and, to ensure its now bemg thoroughly 
moistened, immerse the ball in a }>au of 
tepid- water until the whole is wet through. 
If this is not done the new soil in which 
they are about to be potted will ^et satu- 
rated by the water required to moisten the 
ball through to the centre. After this is 
done return them to the pots in which 
they have been growing, and place them 
for a day in the stove to allow the water 
to drain oflf ; then remove the old drainage 
and any loose soil that may be about the 
surfEu^e, and at once put them in their 
flowering pots, which may be from 15 
in. to 18 in. diameter. Place in the 
bottom 2 in. of crocks to secure sufficient 
drainage, as they will need a deal of water. 
The soil should be similar to that already 
advised, but will be now all the better for 
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being a little more lumpy. Use the 
potting-lath freely, so a« to ram it quite 
narcL These phmts require the soil to be 
made as close as possible, more so than 
most others grown in pots. The best 
method of training Allamandas and other 
subjects of similar habit, when grown as 
pot specimens, is on a stout iron wire 
trdlis, secured to three strong stakes in- 
serted in the soil placed just within the 
rim of the pot Such a trellis, 4 ft high 
by 3 ft. in diameter, will be big enough 
for a large plant As soon as the plants 
are potted, fasten the trellises in their 
places, ana at once train the shoots to 
them, dispersing them evenly over about 
two-third^ of the lower part ; if they are 
tied over the top they naturally push the 
young growths from that point, and after- 
wards, when being bent down to cover the 
trellis, they are very liable to break out. 

The reason why Allamandas should be 
so far diflferently treated from most things, 
in being cut back and potted before 
they have made any growth, is that the 
young shoots are so brittle tnat in train- 
mg them on the trellis they are likely to 
be broken ofiF, and the plants are natuiilly 
such free ^wers that potting previous to 
CTowth t)emg made does not interfere with 
flieir after progress. When the potting is 
completed, they should, instead of being 
plunged in a bed of tan or other ferment- 
mg material, at a considerable distance 
from the light, be elevated on inverted 
pots as near the glass as the trellis will 
admit of. So placed, the shoots will grow 
short-jointed and stout, the reverse of what 
they will be if stood further from the roof. 
Syringe overhead every afternoon. They 
win break into growtn in about a fort- 
night, and as the young shoots advance 
keep them tied to the trellis in an 
imnght position, as, if bent down before 
the oloom is well set, they may break 
back, the points generally ceasing to push 
much further ; this causes delay in the 
time of their flowering. As the advanc- 
ing shoots require more head room, the 
plants must be regularly lowered, so as 
just to keep the points from touching the 
dass. At the beginning of March raise 
Se temperature 5^ in the night, allowing 
it to run up considerably with sun-heat in 
the day. By the middle of the month, 
when the weather is very bright, it may 
be necessary to give for a short time in 
the middle of the day a little air by open- 
inc the ventilators about an inch or so ; 
this will be enough, as if too much is 
admitted it will seriously afTect the young 
tender growth. 
It is at this season that careful attention 



is most essential, to anticipate the rise in 
temperature through the sun's influence in 
the fine weather by timely stopping the 
fires. It is an indication of the worst 
possible management in the cultivation 
of stove plants to be under the necessity, 
through the inconsiderate use of fire- 
heat, of admitting large volumes of cold 
external air in the spring to keep down 
the temperature suflaciently. If a little 
air is given, as above advised, when the 
thermometer rises to 80** in bright weather, 
no harm will be done by its going up 6* or 
8"* higher, if the atmosphere is kept moist, 
but 8ie house must be closed sufficiently 
early and the fires set going, so as not to 
allow the heat to fall too low. As the soil 
becomes filled with roots the plants will 
require a copious supply of water and a 
free use of tne syringe overhead. During 
April, if all has gone well, every shoot 
will have its point set with flowers ; it is 
better to defer training until the bloom 
begins to open, after which the shoots 
ought to be carefully wound round the 
trellis, so as to distribute the flowering 
points evenly over it They will now 
need water almost every day, and liquid 
manure two or three times a week ; con- 
tinue the use of the syringe, which will in 
no way injure the flowers. The night 
temperature may be kept at about 70°, 
with a rise of 10 or 15** in the day. They 
will quickly push up another lot of shoots, 
which, when commencing to bloom, should 
be trained as were the preceding; they 
will thus keep on through the season. 
Give more air and less fire-heat as the 
summer advances. By July the plants 
may, if required, be removed to a warm 
conservatoiT and placed where they will 
not be unaer the influence of a draught 
of external air ; here they will form con- 
spicuous objects imtil the middle of August, 
when they should be returned to the stove, 
where they will, if wanted, continue to 
flower for some time. Afterwards they 
should be gradually ripened up, partially 
dried off as in the preceding autumn, and 
rested similarly. In January, as before, 
cut them back, and shake about haK the 
soU from the baU, reducing a portion of 
the roots. Repot with new soil, and treat 
in every way through the season as advised 
previously. So managed the plants will 
last for many years. 

Allamandas are amongst the best of 
stove-climbers, for which purpose they 
require to be treated as for trained plants, 
except that the trellis is dispensed with and 
the shoots are not stopped further than to 
induce their breaking, so as to furnish the 
allotted space ; they should be freely cut 
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back every season before they are started into 

growth. On account of their very strong 
abit of growth, even when required as 
climbers, it is better to grow them in pots 
than to plant out, unless they are wanted 
to cover a very large space, in which case 
they may be turned out in a border of 
limited extent, and the soil partially re- 
newed each spring. 

The followmg kinds are all well worth 
growing : — 

A, ca/rthaHiccL A well-known free- 
flowering kind, with moderate-sized blooms, 
which it produces plentifully. 

A. Chehoni, A profuse larce-flowered 
kind, from Western Africa. It is almost 
as deep in colour as A. Aubletti, and has 
not the objectionable habit of the blooms 
reflexinff natural to that variety, which it 
supersedes. 

A. grandiflorcL A magnificent sort, 
with beautiful bright canary-yellow 
flowers, produced in large quantities. It 
is very distinct in habit, and a much 
weaker grower than all the others, smaller 
foliage, and is most suitable for growing 
as a pot specimen, in which way it maj 
with advantage be trained to sticks, trellis 
being dispensed with. 

A. Hendersonii. A very strong-grow- 
ing, large, free-blooming sort ; the base of 
the flowers internally suffused with brown. 

A, nohUia. A strong grower, with very 
large, finely-shaped, bngnt yellow flowersj 
requires a light situation to bloom freely. 

A. Schottii, A very strong grower, 
with immensely large pale yellow flowers 
that reflex a good deal. It is not so free 
in blooming as the others. 

A, violated. A very distinct-looking 
species, with reddish flowers. It is not so 
hfmdsome as the other kinds, but to those 
who like to grow plants of a decidedly dis- 
tinct appearance it will be acceptable. 

Insects. — Allamandas possess almost an 
immunity from insects, except from a 
minute yellow thrip, which is verjr 
troublesome if once it gets a footing, as it 
destroys and disfigures the young flower 
buds and leaves. It is best Itept under by 
copious and daily syringing, as it is most 
difficult to kill by fumigation. 

ALOOASIA. 

Since fine-leaved plants have become 
fashionable, there has been a large addition 
to tiie number of cultivated species of 
Alocasia, and amongst them may be num- 
bered many of the finest and most distinct 
of all stove subjects grown for the beauty 
of their foliage. Few families of plante 
present so much diversity in the form and 



colour of their leaves as do these Alocasiaa^ 
from the bold and distinct combination of 
pale green and milky white in the stately 
A. macrorhiza variegata, to the shining 
metallic hue possessed to such a marked 
extent by A. metallica, both plants that^ 
when they first appeared, made quite a 
sensation amongst cultivators. As deconir 
tive objects in the warm stove, they are 
unsurpassed, contrasting admirably with 
other fine-leaved as well as flowering 
plants. They are mostly found in the 
warmest parts of the world, where, in 
addition to a continuously high temperei- 
ture, they eire subjected to a humid atmos- 
phere. Therefore, in order to grow them 
satisfactorily, they need both heat and mois- 
ture, otherwise tney make little progress. 

Alocasias are increased by means of 
suckers, which most of the species produce 
freely, and also by division of the creeping 
underground stems, as well as by btosS. 
tubers that several of the species annually 
form. Propagation is b^t effected in 
spring towards the beginning of March, 
about which time the old specimens re- 
quire a shift ; all the species, except A. 
macrorhiza and its variegated form, we have 
found to do best in a mixture of sphagnum 
and the best fibrous matter out of very 
light peat (such as that used for Orchids)^ 
to which some sand, crocks, and dry shaly 
manure have been added, as, if anything 
at all close and adhesive is used, many of 
the kinds will make little or no prepress. 
The small tubers formed by sorts like A. 
Veitchii do best put in shallow pans in a 
mixture similar to that just described until 
they have made a couple of leaves eadi, 
when they may be moved into little pots 
singly. Suckers, when taken off, should 
be at once transferred to pots proportionate 
to their size. An extra amount of drain- 
age is required on account of their needing 
to be liberally supplied with water during 
the growing season, and adso from the fact 
that most of the species are surface rooters, 
not pushing their roots down to any con- 
siderable depth in the pots. 

Alocasias require a brisk heat in order 
to grow them well ; in fact, most of the 
species will never attain anything like 
their proper size and appearance without 
the full amount of heat needed by the 
greatest heat-requiring plants. After the 
crowns are potted they should be kept in 
a temperature of nearly 70** at night, witJi 
a rise in the day proportionate to the state 
of the weather ; a little air should be given 
during the middle of the day when the 
weather is such as to allow this to be done, 
but early in spring the admission of cold 
air, so as to come in contact with the 
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plants, must be avoided. Shade at all 
times when the sun is bright, but let the 
plants be kept well up to the light. By 
midsummer larger pots will most likely lie 
wanted, as most of the kinds are iree- 
Tooters, but with such species as A. Veitchii 
<»re must be taken that too much pot 
room is not given. Syringe overhead 
finely once a day through the growing 
reason, getting the water well to the back 
as well as the front of the leaves ; if this 
is not done, red spider will most likely 
attack them. Through the summer months 
the temperature may vary from 70° to a 
little over at night, and from 80* to 86° in 
the daytime, giving water so as to keep the 
£oil always moist Reduce the heat and 
atmospheric moisture as autumn sets in, 
•dispense with shading as soon as the sun's 
power declines enougn to allow this to be 
^one, and syringe overhead seldomer. 

In winter the temperature should be 
about 66° at night, with a proportionate 
rise by day. Nothing further is required 
except pot-room according to the size to 
which the specimens are wanted to grow. 
Such sorts as A. metallica may be ^wn 
to 6 feet or 7 feet through if desirea, and 
weaker growers in proportion, but for 
general purposes smaller examples will 
be more usefuL Each spring tne plants 
should be turned out of their pots, and all 
the old soil removed, and replaced with 
new material. This is necessary, as, if an 
attempt is made to keep them a second 
year in the same soil, that will, most likely, 
before the end of the season, get decom- 
posed and too pasty, conditions imder 
which the roots are sure to perish. A. 
macrorhiza variegata does best in good 
fibrous loam, made very rich by the addi- 
tion of one-third dry shaly manure, like 
that obtainable round the outside of an old 
hotbed, with sand sufficient to keep it 
sweet. This plant should be grown 
annually from a single sucker of the pre- 
vious year's propt^tion, which, if well 
managed, will attam a size of 7 feet or 8 
feet in diameter, and in this state, with its 
beautifully variegated leaves, it is one of 
the most effective of all variegated plants. 
The best kinds are : — 
A. CheUonL A hybrid raised between 
A. metaUica and A. longiloba. It produces 
large leaves, shining green on the upper 
sumce, purple beneath. 

A, tUustris, An Indian kind, not un- 
like A. Jenningsii, but a stronger grower ; 
its leaves, like that kind, are green, 
mottled with blackish olive. 

A, intermedia. This variety was raised 
by crossing A. longiloba with A. Veitchii 
It has mucn of the beautiful greyish metal- 



lic shade of A. Veitchii, but grows a good 
deal larger. 

A, Jenningni, A handsome small-grow- 
ing species from India, with leaves 8 inches 
or 9 inches lon^, of a rich green colour, 
and blotched with black or diu^k brown 
between the veins. 

A, Johnetonii, A singular species, with 
spiny leaf-stalks and arrow-shaped leaves, 
green, veined with red. A native of the 
oolomon Islands. 

A, Lowii. Similar to A. Veitchii in form 
of leaf, but the upper surface is much 
greener, and baired with metallic tints ; it 
is likewise a much better grower than 
Veitchii. A native of Borneo. 

A, macrorhiza variegata^ A beautifol, 
large-growing species, with cordate leaves, 
pale green, with larce white blotches, which 
sometimes cover half the surface. Ceylon. 
A. Marshallii, An Indian species in the 
way of A. Jenningsii, but with a broad 
silvery band down the centre of the leaves. 
A. metallica. A Bornean sort, with large, 
shield-shaped, metallic-tinted leaves, and 
one which may be grown to a large size. 

A. Roezliicostata. A medium-growing, 
green-leaved species, blotched with silveiy 
grey. From the United States of Colombia. 
A. Sedenii. A hybrid raised between A. 
Lowi and A. metallica ; in form most like 
the first-named parent. A handsome plant 
A. Thibautiana, A Bornean species 
something in the way of A. Lowii, but 
larger. Blackish green in colour, with 
distinct white veins. 

A. Veitchii, A very handsome species, 
also from Borneo, having long arrow- 
shaped foliage, with ivory-white midribs, 
ana a bluish slate-like colour on the upper 
surface of the leaves, which are deep pur- 
ple beneath. 

A. zebrina. A strong-growing species 
with large sagittate leaves, green in colour, 
stalks bcmded with blackish green, which 
^ves the plant a handsome appearance. 
Philippine Islands. 

Insects. — The regular syringing re- 
quired for these Alocasias through the 
growing season will keep down the smaller 
insects that attack them, such as aphides, 
thrips, or red spider ; should mealy bug 
by chance effect a lodement on the back 
of the foliage or leaf-stalks, it must be re- 
moved by sponging. 

ALOE. 

These are greenhouse succulent plants, 
nearly all coming from the Cape of Gk)oa 
Hope. A few of them are worth growing 
for their handsome leaves, in ad(ution to 
their somewhat singular flowers. 
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They are propagated from suckers taken 
off the old pl^ts in spring, inserted in 
small pots, and placed where they will get 
a little extra warmth. Ordinary loam 
with a liberal addition of sand and small 
pot shreds suits them, and they shoidd be 
given more root-room as they increase in 
size. They require little water in winter, 
but should have the soil kept m.oderately 
moist during the growing season 
The following are the most distinct : — 
A. abyssinica, A stout-growing species, 
with thick, fleshy leaves, long and broad ; 
green, spined on the edges. From Abys- 
sinia. 

A, Soccotriana. A branching plant, 
with upright habit ; leaves green, spined 
on the ed^es. 

A, vartegata. The well-known part- 
ridge-breasted Aloe. A pretty window 
plant, thriving where many things would 
not grow. Leaves stout, six to eight 
inches long ; green, banded with grey. 

Insects. — The nature of these plants is 
such that few insects affect them ; green- 
fly is sometimes troublesome on the young 
flower-spikes ; fumigation is the best remedy. 

ALOYSIA OITBIODORA. 

This, which is a deciduous greenhouse 

Elant, is svnonymous with Verbena trip- 
ylla, or tne Lemon-scented Verbena as it 
is often called. It is a native of Chili, and 
has insignificant flowers. Its pale-green 
lanceolate leaves are highly fragrant, and 
for them the plant is cultivated, and is a 
general favourite. 

It strikes freely from cuttings, inserted 
in sand in the spring, covered with a bell 

flass, kept moist and shaded in a moderate 
eat ; thus treated they will root in a few 
weeks, when they must be moved singly 
to small pots, in sandy loam. As soon as 
growth has fairly commenced stop the 
points to cause the formation of side 
shoots ; this operation 'should be repeated 
two or three times to secure a bushy con- 
dition of the plants. Give larger pots when 
required ; 5 or 6 inches in aiameter will 
be big enough for the first year. After 
they are fairly established greenhouse 
treatment is all they need, such for in- 
stance as Fuchsias succeed with as to air 
warmth and moisture. In the winter they 
should be kept drier, and may with ad- 
vantage have their shoots shortened back 
before they start into growth in the spring, 
removing part of the old soil and giving 
pots two or three sizes larger ; afterwards 
treat as in the preceding summer. 

The plants may be kept for a number of 
years by giving increased root-room, pre- 



viously cutting in the branches moderately ; 
in this way their deliciously-scented 
shoots will admit of being used freely for 
mixing with cut flowers. 

Insects.— The plant is liable to the 
attacks of most insects that feed on green- 
house plants generally ; for aphides and 
thrips fumigate, syringe and sponge to get 
rid of scale. 

ALSOPHILA. 

This genus of Ferns contains stove e» 
well as greenhouse species. The cooler 
kinds are the most deserving of notice, 
but neither are equal from a gardening 
point of view to the Cyatheas and Dick- 
sonias. 

For propagation and cultivation, see 
Ferns, general details of culture. 

STOVE SPECIES. 

A» contamincms. Philippine Islands. 
A. lunulata, Polynesia. 
A, RebeccoB, Queensland. 

GREENHOUSE SPECIES. 

A, australts. Australia. 

A. Beyrichiana. 

A, excelsa, Norfolk Island. 

A. Leichardtiana, New South Wales. 

AMARYLLIS. 

These are stove bulbous plants, many of 
which are evergreen, while others shed 
their leaves in winter, the principle differ- 
ence in their culture being that the ever- 
green kinds, although requiring to be kept 
much drier at the roots when not growing 
during the winter season, must not be 
allowed ever to become quite dry — a 
condition necessary with such as are 
deciduous. Of the first species introduced, 
a few are from the Cape of Good Hope and 
the West Indies, but the greater number 
are indigenous to Brazil and the adjacent 
countries. From these have sprung the 
present race of splendid hybrids, possessing 
a free habit of olooming, and producing 
large and truly gorgeous flowers, wherein 
the stripping and blending of soft and 
intensely deep colours are combined in a 
way that is not surpassed by any plants in 
cultivation. They possess the double merits 
of being easily grown and not getting too 
big for those who have not the convenience 
of large stoves. They succeed well in good 
fibrous loam of a strong nature, with just 
as much sand added as will ensure its not 
getting sour and impervious to the plentiful 
supply of water they require when growing. 
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There is one tMng in their management 
that those who essay their culture will do 
well to bear in mind — ^that they do not, 
especially the evergreen kinds, like their 
roots disturbed. Disturbance is the less 
necessary, as they do not need a great deal 
of pot-room, and always do the best when 
the roots have well filled the soil ; at the 
same time this must not be carried too far 
by allowing them to starve for want of 
sufficient root space, or the flowers Uiey 
produce will not be so nxmierous or so £ne, 
nor will the plants increase as they 
ought to do by tkrowing oflf offsets. They 
can be raised from se^, and those who 
take an interest in hybridising have an 
ample field before them in raising new 
vaneties by crossing. 

When the seeds are ripe they should be 
sown in well-drained pans fiUea with good 
yellow loam, to which has been add^ as 
much sand as will keep the soil in a con- 
dition that the water can pass through it 
Cover the seeds slightly, and place the pans 
in an intermediate temperature of 60'' in 
the night, and proportionately higher in the 
daytime ; give as much water as will keep 
the soil moist. When the young plants 
make their appearance allow them plenty 
of light; as the days lengthen, give 5" 
more heat in the night and 10" or 15** in 
the day ; let them have enough water, and 
admit air, as they will not make satis- 
factory progress if too much confined. It 
is not well to disturb them from the seed 
pans until they have made several leaves 
and the bulbs have begun to form, which 
condition they will be m towards the close 
of summer if all has gone well with them. 
They should then be placed singly in small 
pots, well drained, and the soil pressed 
quite solid about the roots. They generally 
succeed better when the greater portion of 
the bulb is covered in the soil than when 
potted higher above it. This applies to 
all their stages of growth. At once return 
them to the coolest end of the stove, and as 
the object is to keep them in growth summer 
and winter for a couple of years, so as to 
save time, the temperature may now be 
kept from 66** to 60" in the night and a 
little more in the day ; they should be 
attended to regularly witii water. As solar 
heat increases, raise the temperature pro- 
portionately, and as soon as the soil is well 
filled with roots, shift them into 4-inch or 
5-inch pots, draining sufficiently and mak- 
ing the soil quite solid, as in the first potting. 
Grow them on without delay by constant 
heat and moisture, and plenty of light all 
through the summer ana autumn ; winter 
in a similar temperature to lost year ; in 
the spring move them into 6-inch pots, 



and treat in every way as in the past 
summer. In the autumn place them where 
they will be under the ripening influence 
of all the sun and air possible, and 
gradually withhold water; through the 
winter stand them on an airy shelf in a 
temperature of from 46° to 60", with just 
enough water to prevent the leaves flagging ; 
and in the spring again give more heat and 
moisture. If the bulbs have attained the 
strength that they should have from the 
treatment prescribed, most of them will 
flower ; after which give such as appear to 
require it pots an inch larger, ana place 
them through the summer under similar 
conditions to promote growth as hitherto 
advised. In the autumn and winter repeat 
the ripening and resting process, but never 
attempt to keep them too cool in the winter 
— through this cause innumerable quanti- 
ties of these fine plants have been lost. In 
their native country the only change they 
are subject to is from hot and damp in their 
growing season, to dry during the period 
of rest, conseauently they will not bear to 
be kept too cold in the wmter. For a time 
they will stand a lower temperature than 
that above given for their season of rest, 
but there is always danger of their decaying 
when so treated, and it also impairs Uieir 
strength. In succeeding summers give 
small shifts when it is evident that tney 
need more room, but not otherwise ; as 
they get strong they will push offsets that 
can be taken off and grown on singly, 
managed as advised for the plants raised 
from seed. The above ti-eatment of course 
applies to seedlings that have been raised 
from evergreen kmds, and are similar in 
habit to the parents. To such as are 
deciduous, no water must be given from 
the time that the growth is fully matured 
and ripened up in the autumn until they 
are to be started in spring ; in other 
respects the treatment requir^ is the same. 
Both the evergreen and deciduous kinds 
want a plentiful supply of water whil t 
they are making growth ; any stint at this 
stage will be sure to impair their strength 
and inflict serious injury. They will lOso 
be benefited at this time by a frequent 
supply of manure-water not too strong. 
This splendid genus of plants has withm 
the last few years received from many 
plant-growers the attention it deserves, and 
has emerged from a state of comparative 
neglect, to which it seems unaccountable it 
should ever have been consigned ; yet that 
it was so neglected is undoubtealy the 
case, for there is ample evidence to prove 
that Amaryllises wei'e much more generally 
grown half a century since than they are 
at present. 
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A, AckerrMmnvL An old but fine kind, 
with deep crimson flowers. Many of the 
new hybrids owe their parentage to this 
good old species. It comes from Brazil. 

A. Ackerraannii pulcherrima. A very 
fine sort, with large flowers of an intense 
crimson colour. One] of Ae best in 
cultivation. 

A, kermesina. Carmine. From Brazil. 

A, LeopoldvL Base of dl the segments 
reddish-crimson, extremities ivory-white, 
immense flowers, and fine in every way. 
Peru. 

A. longifloTo. Flowers large, long in 
the tube, pale ground colour suffused with 
rose, centre white. A native of Costa 
Bica. 

A. pardinum. A most distinct sort 
that bears inmiense flowers, which open 
quite flat, showing all the inner surface ; 
ground colour creamy-white, profusely 
covered with crimson spots. From Peru. 

A.pyrochroma, Vermillion red. Brazil. 

In addition to the species of Amaryllis, 
described above, the following hybrids are 
beautiful kinds, and from a cultural point 
of view they surpass the species : — 

A, Brilliant A bold nower with broad 
petals, crimson-scarlet, profusely spotted. 

A, CheUonii. A large flower with 
broad segments, the lower part of which 
are crimson, the extremities creamy-white. 
A most remarkable kind. 

A, Crimson Banner. A fine-shaped 
flower, deep crimson in colour. 

A. Dr. Masters. Flowers of moderate 
size, well-formed ; colour, scarlet shaded 
with crimson. One of the best varieties. 

A. Exfjuisite. Flowers large, petals stout, 
scarlet in colour, with a white central 
stripe to each. A very free-flowering 
sort. 

^ A. International Flowers moderate in 
size, fine in shape, colour crimson-maroon 
with white veins. A fine variety. 

A. King Arthur. Medium-sized flowers; 
ivory-white ground colour, spotted and 
streaked in the centre with crimson. 

A. Mooreana. A handsome-shaped 
flower, of good substance ; colour deep 
red. 

A. Mrs. Baker. Flowers large and fine 
in form, segments broad ; colour glowing 
scarlet shaded with crimson, centre striped 
with white. One of the finest varieties 
ever raised. 

A. Mrs. Burroughs. Moderate-sized 
flowers, p^etals reflexed, colour scarlet, 
shaded with crimson, and edged with 
white. 

A. Mrs. Bawson. Bright crimson in 
colour, the segments edged with white. 

A. Princess Augusta Victoria. Flowers 



large, ivory-white, streaked with crim- 
son. 

A. Stones Beauty. Small, beautifully- 
shaped flowers, scarlet, with white stripe 
at tne base in the middle of each petal. 

A. Thomas Speed. A strong grower, un- 
usually profuse in flowering, medium in 
size ; colour scarlet, white centre. 

Insects. — Aphides often attack the 
young leaves and unexpanded flowers, and 
can be destroyed by famigating with 
tobacco, or by sponging ; the form of dift 
leaves is such as to ravour their being thus 
easily removed. Thrips and red spider 
will sometimes make tneir appearance if 
syringing is not resorted to ocasionally; 
to destroy these lay the plants on their 
sides and syringe freely with clean water. 
Scale and mealy bug will also live upon 
them, and the best remedy is sponging 
getting down to the base of the leaves^ 
where the insects harbour. 

AMHEBSTIA NOBILIS. 

One of the most gorgeous of all flower- 
ing trees. An evergreen stove species 
from the hot regions of Eastern India. 
From the dimensions it attains it requires 
a good-sized house almost to itself; this 
no doubt is the cause why it is so rarely 
met with. 

It can be raised from seeds, or from 
shoot cuttings of the half-ripened wood, 
which will he found in condition in 
summer. These should be put singly in 
pots filled with sand, kept close and moist^ 
and shaded in a temperature of 75*, or a 
few degrees more. When they are rooted 
gradually remove the glasses so as to inure 
them to the atmosphere of the house, giving 
air and shade when needfuL As soon as 
enough roots are formed move into pots a 
couple of sizes larger ; ^ood loam is the 
most suitable soil. Contmue to keep up a 
comparatively high temperature through 
the autumn and winter, as the plant wdl 
bear as much heat as almost any in cultiva- 
tion. In spring give pots two or three 
sizes larger, using soil such as before ; in- 
crease the temperature as the days get 
warmer : 75** in the night in summer, and 
SS** to 90'* by day, with sun-heat, will 
answer. Use a thin shade in bright 
weather ; admit air for a time daily ; 
syringe freelv overhead when the house 
is closed, and give plenty of moisture at 
all times through the season of ^wth. 
Give more air towards autumn, with less 
atmospheric moisture, and winter as before. 
Larger pots will be needed in springs 
the size oeing regulated by the condition 
and quantity of roots present ; treat on- 
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waids throogh the season as previously. 
B7 the spring following the plants should 
be large enough to plant out A good bed 
ought to be prepared by putting the neces- 
sary drainage in the bottom, and filling in 
wiui good loam, to which add some sand 
and a moderate sprinkling of broken crocks, 
or other material of a like nature, as the 
aoil in all cases such as this, where con- 
fined under glass in a close atmosphere 
and subjected to continual watering by the 
use of the syringe, is liable to get sour and 
adhesive. If the plant is well managed, 
and has room enough given it, it will live 
for many years, producing annually its 
long racemes of bright red, yellow spotted 
flowers. 

IN8EC3T8. — The constant use of the 
syringe, already advised, through the 
growing season will keep down the less 
objectionable insects, but scale and mealy 
bug can only be destroyed by repeated 
sponging, which must be done as often as 
found necessary. 

AMOBPHOPHALLUS. 

These are singular stove Aroids, with 
ample handsome foliage. The flowers are 
more curious than beautifuL They re- 
quire similar treatment to Caladiums, 
which see. 

The following are distinct kinds : — 
A, buUnferus, Flowers red, produced 
in spring. A native of East India. 

A, campanulatuB. Has purple flowers, 
and is a spring bloomer. From Ceylon. 

B. cupreus. A distinct-looking species, 
with attractive flowers. 

A, giganteus. A strong grower, with 
purple flowers. A native of India. 

ANANASSA SATIVA VABIEGATA. 

(The variegated Pine Apple.) 

This handsome stove ^ant is a favourite 
with cultivators. It differs in no way in 
appearance from the ordinary forms of the 
fruit-bearing Pines, except that the leaves 
are handsomely variegateJl. 

It is increased by suckers in the same 
way as others of the genus. After re- 
moval from the parent plant, they should 
be laid for a couple of days or so in the 
stove, so as to a]K>w the base to dry up a 
little ; then strip off a few of the lower 
leaves. They may then either be inserted 
in a bed in the stove (if such exists) until 
rooted, and afterwards put in pots pro- 
portionate in size to that of the now rooted 
suckers, or they may be put singly in pots, 
filled with good turfy loam, to which has 



been added a little sand, the soil being 
kept drier than requisite for most plants. 
If they can be accommodated with a brisk 
bottom heat they will root more quickly, 
although this is not indispensable. After 
they are well-rooted, the plants should be 
elevated near the glass, and given air daily 
in the growing season, with a slight dasn 
of the syringe in the afternoons. No more 
shade should be used than the construction 
of the house and its position necessitates, 
as the more light the plants receive the 
stouter and more beautifully arched in 
form the leaves will get The suckers 
may be taken off and struck any time in 
the spring or summer, when large enough, 
but it is well not to separate them from the 
plants that produce tnem until they have 
attained considerable strength, otherwise 
they take longer to grow up to a handsome 
size. Ordinary warm stove treatment 
summer and winter answers for them. All 
that is further required is to give more pot 
room as it is wanted : a 12-inch pot is big 
enough to grow a lar^e example in. It is 
a plant that at all times requires careful 
watering, but water should not be applied 
until the soil is drier than most things 
reouire it to be. 

There is another varietv, A. Porteana, 
somewhat different from tte preceding in 
its variegation ; it will succeed with like 
treatment to A. sativa varie^ta. 

Insects. — Like other kinds of Pine 
Apple, the variegated varieties are not 
much subject to the attacks of insects, but 
mealy bug and white scale will live on 
them. Care should be taken never to 
begin with plants affected with the latter 
insect, which is difficult to get rid o^ 
getting, as it does, down to the oase of the 
leaves ; if mealy bug attack the plants, 
sponging will be the safest remedy. 



ANCTLOQTNE LONGIFLORA. 

An evergreen stove plant of shrubby 
habit, with large leaves, and tubular purple 
flowers, nroduced in drooping panicles. It 
is an effective plant, ana can, by liberal 
treatment, be grown to a large size, like 
many other quick-growing Acanthads, in 
little time, or it may be flowered in a small 
state. 

The treatment it requires is such as ad- 
vised for Justicias, which see. It comes 
from Guayaquil. 

ANEMIA. 

A genus of stove Ferns, with a decidedly 
distinct habit. The fructification is pro- 
duced in the form of a panicle, similar to 
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that of the well-known British Fern, 
Osmunda regalis. 

For propa^tion and cultivation, see 
Ferns, genewd details of culture. 

A, collina. Brazil 

A, JUxtu>M. South America. 

A. tomentosa, 

ANGIOPTERIS EVEOTA. 

A very distinct-looking and handsome 
stove species of the genus Angiopteris, 
which should be grown by all who form 
collections of Ferns. It comes from the 
Society Islands. For propagation and culti- 
vation, see Ferns, general details of culture. 

AN(£CTOOHILna 

Although Anoectochili attain a height 
of only a few inches, and in this respect 
are insignificant, compared with many of 
the noble stove fine-foliaged plants now in 
cultivation, they may nevertheless be 
justly termed the gems of the vegetable 
kingdom, so exquisite is the network of veins 
which covers their leaves. Anoectochili 
are found in both the Eastern and Western 
hemispheres, but the kinds which possess 
the richest leaf-colouring come from the 
East, the silvery-veined sorts in most cases 
belonging to the West. Unfortunatelv 
they are generally found difficult to cul- 
tivate ; though they can often be increased 
and made to grow well for a time, it not 
unfrequently happens that they sicken and 
die on, even in the hands of those who 
have been most successful with them, and 
this without any change in their treatment 
or remission of attention ; these facts point 
to something wrong as regards management 
The flowei-s that AncBctochili produce are 
insignificant, and on that account no one 
caies about them. Therefoi-e, in place of 
subjecting the plants to alternate periods 
of groyvth and rest, as in the case of other 
Orchids appreciated for their bloom, they 
are generally pushed on to make growth 
80 as to increase their numbers as quickly 
as possible. For a good many years we 
grew all the best varieties in a house that 
could not be kept higher than 60' at night 
duiing winter, and from a small stock soon 
had pans of setaceus, Lowii, xanthophyllus 
and others, 16 inches across, filled as full as 
they could hold with plants unusually 
strong ; but as soon as we gave them more 
warmth in winter, and consequently less 
rest, they failed to do so welL 

They are increased by cuttings made 
from their fleshy stems, which should be 
cut into pieces consisting of one or two 
joints eacn. Divide the pieces midway 



between the joints — ^not at the joint, as in 
the case of most other plants. They may 
be propagated at any time during sprinff 
or summer, but propagation is best carried 
out before growth commences, about the 
end of February. Sphagnum chopped 
fine, three parts to one of fibrous matter from 
good Orchid peat, with some sand and small 
crocks or charcoal, is the best material in 
which to grow them. 3-inch x>ot8, well 
drained, and filled with this compost^ will 
hold two or three cuttings, the roots of 
which, if there be any, should be inserted 
in the soil, and the pieces pegged down 
horizontally, so as to almost imbed them 
in the compost, which ought to be pressed 
moderately firm and kept slightly moist, 
but not too wet The little pots should be 
plunged in a larger pot or pan in a mixture 
of sphagnum and sand, and the whole 
covered with a bell-glass, which should be 
kept tilted half an inch or so to admit some 
air. They should be placed where there is 
plenty of light, but shaded from sunshine 
if it be at all powerful A night tempera- 
ture of 60', with an increase of 10" in the 
daytime, will be sufficient until the sun 
gets a little more power. In a few weeks 
the buds will start, and soon form shoota 
and small leaves ; give water so as to keep 
the soil in a sUghtTy moist condition, and 
in May increase the temperature at night 
to 65" or 66", letting it run up to 80* or 86' 
in the daytime. It is a good plan to wipe 
the moisture from the inside of the glasses 
daily, as its removal lets in more lignt, an 
important matter as regards giving strength 
ana solidity to tlie young growth ; for 
although Anoectochili will grow fast in a 
semi-darkened place, the growth thus made 
is weak. A position close to the upright 
glass, either at the front or end of the 
house in which they are grown, is best 
calculated to keep them healthy, but they 
must not have a current of cold air aor 
mitted near them, such as would enter if a 
light opposite to where they are placed 
were opened. The length of time it takes 
to procluce full-sized cro\nis from cuttings 
like those described depends upon the 
strength of the plants from which the 
cuttings are made ; if the stems are thick, 
the young plants will make four or five 
leaves before autumn. 

The summer treatment is simplya con- 
tinuance of that just recorded. When in 
full growth they should, however, have 
more water, but they should never be 
allowed to get either too dry or too wet 
In giving water, if any rest on the young 
unfolded leaves, it is well to blow it on. 
After the middle of September shade only 
when the sun is very bright In the lart 
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two months of the year and two first of the 
^ensuing one 60° at night will be sufficient, 
allowing ^ or 8* more by day. When 
I)os8e88ed of a fair amount of stock, instead 
of cutting the plants up into pieces, as has 
just been recommended, be content with 
severing a joint or two ft^om the base in the 
•spring just before growth commences, at 
tne same time removing the plants into 
fresh material if the old seems getting too 
much decomposed. In this way large pots 
•of handsome fidl-sized (Jrowns can always 
be had, and the stock increased as well. 
Whenever they show signs of flower- 
ing, cut the bloom-spikes out as soon as 
they can be got at, as removing them 
strengthens the plants. 

The following are some of the most 
liandsome and distinct kinds : — 

A, argenteus. Very distinct from the 
golden-nerved kinds. It has pale green 
leaves, netted with silver veins, glistening 
like frozen dew. Brazil 

A . argmteus jnctus. Like A. argenteus, 
with the addition of a pale silvery band 
•down the middle of the leaves. Brazil. 

A, DawsonianuB, A strong, erect-grow- 
ing plant, with very dark leaves. Distinct 
in habit. Malacca. 

A. imperialis (syn, : A.petola), Avery 
fine kind, the leaves of which are pale 
olive-green, with light-coloured veins. 
-Java. 

A. intermeditLs. A strong-growing kind 
with handsomely marked f«3liage, not quite 
so bright in the veins as A. setaceus. Java. 

A, Lobbii. A scarce sort, that forms 
large leaves of a deep ground colour, 
-charmingly relieved with light veins. Java. 

A. LowiL A large-growing distinct 
species, and very handsome. It forms very 
large, broad, velvety leaves of almost a 
black-green colour, beautifully relieved by 
light-green veins. A slow grower. Borneo. 

A, Loioii virescens. A distinct form, with 
paler coloured leaves. Very beautiful 
^meo. 

A. 8etactu8. A free-growing species, 
with dark reddish-brown velvety leaves 
^sovered with a network of transparent 
golden veins. Ceylon. 

-4. setaceus cordatm. A form of the 
above with deeper coloured veins. Java. 

A. xanOuyphyllus, A very distinct and 
handsome sort, which, in addition to the 
veining, has a broad band of lighter colour 
running down the middle of the leaves. 
Ceylon. 

Iksbctts. — Greenfly sometimes affect 
Anoectochilus, getting on the under sides 
of the leaves, immediately their presence 
is detected fumigate with tobacco, repeat- 
ing the application until all are destroyed. 



ANOPTEBUS GLANDULOSUS. 

A large-growing evergreen shrub, with 
handsome leaves, suitable for a roomy house, 
for which alone it is adapted. 

It can be increased and grown in the 
way advised for Clethras, which see. There 
is only this species in cultivation ;. it bears 
white flowers, which appear in winter, or 
early spring. A native of Van Dieman's 
Land. 

ANTHUEIUM. 

(Fhwermg.) 

Of these there are several that will bear 
a favourable comparison in their flowers 
with the best plants brought into the 
country in either recent or bygone times. 
There are some that especially deserve a 

Elace in even the most select collection of 
looming stove plants ; but as they require 
somewhat different usage as to soil, it wiU 
be necessary to treat of them separately. 

Amongst the more recent introductions 
of Anthuriimi, is the white-spathed A. 
candidum, from the United States of 
Colombia, a plant of somewhat slender 
habit, with rather small, erect, ovate, 
lanceolate leaves, on proportionate foot 
stalks ; the spathes are about 34 inches in 
length. It associates well with A. flori- 
bundum, a new Grenada species, which 
has much broader, slichtly lanceolate 
leaves, dark-green, and of compact habit ; 
the spathes of this plant are also white, 
and it lasts long in flower. Both may be 
increased by division of the crowns taken 
off in the spring, when they have made a 
few roots from the base. That these exist 
before the crowns are separated from the 
parent plant is essential, as, if taken off 
Defore they have formed roots independent 
of the plant that has produced them, they 
will be long in growing away freely. When 
taken off, place them in pots just large 
enough to permit of the roots being in- 
serted without injury. They are surfece 
rooters, requiring an abundance of water, 
consequently they do not need a great 
depth of soil, but must have plenty of 
drainage material. Half fill the pots witJi 
crocks ; the soil should consist of fibrous 
peat three parts, to one of flaky rotten 
dung that has been well dried. Such as 
has lain exposed on the surface for mulch- 
ing a Vine border or an Asparagus bed is 
in the best possible condition for the roots 
of these Anthuriums ; add to these a fifth 
part of le^-mould, a good sprinkling of 
crocks broken the size of horse beans, and 
a fair quantity of silver sand, mixing the 
whole well together. Do not, even while 
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have made eome roots, or a portion 
of their leaves will be liable to go off 
before they get established, but when they 
have formed a few roots and pushed down 
into the soil, the suckers can, as a rule, be 
cut off and the roots be got with them 
entire ; they should at once be put 
eeparately into small pots and kept a 
little, but not too close. They will 
nsually be found to grow away without 
much check, and only need to have more 
pot-room given them as • they increase 
in size. If wanted very large, good- 
sized pots will ultimately be requirSi, as 
many of the species are strong crowers. 
Their roots are much inclined to keep on 
the surface, and on this account the pots 
should be deeply drained, which is also 
necessary as they need water plentifully 
during the growing season. Good turfy 
peat with some sand and small crocks 
added is the best material to grow them 
in. They will thrive through the spring 
in a temperature of 60** to 65° by nigh^ 
raising the heat during the day, and as the 
season gets further advanced 70" in the 
night and 80° or 85° in the day will not be 
too much when the weather is warm. 
Place them where they will get a fair 
amount of light, but shade must be ap- 
plied when the sun is at all powerful. 
Gliye air on favourable occasions, and 
syringe overhead freely once a day whilst 
any growth is going on. A night tempera- 
ture of 60° to 65°, with 10° more in the 
day, will be heat enough through the 
winter. The stronj^est-growing species 
can be grown to a large size u desired 
simply by not dividing them and by 
giving sufficient root space. 

The undermentionea are all good kinds : 

A. Brownii, A strong-growing species, 
with tall stems, bearing leaves 3 feet long, 
"Cordate-lanceolate in shape. Colombia. 

A. crystallinum. This has very large 
beautiful massive leaves of a pale olive 
green, the midrib and principal nerves 
having a distinct white band running 
their whole length. It comes from New 
Grenada. 

4. magnificum. A handsome species, 
with large leaves 2 feet across, deep green 
in colour, and of a silky appearance ; the 
nerves are white. A native of Brazil. 

A. Marparitaceum, This has neat foli- 
age, but its principal attraction is the 
numerous clusters of lilac berries that it 
bears, and which are produced freely. 

A. regale. A very stout-growing plant, 
with handsome large leaves. South 
America. 

A. Veitehii, Has leaves from 2 feet to 3 
feet long by 10 inches wide ; colour, deep 



green with a metallic tint, the surface waved 
and very distinct in appearance. A native 
of Colombia. 

A, Warocqueanvm, Has leaves whicli 
are arrow-shaped and from 24 inches to 
30 inches long, deep green and velvety in 
texture, the midrib and veins being almost 
white — agrandplMit. From New Grenada. 

iNSEcra — The leaves of these Anthu- 
riums, being large and comparatively few in 
number, do not offer much shelter for insects, 
which are generally kept in check by, tbe 
regular use of the syringe through the 
growing season. Should mealy bug or 
scale effect a lodgment, they must be 
sponged off carefully, so as not to bruise or 
injure the leaves. 

ANTIGBAMMA BBAZILIENSE. 

A stove species of Fern with well-marked 
character, distinct in appearance, and a 
desirable kind. From Brazil 

For propagation and cultivation, see 
Ferns, genenu details of culture. 

APHELANDBA. 

These splendid autumn and winter 
blooming plants rank amongst the finest 
ornaments of the stove, and are deserving of 
general cultivation ; the fact that they come 
into flower when the greater number of the 
summer bloomers are on the wane makes 
them doubly acceptable. They possess the 
twofold merit of flowering as freely 
in a small state as they do when grown up 
to large specimens, and this gives them the 
advantage of being suitable for those who 
require plants for the decoration of large 
houses as well as for those of less preten- 
sions. Another matter of importance is 
that their growth can be so regulated as to 
have them in flower over a lengthened 
period in succession ; from early in Sep- 
tember to considerably later on some of the 
varieties, especially the charming A. Roezlii, 
can be had in bloom up to late in the 
spring, when its bright orange scarlet- 
coloured spikes and ample shining leaves 
afford an admirable contrast to any^ thing else. 
One of the finest of the genus is the well- 
knoMTi A. cristata, which was introduced 
from the West Indies, and which, when 
well managed, mth its gorgeous crested 
spikes of orange scarlet flowers produced 
from the points of the shoots, is one of the 
most beautiful autumn ornaments of the 
warm conservatory. It succeeds in either 
peat or loam ; in the former its ample stout 
leaves grow to a larger size and assume a 
deeper shade of green ; in loam it makes 
shorter growth, and generally produces its 



Digitized by 



Google 



APHELANDBA. 



Greenhouse and Stove Plants. 



45- 



flowers a little deeper in colour. After 
tryinc the ^lant in peat and also in loam, 
as well as in a mixture of equal parts of 
each, we have found that the last is prefer- 
able used in ec[ual proportions ; both should 
contain a fair amount of fibre* and have 
added to them one-seventh of sand. Cut- 
tings strike readily taken off with a heel, 
plaiced singly in 60-sized pots in a mixture 
of half-sifted peat and sand, with a little 
dean sand on the top ; give a little water 
at the time they are inserted, and at once 
put them under a propagating glass in a 
temperature of 70°. If with W)ttom heat, 
10° higher, they will root all the quicker ; 
but wnere there is no convenience for 
giving bottom heat it may be dispensed 
with for this as for most other stove plants, 
provided that the temperature of the house 
can be kept up sufficiently. The cuttings 
should be put in as early in the season as 
they can be had in proper condition, which 
will be when the young growths are about 
three or four inches in length. This they 
will have attained by the middle of April, 
provided that the plants from which they 
are taken have been kept in a warm house 
through the winter. Keep the cuttings 
sufficiently close to prevent their flagging, 
but not so as to cause the leaves to damp — 
a condition they are likely to suffer from 
if a little air is not given. By the end of 
May enough roots will be formed to admit 
of the propagating glass being dispensed 
with. They shoiud then be mov^ into 
6-inch pots. For this first shift the soil 
should be sifted and used, as already 
advised, in equal proportions of loam and 
peat ; the plants will grow quicker if a 
sixth part is added consisting of half leaf 
mould and rotten dung, with as much sand 
mixed with the whole as will keep it 
porous. Pot moderately firm, and place 
the plants on a front shelf where they 
will get plenty of light, in a house or 
pit, with a night temperature of 70°, allow- 
ing it to rise 10° higher with air during 
the day. Shade in the middle of the 
day in sunny weather, and give enough 
water to keep the soil moderately moist. 
Pinch out tne points of the shoots as 
soon as growth has fairly commenced. 
This Aphelandra is of a somewhat erect 
habit of growth, and disposed to run up 
without branching out unless stopping the 
shoots is attended to. Syringe overhead in 
the afternoons, and close the house with 
the sun upon the glass ; by the middle of 
July they will have made sufficient pro- 
CTess to bear moving into pots 2 inches 
fiffger, and now use the soil in a more 
lumpy state, but in the same proportions as 
before. Treat as hitherto in respect to 



heat, shade, and moisture, both at the roots 
and by syringing overhead, and keep the 
atmosphere all through the growing season 
moderately moist. About the end of August 
discontinue the use of the syringe, and give 
more air ; as the weather gets cooler reduce 
the temperature 5°. They will now begin to 
throw up flower, and should be set in the 
lightest place the house affords. When the 
bloom spikes are half open the plants, if 
required, may be placed m a conservatory, 
if this is kept at an intermediate tempera- 
ture. Should it not be warmer than an 
ordinary greenhouse, they must be allowed 
to remain in the stove, as they would not 
bear being kept too cold during the autumn. 
If whilst in bloom they are subjected to a 
somewhat lower temperature than they are 
opened in, no more water must be given 
than will keep the leaves and flowers from 
flagging, or the roots will be apt to suffer. 
As soon as the blooms have aecayed the 
shoots should be cut back to within a 
couple of joints of where shortened at 
the stoppings in the summer. Keep the 
plants through the winter in a temperature 
of 60° in the night and a few degrees 
warmer in the day ; give no more water 
than is necessaiy to keep them growing 
slowly. As the days lengfiien give 6° more 
warmth day and night. By the end of 
March the roots will begin to move ; they 
should then be turned out of the pots, ana 
as much of the surface soil as is not 
occupied by the roots ought to be removed. 
Give a 3 or 4 inch shift according to the 
quantity of roots they have got, using the 
soil in a little rougher state than when the 
plants were smaller. When the potting is 
completed replace them in the stove, 
treating generally as in the preceding 
summer ; they will require stopping only 
once unless it is deemed advisable to have 
some in flower later in the autumn. 
About the beginning of May pinch out the 
points and tie the shoots out in a horizontal 
position, so as to induce a bushy form. 
This will also cause some of the lower eyes 
to break and produce more flowering 
growths. The plants require very little 
support, but a few neat sticks should be 
used to keep the shoots in their places. 
Treat through the summer as in the first 
season. If only stopped once they will 
flower considerably earlier ; when the 
bloom is over, again shorten back the whole 
of the shoots to a couple of eyes beyond the 
point where cut back to the autumn before, 
treating similarly through the winter. In 
the spring again turn out of the pots, and 
remove as much of the old soil as can be 
done without unduly disturbing the roots ; 
repot in 2 or 3 incnes larger size, which. 
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unless very large specimens are required, 
will be found big enough to grow the plants 
in for a number of years, provided that a 
portion of the old soil is replaced by new 
as hitherto in the spring, and in addition 
a liberal supply of manure- water is given 
through the growing season ; so managed, 
they will last for a dozen or more years. 

in addition to A. cristata the under- 
mentioned kinds are all deserving a place ; 
they vary considerably in size, but all 
succeed with similar treatment, except 
that the smaller growers must not have so 
much pot-room. 

A, avrarUiaca, A handsome medium- 
sized plant from South America, with 
bright orange-coloured flowers, produced 
freely. 

A, aurcmtiaca Roezlii, A beautiful 
species that produces splendid large flowers 
on small plants, deserving of a place in the 
most select collections of stove plants. 

A, Fascinator, A remarkably fine species 
from New Grenada, with handsome varie- 
gated leaves, producing very large spikes 
of bright vermilion flowers. 

A. Leopoldii, A robust growing plant, 
with broad shining foliage, and hanosome 
bright yellow flowers prcSuced in summer. 
A native of Brazil 

A, Leopoldii variegatcL A form of the 
above that, in addition to its yellow flowers, 
has the leaves conspicuously variegated 
with creamy white ; it blooms in summer. 
A, nitens, A New Grenada species, with 
bright vermilion scarlet flowers springing 
from shoots bearing highly polished, deep 
green leaves. 

A. Porteana, This grows to a medium 
size ; it has orange-coloured flowers, pro- 
duced freely towards the end of summer. 
From BraziL 

Insects. — Red spider and thrips will 
live on all the species, but are not very 
troublesome, being easily kept under by 
the daily use of the syringe in the growing 
season ; all that is necessary is to see that 
the water gets well to the under side of 
the leaves. Mealy bug and brown scale 
will also infest them, but, from the com- 
paratively few leaves which they make 
each season, these are easily kept down by 
a timely use of the sponge. 

APHELEXIS. 

The several species of Aphelexis are 
natives of the Cape of Good Hope, and 
are fine greenhouse plants, either for 
exhibition or decorative purposes ; while 
their flowers, if cut when fresh and nicely 
dried, will last for many months. They 
«re subject to brown scale, and from the 



peculiar form and arrangement of their 
leaves, it is not easy to thoroughly eradi- 
cate the pest, even while the plants are 
small ; the difficulty becomes much greater 
as they get larger ; and although it does 
not increase so fast as on plants that are 
grown in strong heat, such as are affected 
with it never thrive or look as they ought ta 
Cuttings, such as are usually obtained from 
about the base of established plants, or 
from the points of the principal branches 
after flowering, will be in rignt condition 
about August Put them an inch apart in 
5 or 6 inch pots in sand, keep close, mode- 
rately moist, ana in a little warmth through 
the autumn and winter ; by spring they 
will have got well-rooted, and should be 
moved singly into 3-inch pots in good 
fibrous peat, mixed with enough sand. 
Pinch out the points of the shoots to cause 
them to break, and keep through the 
summer in a light house or pit, standing on 
a moist bottom. They will be nice httle 
plants by autumn, furnished with several 
shoots. Through the winter let them have 
a temperature of about 46* ; in spring as 
soon as signs of growth are discernible, 
move them into pots an inch or two larger, 
using good peat, with enough sand mixed 
with i^ again pinching out the points. The 
usual greenhouse treatment, without shade, 
is all Siey will require during the summer ; 
winter as before. In spring give them pots 
2 or 3 inches larger, accormng to the state 
of the roots ; use nothing but good fibrous 
peat, broken to about the size of walnuts, 
and sufficient silver-sand to ensure porosity 
— say, one part sand to six or seven of peat 
Pot firm and drain well, for these plants, 
in common with all others of a hard- 
wooded character from the same country, 
cannot endure stagnant water near their 
roots. After potting keep them shaded 
from strong sun, and as far from where the 
air is admitted as convenient Keep the 
stage on which they stand syringed two or 
three times a day, as well as the outside 
of the pots ; this will make it unnecessary 
to apply water to the roots for a long 
time after potting, and this is of the 
first importance in all tender-rooted plants, 
as it gives them time to commence pushing 
their roots into the new soil, after whicn 
they are much more likely to grow freely. 
In the course of a month they will stand 
exposure to the full sun and air. Through 
the earlier part of the growing season close 
the house by 5 o'clock, so as to shut in sun- 
heat, and syringe the plants at the same 
time, which will greatly assist the growth 
of these and all things of a similar character. 
By midsummer, if allgoes on right, they 
ought to have made considerable progress > 
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sud all the strongest shoots ought to have 
their points pincned out to ensure a bushy 
liabit. All the Aphelexis are easily 
managed in this respect, being naturally 
compact growers. They are most im- 
patient of an excess of moisture at the 
roots. This must be carefully guarded 
against in all stages of their growth, and 
the soil always allowed, before applying 
water, to become considerably drier than 
would be necessary in the case of such 
plants as Acrophyllum. 

Thej should be kept through the autumn 
and winter in a light, airy situation, avoid- 
' ing cold draughts, and keeping them in a 
night temperature of as near 46° as con- 
venient The shoots that were stopped in 
the previous summer will most likely not 
fihow bloom ; but any flowers that do 
appeal* it will be better to pinch out By 
tne middle of April give them a shift into 
pots 3 or 4 inches larger, according to the 
strength of the plants and the conmtion of 
iheir roots, after which let their general 
treatment be such as recommended for the 
previous summer. 

We have not said anything about tying. 
Naturally they are of a procumbent habit, 
and consequently they require more sup- 
port than plants of erect growth ; but use 
no more sticks than are necessary to keep 
them in shape. In all probability they^ 
will not require any more stopping, as if 
thev are strong they will break sufficiently 
to mmish themselves. They ought to set 
bloom all over ; but if the object is to get 
them on into larce specimens as soon as 
possible it will be better to pinch the 
flowers out, as recommended in the pre- 
vious year. If required to bloom, it will 
be necessary to keep them, when in flower, 
in a house where tne atmosphere is quite 
dry, or the flowers wiU turn mouldy and 
lose their colour. The best plan is to 
allow a little top air all night over where 
the plants stand. If attention is paid to 
these matters, they will retain their beauty 
for a month ; after which the flowers 
should be removed, and the plants treated 
as reconmiended in the previous seasons. 
After thej^ have got big enough to produce 
a good display of flowers, they should be 
8t(K)d out in the open air through the 
month of August each summer ; this will 
benefit them by hardening up their growth. 
Keep them after this through the winter 
at about 36* or 40°. Each season, until 
they attain fuU specimen size, they should 
have larger pots after flowerinc. There 
are three kinas that are sufficiently distinct 
to merit a place in every collection of 
plants. 

A. macrcmtha pwrpwrea. This is the 



deep^ coloured, as well as the best con- 
stitutioned, variety. It is a good grower, 
making a full-sized plant in less time than 
any of the others. 

A, macraniha rosea. There are several 
inferior plants sold for the true sort, which 
is one of the scarcest as well as most desir- 
able hard-wooded plants in cultivation. 
When it is in good condition, its flowers 
are nearlv 2^ inches in diameter, of a 
beautiful brignt pink, forming a nice con- 
trast to the last-named variety. It is a 
strong, but not quite so quick a grower as 
A. macrantha purpurea. 

A, rupestris grandifiora. Is distinct 
enough from the two preceding to render 
it well worth growing. 

The species of Aphelexis are longer lived 
than most other hard- wooded planta If 
well treated they will often last for a dozen 
vears or more, and at the end of that time 
fee as vigorous as ever. 

Insects. — Greenfly frequently attacks 
the young growths ; to destroy it fumigate 
repeatedly. If affected with scale, dip, or 
syringe in the dormant season, with in- 
secticide sufficiently strong to eradicate 
the pest 

ARAT.TA 

(Stove,) 

Amongst the stove kinds of Aralia much 
difference exists, both as regards size and 
form ; they are hard- wooded evergreen 
plants of comparatively free growth, and 
mostly erect in habit They have little 
disposition to branch out> a property which 
bents them for associating with plants of 
bushy ^wth. They are increased both 
by cuttings and grafts, using for stocks 
such of the commoner species as are plenti- 
ful. The stocks shoula be prepared in the 
usual manner, that is, stnick from eyes 
or cuttings, and grown on in small pots 
until they have attaint the thickness of 
an ordinary pencil, when they should be 
headed down to a little above the base. 
The scions should be then inserted in any 
of the several ways by which plants of a 
similar nature succeed. We have found 
none better than the cleft and wedge 
method, keeping them warm enough and 
a little close until the grafts are united. 
But in the case of Aralias, as with most 
other things of a like character, propaga- 
tion b^ cuttings and eyes is the method 
by which ordinary cultivators usu^y in- 
crease them. Plants that get naked and 
bare of leaves should have ttieir heads cut 
off in the spring, making cuttings from 
such part of the upper portion as is only 
half-npened, and of the extreme top as 
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well ; the matured part of the stem may 
be cut into bits and put in as eyes, like the 
cuttings, in a brisk heat. Keep them close 
and sufficiently moist until enough roots 
are formed ; then remove thepropagating 
glasses and pot off singly. Feat is most 
suitable for the weaker-growing kinds, 
loam being best for the strong ones. They 
will thrive in the warmth usually kept up 
for hot stove plants, sav 66° in the night in 
spring, with a rise of 10* or 16° by day, 
and proportionately more as the season 
advances. Air must be given regularly 
through the growing season, with shade 
when the sun is powerfuL These plants 
will bear the soil in a moderately moist 
state, and they should be syringed daily in 
the summer. Nothing more is necessary 
than to increase the pot-room, as the roots 
require it. Old stools of most of the 
species, when headed down, will push 
several shoots ; these, if taken off with a 
heel when about 6 inches long, will root 
readily, and make plants in little time. 

The undermentioned are the most desir- 
able stove kinds : — 

A, ChabrieriL A new species of small 
and ele^nt habit. One of the best of the 
small kinds. 

A, elegantissima. This is from New 
Caledonia, and has an erect, slender stem ; 
the leaves are digitate and on long stalks. 
A handsome plant. 

A, filicifotia, A South Sea Island 
plant, having a purple stem, spotted with 
white ; the leaves are elegant, fern-like, 
and deeply divided. 

A. gracillvma. Forms slender, graceful, 
erect stems, thickly clothed with deep 
green leaves, fern-like in their appearance, 
midrib white. A native of the South Sea 
Islands. 

A. GuUfoylei, Another South Sea Island 
species, with an erect stem and shrubby 
habit ; the leaflets are two or three inches 
in length, and margined evenly with white. 

A, Kerchoveana, A pretty kind, with 
larger leaves than A. elegantissima. 

A. leptiyphylla. Stem erect and slender, 
leaves targe, and borne on stout stalks. 

A, monstrosa. A new and very distinct 
kind, with pendant leaves, the leaflets 
margined with white. From the South 
Sea Islands. 

A . Osyana. From the South Sea Islands. 
Another erect grower, bearing digitate 
leaves, the leaflets bilobed. 

A. temata. An elegant-habited sort ; 
the leaves are serrated and opposite, pale 
green in colour. New Britain. 

A. Veitchii, A plant with a tall, slender 
stem, and dark green digitate leaflets, 
narrow and undulated in the edges, so as 



to proauce a distinct and handsome appear- 
ance. It comes from New Caledonia. 

Insects. — Thrips will sometimes attack 
the young leaves, but these and red spider are 
easily kept down by the use of the syringe. 
Brown scale is their worst enemy, and 
where it exists should be got rid of by fre- 
quent spon^ng, as the leaves will not bear 
dressing with anything strong enough to 
kill the scale. 

AKATJA, 

(Oreenhouse.) 

Amongst the different species of Aralia 
that will thrive with greenhouse treatment 
are several very handsome kinds, all ever- 
green, remarkable for their distinct foliage ; 
they are very effective for greenhouse 
decoration associated with flowering plants, 
or for arranpng in rooms, corridors, &c. 
They are easily-grown plants requiring no- 
especial attention to keep them in good 
condition beyond the supplying of meip 
wants with sufficient root-room and water, 
and the necessary attention to keep them 
free from insects, so that their leaves may 
not get disfigured. Their propagation and 
cultivation are the same as in the stove 
kinds, except that after the first stages they 
do not require to be kept so warm, an 
ordinary greenhouse temperature sufficing. 

The undermentioned are handsome 
kinds : — 

A. crassifolia, A New 2iealand species, 
with handsome green leaves. 

A. crassifolia irUegrifolia, A distinct 
form of the above. 

A. crassifolia spathuUUa, Another form 
of A. Crassifolia. 

A, heteromorpha, A desirable plant of 
medium growth. 

A, papyrifera. A native of China, and 
a desirable plant with well-marked foliage. 

A. Quinquefolia, A distinct and hand- 
some species of moderate growth, with 
glossy leaves. 

A. Sieboldii and its variegated form are 
from Japan. Both are very handsome plants, 
that, in addition to their merit for green- 
house use, are amongst the best subjects for 
room decoration existent Their palmate 
glossy leaves are very handsome and bear 
dust and an indifferent atmosphere better 
than moat things. They also do well out- 
of-doors in the south-west of the kingdom 
in summer, but suffer more or less in the 
open air in a severe winter. 

ABAUCABIA. 

These are evergreen trees of most elegant 
habit, that in their native countries attain 
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a heicht of from 60 to 100 feet. This 
fitct ODviously precludes the possibility of 
their being cultivated in glass structures 
except whilst in a comparatively small 
state; yet, so distinct and handsome are 
they, even while young and not yet of 
a size to show much of their true character, 
that they are often used in large conser- 
vatories, where, occupying a centml or other 
commanding position, they are effective for 
some years, or so long as they can be kept 
within bounds. A. excelsa is especially 
adapted for such use, its noble plume-like 
branches having the appearance of gigantic 
ostrich feathers. 

The method of propagation is from 
cuttings of the firm woc« taken oflF in the 
autumn and inserted five or six together in 
6-inch pots four-fifths filled with a mixture 
of sand and sifted loam, with a little sand 
on the top. In this insert the cuttings 
made from pieces of the points of the 
shoots about 6 inches long. They should 
be kept at a warm greenhouse temperature, 
watered so as to maintain the soil fairly 
moist) but not closely confined. In the 
course of the winter the cuttings will callus, 
and form roots before or during spring ; 
when a fair amount are made move singly 
into 4 or 5 inch pots, and keep the plants 
in a pit or house where they will get a 
little less air than ordinary stock untU 
they begin to grow freely. Then give 
more air, and water so as to keep the soil 
moderately moist. Nothing more will be 
reauired through the summer except the 
oroinary routine of management needful 
for greenhouse plants ; the winter treatment 
also requires to be similar to that which 
answers for the general occupants of the 
greenhouse. 

About March they will need moving 
into pots 3 or 4 inches larger. Araucarias 
like good yellow loam if such is at hand, 
and as they are free-rooters it need not be 
broken very fine, but add enough sand to 
secure the water passing fredly through ; at 
the same time pot firm. They will now 
grow away freely, and must be stood far 
enough apart to keep them from being at 
all drawn, for on this depends their satis- 
iiactory appearance, and as the object is to 
get short-jointed, well-furnished specimens, 
rather than to induce rapid upwwxi exten- 
sion, they must have plenty of light and 
air. From this time forward their treat- 
ment needs to be of the simplest character. 
Each spring for two or three years give 
them pots a couple of inches larger, and 
after that time they may go for two or 
three years without movmc according to 
the apparent state of the individual plants 
in requiring sustenance. In this it is 



necessary to take a medium course between 
allowing too little and too much root-room ; 
if the latter is given they are made im- 
wieldy, and their increase of size is accele- 
rated so that they soon get too big for even 
ordinary large houses. This especially 
applies to A excelsa, the kind which is 
most grown. Where there is a likelihood 
of any of the species soon getting too tall 
for tne house they occupy, their upward 
extension may be retarded by cutting the 
leading stem back two or three joints, 
severing the top just above a joint ; this 
should be done in spring some weeks before 
growth commences. The eyes immediately 
below the point where cut back to will 
start, and from the shoots thus produced 
select the most promising for a leader and 
remove the others. In this way a new 
top will be secured to take the place of that 
removed, and by the adoption of this course 
at intervals growth is airected more into 
the side branches, and top extension 
checked so as to keep the plants more 
within bounds. When too large for the 
house in which located they must be 
discarded, others having previously been 
prepared to take their place. 

All the species can be raised from seed 
where such is to be had, but for private 
use propagation by cuttings will genewdly 
be the best. 

The undermentioned are all suitable for 
use as already mentioned : — 

A. CooHu A distinct-looking plant, 
much denser in growth than A. excelsa, 
differing altogether in its general habit. 
From New Caledonia. 

A. Gunni/nqhamii, An Australian species 
that forms a handsome specimen, retaining 
its leaves in a way that keeps the plant 
densely clothed. It is a moderately quick 
grower, but does not attain height so 
rapidly as A. excelsa. 

A. Gunninghamii glatcca. A glaucous 
form of the last named. From Port Molle, 

A, elegans, A New Caledonian species, 
of smaller growth than the others. It has 
elegant slender branches, the foliage very 
bright green. 

A. excelsa. The most beautiful of all the 
species, and also one of the most elegant 
plants ever introduced. Norfolk Island. 

A . excelsa glauca. A variety of the above, 
with distinct glaucous leaves. 

A. RuleL A handsome plant with a 
very distinct form of growth ; its slender 
drooping braiiches have a charming 
appearance where there is room to give it 
sumcient scope. It is in the way of the 
hardy A. imbricata, but much more slender, 
and the branches are more numerous. 
From the Papuan Archipelago. 



Digitized by VjOOQ IC 



50 



Greenhouse and Stove Plants, 



ABSOA. 



A. Van Geertii. A more recently intro- 
duced kind, that forms a pretty specimen, 
differing in appearance from any of the 
others. It attains a medium size, and is a 
moderately fast grower. 

Insects. — Resinous plants of this de- 
scription are not usually much troubled 
witn insects. A free use of the syringe 
during the growing season will generally 
keep uiem clean. 

ABDISIA. 

A. crenulata is a compact-growing, cool 
stove, evergreen plant from the West Indies. 
Its flowers are small and unimportant, but 
they are succeeded by an abundant crop of 
brilliant berries, which are very showy. 
They are about the size of Haws, when ripe 
bright red in colour, and produced m 
bimches comparatively large for the size of 
the plant They are also very persistent 
This Ardisia is much used as a room plant, 
a purpose for which its general character 
well adapts it It is best increased from 
seed which, if sown at the beginning of the 
year in moderate-sized pans filled with 
sandy peat sifted fine, the seeds covered 
about half an inch, and stood in a house or 
pit where a temperature of 65** or 70" can 
be kept up, will soon vegetate. After they 
have begun to grow place them where they 
will receive a Mr amoimt of light Keep 
the soil moderately moist, and when they 
are large enough nut them singly in small 

Eots and stand tnem on some moisture- 
olding material, such as sand or ashes. 
This is an essential matter with seedling 
plants in little pots, for if they are stood on 
dry shelves, particularly in the summer 
time, they get dried up quickly, and are 
thereby injured. Give them ordinary stove 
treatment during the summer as to water, 
heat, air, and shade ; by the end of July 
they will bear moving into 4-inch pots, and 
afterwards encourage growth until the 
middle of October, when the temperature 
should be reduced gradually for the winter, 
through which 55 or 60** will be enough. 
Increase the heat about the end of Feb- 
ruary, and in the course of a month they 
will want moving into 6-inch pots ; treat 
them afterwards as advised for the previous 
summer. This Ardisia does not require 
stopping, as it will branch out sufficiently 
of its own tujcord. 

As winter approaches reduce the tempe- 
rature, and increase it about the time ad- 
vised in the preceding season ; in spring 
the strongest plants may be moved into 
pots an inch larger, but it is not advisable 
to give more root-room than is absolutely 
necessary, as the smaller the pots the better 



the plants wiU look, and those that are not 
shifted can be helped with manure-water. 
They will flower in the spring or summer 
according to the temperature Uiey are sub- 
jected to. Give them, especially whilst in 
bloom, plenty of light, which will help the 
flowers to set ; all that is necessary further 
is to continue treating them as already ad- 
vised. By autunm, if all has gone well, 
the berries will be fully coloured, and they 
can be used with advantage for decoration 
in a warm conservatory, or intermediate 
house, or in living rooms as already men- 
tioned. If the plants are well managed 
they will be nice pyramids with heidUiy 
foliage down to the bottom, their handsome 
dark-green crenulated leaves contrasting 
well with their bright-coloured berries. 3 
desired, they can be grown on larger by 
giving them more pot-room, but they never 
look so pretty as in the first season of their 
fruiting — consequently it is well to keep up 
the stock by sowing some of the berries 
every year. The plant will strike from 
cuttings made of the young shoots, treated 
when rooted as advised for the seedlings. 

A. crenulata alba. Is a white-berried 
variety of the above, and will succeed with 
similai treatment 

A, Oliven. This is a handsome deco- 
rative plant from Costa Rica, quite distinct 
in habit and general appearance from the 
preceding kinds. The flowers are bright 
purple. It is propagated by cuttings struck 
m tne usual way, and when rootea treated 
as recommended for A. crenulata. 

Insects. — The stout texture of the leaves 
does not offer much attraction for the 
smaller insects that prey on stove plants, 
and the syringing to wmch the plants are 
subjected daily during the growing season 
will keep them down. Scale or mealy bug 
must be removed by syringing witn in- 
secticide or by spongmg. 

ARECA. 

A handsome genus of Palms, most of 
which grow to a considerable height, but 
for many years may be kept within mode- 
rate size. Nearly all the species require a 
stove or intermediate temperature. 

For propagation and cultivation, see 
Palms, general details of culture. 

A, AlicoR. A dwarf-habited kind, with 
pinnatisect leaves. Being amenable to 
cultivation in a lower temperature than 
many, it is a desirable species. It comes 
from Australia. 

A, alba {syn, : A. Borhonica), This species 
is very handsome while in a young state, 
and has a noble appearance as it gets 
older; the leaves are pinnate, and of a 
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lively green colour. A native of the Isle 
of Bourbon. 

-4. BauerL A robust grower, with large, 
handsome pinnate leaves. The plant \ml 
bear a temperature in winter a little above 
that of a cool greenhouse. It comes from 
Norfolk Island. 

A, caiechu. A stately, tall-growing 
species, with bold pinnate leaves of a bright 
green colour. It is a useful decorative 
cind whilst in a small state, and is inte- 
resting as being the species that produces 
the Betel Nut, so mucn used in the coun- 
tries where it grows. From India. 

A, lutescens, A favourite species, that 
thrives with a little more warmth than a 
greenhouse. It is an elegant plant, with 
slender, yellowish-^een stem, and hand- 
some, plume-like, pinnate leaves. It will 
bear tne temperature of a greenhouse in 
summer. A native of the Mascaren Is- 
lands. 

A, sajnda (ayn, : A, Banksit), A hand- 
some kind, with distinct appearance. Es- 
neciallv desirable whilst in a small state. 
Norfolk Island. 

A. VerschaffeUi'L A very elegant Palm, 
witti drooping pinnate leaves, that can be 
kept for years in a smaU state. It reijuires 
to be kept moderately warm in the winter. 
Mascaren Islands. 

ABENGA. 

An interesting genus of stove Palms, not 
many in number, but well worth growing. 

The method of propagation and after 
management will be found under Palms, 
general details of culture. 

A. saccharifera, A sugar-producing 
species, which also affords fibre for rope- 
making in its native country. From the 
Philippines and Mollucas. 

A, Wightii, A handsome dwarf species 
with pinnate leaves. It comes from India. 

ARGTBEIA. 

A limited genus of evercreen stove plants, 
few of which are much in favour with 
cultivators. They are of climbing or 
twining habit, requiring a good deal of 
room to grow in. 

They can be propagated by shoot cuttings 
put in in spring m sand, and kept close, 
moist, and shadeid in a brisk heat When 
rooted pot singly, and grow on imder 
ordinary warm stove treatment, giving pot- 
room as the plants increase in size, imtil 
they are large enough to plant out They 
will grow in either peat or loam, but the 
latter is best for these and other things that 
are inclined to make a deal of growm. 



The following are the best of the kinds 
in cultivation : — 

A, cuneata. Flowers purple. An 
autumn bloomer. A native of India. 

A, omata. A white-flowered species 
that blooms in summer. India. 

A, splendens. Flowers pink, produced 
in summer or autumn, according to the 
degree of heat it receives. India. 

INSECTS. — Thrips and mealy bug are 
often troublesome on these plants. Syringe 
freely during summer with clean water, and 
in winter, when they are at rest, with in- 
secticide to destroy the bugs ; for thrips 
fumigate. 

ABISTOLOCHIA. 

Amongst the immense number of plants 
in cultivation few can take precedence of 
these in regard to the singular formation 
and colourmg of the flowers, which are 
totally unlike anything else in the whole 
vegetable kingdom, so much so as in ap- 
pearance not to convey the idea of a flower 
at all, but rather of a grotesque imitation 
of some imaginary animal. Aristolochias 
are remarkably free-growing plants, mostly 
from the hot, damp regions of the western 
hemisphere, and, as such, particularly suited 
for clothing pillars or rafters in warm stoves. 
They are also easiljr grown in the shape of 
trained specimens if required, and so man- 
aged their singular flojvers can be more 
easily examined. Thev are very readily 
struck from cuttings maae from half -ripened 
shoots, taken off with a heel. Tnis is 
necessary, as, if the strong succulent 
growths are used, they are very liable to 
damp off unless the base of the cutting 
consists of a portion of the more solid 
wood, formed at its jimction with the 
mature shoot from which it has sprune. 
They will strike any time of the year wim 
sufficient heat, but are generally in the 
most suitable condition about the end of 
March. Put them singly in small pots, 
with a little drainage m the bottom, on 
which is placed a mixture of half-sifted 
peat and sand, with a little clean sand on 
the surface ; place them imder a propagat- 
ing glass, and keep the soil moist, as succu- 
lent cuttings of the nature of these Aristo- 
lochias require a good deal of moisture. 
If tMs is not given them they are likely to 
flag, and the formation of roots is seriously 
retarded ; let them be in a temperature of 
70°, and shade closely from the sun. They 
will root in a few weeks, when at once trans- 
fer them to 6-in. pots. Being mostly strong 
growers, they will succeed in almost any 
description of good soil sufficiently porous 
to allow the large quantity of water they 
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need to pass freely through it, but good 
loam is preferable to peat, as in it they do 
not run so much to leaf, and form flowers 
more freely. For this first potting, sift the 
loam and add one-sixth of leaf-mould and 
a moderate quantity of sand. Keep them 
in a temperature of 70** during the night, 
with 10 higher in the day, and give a 
little air when the weather is sunny ; a 
slight shade will be required when it is 
bright, and use the syringe freely in the 
afternoons. By midsummer the roots will 
have filled the pots, and they should then 
be moved into others 3 in. larger ; use 
the soil in similar proportions of loam, 
leaf-mould and sand, but do not now sift 
the loam — ^break it by hand, press the 
material firm in the pots, and pinch out 
the points of the shoots so as to induce 
them to throw out several breaks. 

Treat them through the simimer as 
already advised as to shade, giving more 
heat and air as the season advances, and, 
when the growth requires it, place in the 
pots several moderately tall sticks, roimd 
which wind the shoots of the climbing 
species ; but do not allow them to twine to 
the sticks or each other, or they will cling 
so fast as to run the risk of injury when 
they are removed. At the end of August 
cease shading, and also the use of the 
syringe, giving more air to discourage 
further growth and ripen up the wo(3. 
Keep the plants through the winter in a 
moderately light position in a temperature 
of 60°, or a little over, in the night, with a 
few degrees more in the daytime, but never 
allow the soil to become so dry as advisable 
with things that produce smaller leaves of 
a harder texture. By the beginning of 
March raise the night temperature 5", and 
10** with sun-heat in the day, and at the 
same time move the plants into their 
blooming-pots ; these should be 15 inches 
in diameter, with a couple of inches of 
crocks in the bottom, covered with fibrous 
material to prevent the soil being washed 
down by the large quantities of water they 
will want almost daily through the grow- 
ing season. At this potting use the soil in 
a more lumpy state ; add one-fifth of rotten 
manure ana leaf-mould in equal propor- 
tions, and a fair amount of sand. Use the 
potting-lath freely, so as to make the whole 
moderately solid. The plants should now 
be placed where they are intended to 
bloom ; if to cover a pillar or rafter, they 
should at once be trained to such. There 
is no place that they can occupy with more 
advantage than run lengthways over a path 
in the stove ; so placea they utilise space 
that is seldom filled, and are in a good 
position for their flowers being seen to 



advantage. Such a situation gives an ex- 
cellent opportunity for a free use of the 
syringe, so as to get the water to the leaves 
on all sides. This is necessary, otherwise 
red spider is sure to become troublesome- 
There is nothing better to train the shoots 
to than thin strings placed 6 inches apart, 
on each of which allow a single shoot to 
twine. As the days lengthen, raise tbe 
night temperature to 70**, or a few degrees 
over, according to the state of the weather, 
with 10** more in the day. As the pots 
get filled with roots, an abundant supply 
of water will be required. They will now 
grow apace, and by the middle of June will 
most likely show their flowers, which are 
produced irom the axils of the leaves over 
a considerable extent of the growing shoots. 
The plants may be allowed to go on flower- 
ing through tne summer where they are 
growing, or, if desired, the strings may be 
cut, and the shoots wound roimd several 
sticks, inserted inside the rims of the pots, 
or a trellis may be used on whicn to 
train them. In this way, if wanted, they 
can be placed for several weeks whilst the 
weather is hot in a warm conservatory — 
first preparing them for the change by 
putting them at the coolest end of the 
stove, where they will receive more air. 
While in a cooler house stand them at a 
distance from where air is admitted, other- 
wise such a check may be given to the 
advancing flowers as will cause their fall- 
ing off before opening. When the bloom- 
ing is over remove them back to the stove, 
placing them at the coolest end and ad- 
mitting sufficient air to ripen up the wood, 
and discourage further growth by giving 
no more water than needed to prevent the 
leaves flagging. Winter in a similar 
temperature to that before advised, and 
by tne end of Februaiy cut the shoots back 
to witliin about a yard or 4 feet of the base 
of the plants, (5ive a little more heat, 
and, when the yoimg growths are a few 
inches in length, turn the plants out of the 
pots and remove as much of the old soil 
as can be got away without iniuring the 
roots ; place them in pots 3 in. larjjer, and 
treat in every way through the spring and 
autumn as recommended for the season 
previous. Cut back freely each spring to 
within a few joints of where they were 
shortened the preceding year, and partially 
remove the sou at potting time ; they will 
not need larger pots, but should, through 
the early part of summer, be freely sup- 
plied with manure- water, and in this way 
the plants will last for vears. Where re- 
quired to cover a considerable space they 
may be planted out, but even in this case 
they should not have too much root-rocHU, 
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or there is no keeping the larger growing 
varieties in bounds without having to use 
the knife so as to seriously interfere with 
their flowering. 

The undermentioned stove species are 
all fine kinds, differing considerably in 
strength of growth, but all thriving in 
similar soil, and requiring the same treat- 
ment in other respects : — 

A. Duchartrei. A medium -growing 
climber, can be accommodated where the 
larger species would not have room. The 
flowers are straw-coloured inside, with 
brown veining, brown without. From 
the Upper Amazon. 

A. jtoribunda. This is a native of 
Northern Brazil, from the Amazon dis- 
trict ,' it is a plant of medium growth, 
producing a profusion of flowers ; in colour, 
a combination of yellow and reddish purple. 
It is very suitable for grooving as a trained 
pot specimen, not being too strong and 
rampant in growth. It is not much known, 
and on account of the locality it is intro- 
duced from, may very likely do with less 
heat than the other species ; this would 
make it doubly valuable as a decorative 
plant. 

A, galatea. A free -growing species 
from Bogata, with cream-coloured flowers, 
covered with purple veins. 

A.gigas, A very strong-growing species, 
from Guatemala, with a good deal of the 
flower of a palish purple ; blooms in July 
and August ; suitable only for a pillar or 
rafter. 

A, Goldieana. One of the largest of all 
the species. A strong-growing climber, 
suitable for a large stove, where there is 
plenty of room. The flowers are very 
large, the colour on the outside is an olive 
shade of yellow, inside bright yellow, 
covered with red veining. From Old 
Calabar. 

A. leuconeura. A stout kind, of bushy 
habit, the nerves of the leaves white. 
Flowers purplish brown, veined with 
yellow. A native of New Grenada. 

A . omithocephala. A native of Brazil ; 
flowers somewhat resembling a bird's head 
in shape, pale yellow ground, covered with 
a network of blackish purple ; a very 
handsome sort. Blooms in J une and fol- 
lowing months ; suitable for either pot 
specimen or rafter. 

A. tricaudata. This is a shrubby 
habited species from Mexico, bearing yel- 
low and reddish-black flowers. 

Insects. — Aristolochias are not much 
troubled with insects, except red spider, 
which in hot summer weather will soon 
injure the leaves and make them unsightly 
if the plants are not regularly and fieely 



syringed. Brown scale and mealy bug will 
sometimes make their appearance, but can 
be removed by sponging and syringing. 
The yearly heading down also gives an 
excellent opportunity for washing the stems 
when at rest with a strong solution of in- 
secticide. 

ABTOCABPUS. 

In these we have evergreen trees. A. 
incisa is the Bread Fruit ; in common with 
the others it grows to a large size in its 
native country, requiring much room, and 
on that account it is not likely to produce 
its fruit in this country. But the plants 
bear handsome foliage, and for this reason 
are considered by some worth growing 
whilst in a small state. They strike from 
cuttings of the shoots, put during spring 
in small pots, filled with sand, kept close, 
moist, and shaded in a temperature of 80°. 
When rooted suflSciently, move into others 
a size larger ; ordinary loam answers for 
them. Still keep in a nigh temperature — 
they will bear as much heat as most plants ; 
give a little shade with some air in the 
middle of the day, and stand them as close 
to the ^lass as convenient, so as to counter- 
act their disposition to spire up quickly. 
If this be attended to tnere will be no 
necessity to stop the leading shoots, as the 
plants will pusn outside branches of their 
own accord. If the pots get too full of 
roots before autumn, they must have 
another shift, or they will lose their lower 
leaves. Keep cooler through the autumn 
with a drier atmosphere, and winter in a 
night temperature of 68" or 70°. Give larger 
pots in spring, and treat during the summer 
as in the preceding; by the end of this 
second season the plants will get as big as 
they need be, and it will usuaUy be found 
best to destroy them, and to propagate 
young ones to take their place. 

The following are the most desirable 
kinds : — 

A. Cannonii. A distinct-looking sort, with 
bold handsome leaves. 

A, incisa. An interesting species, with 
pretty leaves ; one of the best. 

A, laciniata mdallica. The leaves of 
this kind have a distinct metallic lustre. 
The above are indigenous to the hottest 
parts of India and the South Sea Islands. 

Insects. — These, like most other plants 
that require a high temperature, are sub- 
ject to the attacks of mealy bug, which, 
where present, can only be Kept under by 
a diligent use of the syringe and sponge, as 
their leaves are not of a texture to bear 
much hard usage. Should thrips or red 
spider make meir appearance, syringe 
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freely, getting the water well to the under- 
sides of the leaves, where these little pests 
most congregate. 

ABUNDO. 

The finest kind, A. conapicua, is a native 
of New Zealand, and look^ upon as hardy, 
or like the better-known Gynenum a/rgenteum 
(Pampas Grass), which in most parts of 
England will live out of doors through our 
winters without protection. For a large, 
roomy, cool conservatory the plant under, 
notice is one of the most effective that can 
be used when well managed. It is very 
similar in appearance to the Gvnerium, but 
forms longer flower stems, which are not 
80 erect in their growth, the beautiful 
feathery plumes are more drooping in habit 
and have a more elegant appearance ; like 
the Pampas Grass they are white in colour. 
Arundos can be raised from seed sown 
in the spring in pans of sifted sandy 
loam. The seeds should be covered very 
lightly, and stood in a greenhouse or cold 
mjne, protected from frost ; keep the soil 
moderately moist imtil the young plants 
appear, when give air in accordance with 
the weather so as to prevent the growth 
being weak — to further avoid which stand 
near the glass. As soon as large enough 
move singly into small pots. The after 
attention required is to pot on as often as 
the roots fairly fill the soil ; ultimately 
they will need good-sized tubs or large pots, 
as if cramped for room they will flower 
weakly, or not at all. Most likely three 
seasons' growth will be required to cause 
them to flower sufficiently to be effective. 
In the summer the plants will be better 
(except when in bloom) out-of-doors in a 
light, airy position, the pots plunged in 
asnes to prevent the soil drying so quickly. 
During winter, or, better still, until the 
plants get large, they should have the shelter 
of a house or pit from which frost can be 
excluded, where they can be kept at a cool 
OTeenhouse temperature, by which means 
fiiey will sooner grow to a handsome size. 
The large, feathery, arched inflorescence of 
A. conspicua remains in good condition for 
several weeks, during which time few 
things are more effective in a large plant- 
house. They increase freely by division of 
the crowns, which should be effected in the 
spring just before growth begins ; pot the 
pieces singly and treat afterwards as ad- 
vised for those raised from seed. 

A, donax and its variegated form are 
both handsome plants that can be similarly 
used. From Southern Europe. 

Insects. — ^These plants do not seem to 
be much troubled with insects ; greenfly 



will sometimes establish itself on the young 
grassy leaves, and the best remedy is fumi- 
gation. 

ASPABAGUS. 

The scandent-habited kinds of Asparagus 
are extremely elegant plants, although the 
flowers are insignificant. A. decumbens 
has been long grown as a greenhouse 
climber, and we have little doubt that the 
beautiful A. plumosus and others of a like 
description, of more recent introduction, 
will bear greenhouse treatment. 

They can be increased by division of the 
roots, or by shoot cuttings in spring, in- 
serted in sand, stood in a temperature of 
70", kept close, moist, and shaaed. When 
rooted, move singly into 3-inch pots, using 
good peat and a little sand ; give cool stove 
treatment through the summer and until 
the plants attain some size, during which 
time larger pots will be required. Through 
the ensuing winter it will be well to keep 
them in a growing temperature of 50* in 
the night, by which means they will get on 
much faster, and in spring they should 
again be moved to larger pots, and have 
their shoots trained to the rafters or pillars 
they are required to furnish. After this, 
nothing will be necessary but to give more 
root-room as wanted, and to keep the shoots 
regulated. The following are very beautiful 
kinds, their feathery green leaves being 
extremely handsome : — 

A, consanguineus, 

A. decumbens, A well-proved sort 

A. falcatas, 

A. plumostu. South Africa. 

A. plumosus nanus. South Africa. 

Insects. — ^Aphides will sometimes attack 
the young shoots, and should be met by 
fumigation. If they are affected with 
scale or mealy bug, sponge carefully and 
syringe freely with clean water. 

ASPIDISTRA. 

The only species of these pretty and most 
useful decorative evergreen greenhouse 
plants that find much favour with culti- 
vators are A. Lurida and its variegated form, 
which latter, since variegated plants have 
come into fashion, is generally grown by 
most people fond of handfsome-leaved 
plants. Independent of the effective 
character of the handsome lanceolate leaves, 
which are supported on stout erect stalks, 
and are of a most enduring character. 
Aspidistras have the merit of thriving 
under conditions of deficient light and a 
dry atmosphere, such as few plants can 
endure at alL Hence they are amongst 
the best room plants for growing in towns. 
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not simply existing, but growing in a way 
that bids defiance to adverse surroundings. 
A. lurida is all but hardy in the most 
favourable parts of the kingdom, but like 
some other plants that are similarly 
accommodating it thrives faster and looks 
better when grown in a little warmth, sav 
that of an intermediate house, under which 
condition the leaves get larger and have a 
brighter appearance. These Aspidistras 
are of very easy growth, but do not make 
nearly so mucn progress as some things ; 
their leaves are produced fix)m under^ound 
stems or rhizomes. The flowers, which are 
insignificant, are also produced under- 
ground, and thus far the plant is sin^lar. 
The mode of increase is by division of 
the stems, which, as already said, are 
beneadi the surface and spread. If a large 
specimen is at hand, the right course is in 
tne spring, before growth begins, to turn it 
out of the pot, and shake all the soil from 
the roots; disentangle them as far as 
possible, and then divide in pieces in size 
as may be required. If numbers are 
wanted the steins may be so far divided aa 
to reduce each piece to a single bud with 
its leaf attached, retaining as much of the 
stem and roots to it as available. If, when 
the specimens are too large, there is no 
object beyond reducing them toaconvenient 
size, they may simply be divided into four 
or six so as to meet tne requirements of the 
cose. The pots should be sufficiently 
drained to ensure the water passing away 
freely, and large enough to admit the roots 
widiout their being too much cramped. 
The soil should consist of good loam, with 
a little sand and a small quantity of rotten 
manure ; press the material well about the 
roots, and place the plants where the 
temperature can be kept at about 50** or 
55* by night, with a rise of 10' or so in the 
day. Give water when the soil seems to 
require it. In the matters of air and 
waiter, such treatment as answers for the 
generality of cool stove plants, with a 
Sttle shade in very bright weather, should 
be adopted ; syringe overhead slightly 
whilst growth is going on. After the roots 
have begun to extend leaves will be made, 
more or less according to the size to which 
the divided pieces have been reduced, but 
these plants, as already said, do not grow 
very mst, and when the leaves that first 
spring up are fully matured no more growth 
is genercdly made with newly-divided plants 
that season, except where a highly-exciting 
temperature is kept up. It is tetter not 
to subject the plante to this, as the object 
should rather be to get foliage with plenty 
of strength and substance in it than sucn 
as is thin and not calculated to endure for 



several years. After the growth is finished 
keep the plants at a warm greenhouse 
temperature through the autumn and 
winter. When they are about to commence 
growing in spring give pots a little larger 
if the roots have well filled those they are 
already in, but do not at any time over- 
pot ; yet, now when the object is to get the 
plants on in size they must not be too 
much cramped. Pots an inch larger for 
small, and 2 inches for larger, plants will 
be big enough. After shifting, place them 
in a temperature similar to that advised for 
the spring previous, and treat subsequently 
in all respects as in the preceding season, 
which will be all that is needful each 
ensuing year, simply giving pot-room more 
or less according to tne size the plants are 
wanted to attain. Although Aspidistras 
will live in a pot-boimd condition it is not 
well to let them get into that state, as it 
causes the leaves to come small and to 
have a sickly appeaiunce. Like most other 
plants the leaves of the variegated form are 
not so well able to bear hard usage as the 
green sort, which is no doubt the original ; 
but either, except whilst growth is going 
on, may be stood in places where only 
little light reaches them. Once fairly 
established either of the forms will grow 
well when kept continually in an ordinary 
living room, but when so treated the 
leaves should be frequently sponged to 
free them from dust They come from China. 
Insects. — Most insects that affect plants 
will live on Aspidistras, but the hard 
texture of the leaves prevents much injury 
being done them. Still thrips and red 
spider leave their mark if allowed to gain 
a footing. When the leaves are affected 
wash with insecticide for bug, scale, or 
r»i spider; if thrips or aphides appear 
fumigate with tobacco. 

ASPIDIUM. 

A genus of Ferns, comprising both stove 
and greenhouse species. Though distinct- 
looking, they are not so handsome as many 
in cultivation. 

For propagation and cultivation, see 
Ferns, general details of culture. 

The undermentioned stove species will 
be found the most desirable : — 

A, dilaceratum, Jamaica. 

A, macropkyllum. Tropical America. 

A, tria/ngtUare. 

A, tnfoliatvm. Brazil. 

ASPLENIUM. 

An extensive genus of Ferns, includ- 
ing stove, greenhouse, and hardy kinds. 
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Amongst the hardy species are several well 
known, indigenous to Britain, as, for in- 
stance, A. marinum and the pretty little 
A. viride. 

For propagation and cultivation, see 
Ferns, general details of culture. 

STOVE SPECIES. 

A, Belangerii. Java. 

A . ehetietim. North America. 

A, flabellatum. Mexico. 

A.fragrans, Jamaica. 

A, ohtusilohum. New Hebrides. 

A. pulchellum, 

GREENHOUSE SPECIES. 

A. huUnferuTrt, New Zealand. 

A, elegantulum. China. 

A, Ivcidum. West Indies. 

A, Novce Caledoruz. New Caledonia. 

A. rhizophorum, Jamaica. 

A . viviparum. Mauritius. 

ASTRAPiEA WALLICnn. 

An evergreen stove tree that bears hand- 
some flowers. It is an effective plant 
where it can have room to extend. 

It strikes readily from shoot cuttings in 
spring, taken off with a heel, and inserted 
in sand, kept moist, close, and shaded in a 
temperature of 70°. When well rooted, 
pot singly in turfy loam, and encourage 
growth oy keeping them in a temperature 
similar to that in which they were struck, 
with shade when simny, and a moderate 
amoimt of air in the day. The air given 
should not be enough to dry the atmos- 
phere unduly, as the plant likes to be 
moist while growing. Give larger pots 
about the end of June, putting a stick to 
each for support Cease shading towards 
the end of August, admitting all the light 
possible, with more air. Winter in a night 
temperature of 65**. In spring larger pots 
will be needed, and soil such as beiore 
should be used ; treat through the summer 
as previously, and also during the ensuing 
winter. After this, all that is necessary is 
to give the requisite root-room, large pots 
being needed, except where it is intended 
to plant out. 

There are several kinds of Astrapcea in 
cultivation, but the above-named species 
will be most likely to give satisfaction. It 
comes from Madagascar; the flowers are 
pink, openingin summer or autumn. 

Insects.— This Astrapsea is subject to 
the attacks of mealy bug, scale, and thrips ; 
for the last fumigate. If mealy bug is 
foimd troublesome, syringe freely with 
water in Bommer, and, when at rest, wash 



with insecticide ; for scale, sponging will 
be best. 

ASTEOOABTUM rARGENTEUlL 

A distinct-looking stove Palm, witii 
drooping leaves, deep green on the upper 
surface, silvery beneath. From ColomSia. 

The method of propagation and after 
cultivation will be found \mder FalmSy 
general details of culture. 

ATACCIA CBISTATA. 

The first impression produced by an in- 

Xction of this most singular warm stove 
nt is one of wonder as to the uses of the 
different strange appendages that are at- 
tached to the flowers. One might be par- 
doned for coming to the conclusion that it 
was the result of an effort on the part of 
nature to produce something in the vege- 
table world totally different from every- 
thing else. In form, as also in texture, we 
find nothing like it ; there are a few others 
nearly allied to this Ataccia, but it may be 
taken as the best representative. The root- 
fibres are thick and coarse, proceeding from 
a stout, short root-stock, from which issue 
the leaves, some hve or six in number. 
The petioles are smooth, a few inches long ; 
the blade of the leaf is oblong acuminate, 
of a dark-green colour, nerves prominent ; 
in a strong plant the leaves attain a height 
of 18 inches. As many have not seen the 
flower, a description may be of use. The 
scape rises well above the leaves ; it is 
erect, smooth, and terminated by a large 
four-leaved membranaceous involucre ; the 
two outer leaflets are opposite, the two inner 
are placed side by side, erect, very larse, 
almost transparent, and, like the rest of tne 
flower, of a deep chocolate colour. The 
numerous pedimcles are each terminated 
by a single flower, forming a drooping 
umbel. Besides these floral pedimcles mere 
are a number of others, sterile, long, droop- 
ing, and tendril-like in shape ; these stul 
further increase the singularity of the 
flower, than which nothing in the whole 
vegetable kingdom is more calculated to 
interest even uie most casual observer. The 
plant is easily grown, provided a few things 
essential for its existence are kept in sight. 
It is found indigenous in Malacca, occu- 
pying moist, damp situations ; this shows 
that it should always be kept in a com- 
paratively high temperature, and that the 
soil should never be allowed to get dry. 
The fact of this and many other plants 
luxuriating naturally in swampy ground 
often leads to their being subjected under 
cultivation to a course of treatment that is 
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fetal to their well-being. It is frequently 
supposed that, because a plant grows in a 
state of nature in soil saturated with stag- 
nant moisture, an imitation of this is 
essential under pot culture ; whereas with 
these moisture-loving subjects it is just as 
necessary that their pots should be weU 
drained, and the soil in which the roots are 
placed of such a character as wiU allow the 
water passing freely through it, as it is 
with plants that exist naturally in drier 
ground. Anything approaching a sour 
condition of the soil, or deficiency in the 
drainage, will quickly cause the roots of 
the Ataccia to rot ; after which it is very 
difficult to prevent the plants from dying, 
as when reduced to this state they are slow 
in forming fresh fibres, and the soft nature 
of the leaves and stem is such as to cause 
them to flag and shrivel up. 

The plant is propagated by division of 
the side shoots Avhicn are" thrown out from 
the main stem. As these are produced but 
sparingly, it increases slowly. The side 
snoots are generally emitted near the sur- 
face of the soil, and in a few months after 
their appearance push out roots from the 
base, inoependent of those that support the 
plant when these have attainea an inch 
or two in length, and are about to enter 
the soil (in which state they will generally 
be found towards midsummerX the side 
growths may be taken ofl^ with these roots 
attached, and placed singly in 4 or 5 inch 
pots, according to the strength of the 
crowns. The pots should have an inch of 
crocks in the oottom. The soil ought to 
consist of the best fibrous peat, with a good 
portion of the earthy matter shaken out — 
four parts to one of fine broken crocks and 
sand in equal proportions. Secure them 
in the'pots with two or three small sticks, 
and give enough water to settle the soil. 
They should then be placed imder a pro- 
pagating glass, but not kept so close as 
many things would require to be, or they 
will be liable to rot They should stand 
on a moist bottom, in a temperature of 70°, 
or a little over, in the night, and 10° higher 
in the day with sun-heat They must be 
shaded from the sun. In the course of a 
month or six weeks they will be well- 
rooted, and should be placed on a side, 
shelf near the glass. The plant likes 
plenty of light, but will not well bear 
ttposure to the sun in bright weather. 
When they have got inured to the fuU air 
of the stove, if in the smallest pots advised, 
they should be moved into others an inch 
lai^ger, with soil similar to that in which 
they were first placed ; admit a moderate 
amount of air every day all through the 
summer, give plenty of water to the roots, 



and moisten overhead with the syringe in 
the afternoons when the house is closed. 
About the middle of September the tem- 
perature should be lowered 5° in the night 
and 7" or 8" in the day, more air ^ven, 
and both shade and syringing discon- 
tinued ; as the days get shorter reduce 
the heat a little more, and keep through 
the winter in about this temperature. 
During this season they make little 
growth, and should not have nearly so 
much water, but on no account must the 
soil be allowed to get so dry as required 
by many plants at this time. When the 
days lengthen at the beginning of March, 
raise the heat 5° in the night, and 6° or 
8° with sun-heat, giving a little air in 
the middle of the day ; they should then 
be shifted into pots 2 inches larger, and 
the soil used should be as before. When 
the weather gets warmer, shade wiU be 
necessary in the middle of the day, and 
the temperature should be raised day and 
night to the maximum point to which 
they were subjected the preceding summer. 
The strongest will most likely push up one 
or more flower-scapes through the course 
of the season, but these will be much 
smaller than those that may be expected 
as the plants get stronger. Treat in 
every respect as advised during the pre- 
vious summer and autumn, again reducing 
the temperature as the days shorten, and 
winter as before. In the ensuing spring, 
about the same time, give them pots 1 or 
2 inches larger, according to the progress 
they have made ; but they must not at 
at any time be over-potted, as they cannot 
endure too much root-room. A 10-in. pot 
is large enough for a full-sized specimen 
that has got several crowns. The strongest 
plants will in all probability form a second 
crown during the season, and go on in- 
creasing each summer ; if it is thought de- 
sirable to increase the number of plants 
rather than to grow them into larger speci- 
mens, they may be divided and treated as 
advised in the first instance. But it is 
when they have got from three to five 
crowns each that they become the most 
effective, as in this size they will often 
push up four or five flower steins at a 
time ; and when the plants are strong they 
will also bloom oftener. There is no 
stated time for their flowering, as when 
strong they usually produce a spike of 
flowers from each leaa, coining in at in- 
tervals through the growing season, but 
most of them appear in the spring, when 
active growth has fairly commenced. It 
is not well to syringe them overhead at the 
time the yotmg scape is issuing from where 
it is produced— the inside of the base of 
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each leaf-stalk — as this sometimes has the 
effect of causing it to damp off. As the 
plants go on the lower leaves will decav 
and fall off, leaving a considerable len^h 
of bare stem that will show a disposition 
to throw out roots ; if^ when these appear 
in the summer, a little sphagnum moss is 
tied round the stem iust under the leaves, 
the roots will quickly push into it ; the 
crown may then be cut off just under the 
roots, placed in a pot proportionate in 
size, and treated as advised with the 
smaller crowns, when it will soon get 
established. The stool that remains "vml 

§ush up several growths, as there is a 
ormant eye at tho point where each leaf 
has been produced. These can either be 
taken off and grown singly in pots, or may 
be allowed to remain intact, if preferred. 
Each spring, just as the plants are be- 
ginning to grow, they should be turned 
out, and as much of uie old worn-out soil 
removed as can be got away without break- 
ing the roots ; and when ' they have occu- 
pied pots as large as already advised thev 
may be placed in the same with fresh soil. 
Insects. — This Ataccia is little troubled 
with insects, its juices appearing to be of 
too crude a nature to be congenial to their 
tastes. Thrips may sometimes, though very 
rarely, make their appearance on the backs 
of the leaves, and can easily be destroyed 
by syrin^g. Should greenfly be trouble- 
some, it IS best dealt with by fumigation. 

A7AT,T!A 

Of all the greenhouse plants in cultiva- 
tion, either as specimens for the exhibition 
stage, for conservatory decoration, or simply 
grown for producing cut flowers, there are 
few that equal the Azalea, especially if its 
excellent constitution and its immunity 
from disease, when fairly treated, are taken 
into account In regard to propagation, 
taking all things into accoimt, it is better 
to use grafted plants ; some of the stronger- 
growing varieties will certainly do well on 
their own roots, but they are not so long- 
lived, and by for the greater number do 
much better when grafted. The object in 
view ought to be to grow them up to some- 
thing like the size required as quickly as 
possiole ; such plants are always more 
likely to live ana bloom satisfactorily than 
those that have been grown slowly and 
indifferently, and hence the necessity of 
having free-growing yoimg plants. On no 
accoimt commence with such as are at all 
stunted, either through having been too 
long in small pots, or having been kept too 
cola in the winter. We would much 
rather have a newly-grafted plant, which, 



with proper treatment, will grow away and 
far outstrip plants that are stunted, and 
we prefer those that have a few strong 
vigorous shoots to those that have had 
their shoots stopped so as to form close 
bushy plants. 

When they are to be raised from cut- 
tings, these should be put in before the 
wood gets brown, or near maturity. Shoota 
in the right condition will usually be ob- 
tainable from plants that have flowered 
and made growth early in spring, by June. 
Slip them off with a heel and trim the 
base ; put six or eight together in 6-inch 
pots, nlled with sand, kept moist, close, 
and shaded in an ordinary stove tempera- 
ture. They will be rooted in seven or 
eight weeks so as to admit of their being 
moved singly into littie pots ; use fine peat 
and sand, and keep still a little close, with 
as much warmth as hitherto, so as to get 
their roots to move freely. Pinch out tne 
points to cause several shoots to break. As 
the autumn advances give more air and 
less shade, wintering in a temperature of 
46" to 60*. In spring move them into 
6-inch pots ; when the shoots have grown 
3 inches again pinch out the points, keeping 
the plants in intermediate wai-mth through 
the summer. If young grafted plants are 
required, the stocks— -any strong-growing 
variety — should be raised in the way above 
advised, except tiiat they should not be 
stopped, and should be confined to a single 
shoot, which, if grown on freely as recom- 
mended, will be ready for grafting about 
the beginning of August, when a year old. 
Select soft bits of stout shoots of the kinds 
to be grown, remove the lower leaves, and 
pare the bark and a littie of the wood off 
one side for about an inch ; treat the 
soft part of the top of the stock similarly, 
so as to fit the edges of the bark of each, 
together, and in this position bind them 
with worsted. Kept warm, close, moist, 
and shaded, they will unite in a few weeks,, 
when give more air. Slacken the ties when 
this is necessary, and remove any growth 
the stock may make, so as to direct all its 
energies into the graft, the point of which 
pinch out to cause it to break several 
shoots. Whether the plants used are 
grafted, or from cuttings, the treatment 
from henceforth will be similar. Do not 
winter them in a lower temperature than. 
46" or 60° by night They wiU make littie 
or no perceptible progress through the 
winter months, but so treated they will 
cast very few leaves, and their roots will 
be at work ; such plants will make more 
progress the ensuing summer than those 
that have been starved through the winter 
will do in two seasons. Towards the be.* 
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ginning of March they will require potting ; 
give them a shift, say into about 7-inch 
pots ; use nothing but good fibrous peat, 
broken into pieces about the size of acorns, 
and suf&cientsilver sand to ensure porosity. 
After potting keep the house a little close. 
Through April and May give them a night 
temperature of 66^ to 60 , day 70' to 76% 
and syringe reg\ilarly overhead everjr after- 
noon. Do not stop any shoot, as is often 
done, unless it is one that is much stronger 
than the rest ; if they run a foot long 
during the season so much the better, the 
object being to get a good open framework 
as a foundation for the future plant, which 
can be sufficiently filled up afterwards. 
Through June, July, and August, keep the 
temperature up to 60" or 65* by night, and 
75" to 80° by day, with sun-heat If they 
set blooms in the course of the summer nip 
them out, and they wiU push a second 
growth. Discontinue syringing about the 
end of September, give more air, and re- 
duce the heat both day and night Keep 
them on until the end of February at a 
temperature similar to the preceding year ; 
in tne beginning of March give them more 
heat, and syringe overhead every afternoon 
as recommended last spring, and as soon as 
the roots are moving repot into 10 or 
11 inch pots, using similar soil and potting 
hard as before. Let their general treat- 
ment all through the summer be the same 
as the last Most of the plants will set 
bloom by midsummer — remove all such 
and they will push a second growth and 
set a full crop of buds by the end of Sep- 
tember, or middle of October — a month 
previous to which leave off syringing, give 
more air and keep the temperature pretty 
well up, with a drier atmosphere to ripen 
their buds. 

It will now be time to determine what 
shape the plants are ultimately to be 
tramed to, as there should be a few more 
sticks used, and they should be trained 
into something like the shape intended. 
Any shoots that have a tendency to grow 
much stronger than others should be tied 
down so as to bring their points near the 
base of the plant, which will have the 
effect of equalising their growth. On no 
account train them close in specimen 
&ahion, but simply arrange the shoots so 
as to lay the foundation for the future 
specimen. Let the winter treatment be 
considerably cooler than before, 40" or a 
little under will answer. The plants will 
bloom nicely, but must not be placed when 
in flower in a draughty conservatory with 
a dry atmosphere, for at the time of nower- 
^ they will be full of young ffrowtii, 
which would be so nardened by such treat- 



ment that it would be difficult to get it to 
move freely afterwards ; and by pushinc 
them forward in a similar temperature, and 
at the same time, as in the previous season, 
they will make two growtns again during 
the summer. Pot them this season, as soon 
as they have flowered, into 13 or 14 inch 
pots, and let their general treatment be the 
same as hitherto prescribed. 

After this period it will be neither neces- 
sary nor advisable to induce them to make 
more than one growth in a season ; con- 
sequently they will require to be again 
wintered cool. A night temperature of 
36" to 40" will answer, and the heat must 
be correspondingly lower in the day. Many 
growers turn their plants out-of-<ioor8 in 
summer, and this treatment is admissable 
with such as are forced early, and make 
their growth correspondingly early in the 
season, but those that bloom later without 
forcing are better kept indoors altogether ; 
so managed, they produce flowers larger and 
finer in colour. Get them tied as early as 
convenient in the autumn, if possible before 
their growth has got hard and the bloom- 
buds ripened, as oy so doing the points of 
the shoots wUl turn upwards ana assume 
their natural position, which will make 
them look much better than if they are 
allowed to harden their shoots before tying, 
as in that case the wood will be too stiff to 
right itself in this way. Use no more sticks 
than are absolutely necessary. Do not tie 
them in nearly so close as full-grown speci- 
mens would require to be ; the object for 
some time yet is to increase their size. 

Much has been said and written about 
the training of Azaleas. We see some col- 
lections that are trained on pyramidal 
circular wire trellises, with every shoot tied 
and twisted down until the whole surface 
of the plant is as even as if it were clipped 
with a pair of shears. Nothing in existence 
can look more imnatural. In a house full 
of specimen Azaleas all the plants should 
be somewhat different in shape, which can 
easily be done by making some a littie 
wider than others, some nigher, others 
lower over the pots, and others again not 
so pointed at the top ; and all more or less 
slightly irregular in their outline, by draw- 
ing up a branch here and there, and aepress- 
ing others, so as to form slight protuberances 
in one place aud small hollows in others, yet 
still the whole surface covered with flowers. 
This can easily be done by an expert 
trainer, especially if, as before suggested, 
the plants are tied while the shoots are soft 
and yet growing, and these little inequalities 
will look as if produced naturally. In fact, 
the principal a!rt in plant-tying is to conceal 
the art, and to give as much natural ap. 
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pearance as possible, and withal to correct 
that loose untidy appearance that plants 
always have when allowed to grow as if 
they were wild. If they are only required 
for home decoration they will do with 
much less tying, but if, on the other hand, 
they are for exhibition and have long dis- 
tances to travel, then the shoots must be 
secured so as to keep them from chafing, or 
the flowers would be literally ground to 
pieces. 

For producing flowers for cutting the 
Azalea nas few eciuals ; you may cut with 
impunity without injuring the health of 
the plant, but of course plants should be 
grown for the purpose, as no one would 
thiuk of cutting their best specimens. We 
have heard it said that the flowers do not 
stand well cut out of heat in winter ; the 
fault arises from two causes — using too 
much heat, or keeping the plants too far 
from the light While being brought into 
flower they ought to almost touch the glass : 
so treated the flowers will stand for a week 
in water or sand and water. 

The Azalea is a plant not at all im- 
patient of cold. We have seen plants in a 
north retarding house in the early spring 
frozen considerably, and afterwards they 
flowered quite as well as others that had 
not been subjected to so low a temperature ; 
but we should not advise such treatment if 
at all avoidable, as they might get so far 
frozen as to injure the roots ; and, as pre- 
viously stated, this cold treatment induces 
in young plants a hard stunted condition, 
to get them out of which takes a consider- 
able time in the spring. In selecting 
varieties care should be taken to procure 
such as are not only good free growers, pos- 
sessing distinct, finely-coloured flowers, but 
also such sorts as retain their bloom for the 
longest time. This is a matter that does 
not receive suflScient attention, yet is of 
very great importance whether they are 
req^uired for exhibition or ordinary deco- 
rative purposes, some varieties carrying their 
flowers double the length of time that 
others will. There is also much difference 
in the early or late habit of flowering in 
different kmds ; by a judicious selection 
the season of their blooming can be much 
prolonged. 

The following kinds can be depended on 
as worthy of cultivation, and in every way 
possessing the above qualities : — 

J, Apollo, White, strii)ed with carmine, 
flowers large and of good substance. 

J . Baronne de Vriere, Magnificent 
white, slightly splashed with crimson ; 
very large flowers. 

A, BrillianL Orange-scarlet ; one of the 
very best Azaleas in cultivation ; a good 



grower, and will come into flower after 
most other varieties are over. 

A, Cedo Nulli, Very rich purple, fine in 
form and colour ; one of the highest 
coloured varieties grown. 

A, Charles de Buck, In the way of Due 
de Nassau ; a really splendid variety. 

A, Comtesse de Beaufort Fine bright 
rose, spotted with maroon ; a magnificent 
variety. 

A, Criterion, A fine old sort ; free 
grower, profuse flowerer, and very effective. 

A. Due de Nassau, Very large, rosy 
purple ; a vigorous grower ; one of the 
oest sorts in cultivation. 

A, Eclatante. The deepest crimson, 
shaded rose, and profusely spotted ; one of 
the very best 

A. Flag of Truce, White; very fine; 
double variety. 

A. Flambeau, Deep glowing crimson. 

A, Flower of the Day. White, slightly 
striped with rose ; a fine variety. 

A, Iveryana. A fine white ; one of the 
best, taking all properties into account 

A. Jean Fervaene, Deep salmon colour, 
edged and striped with white, the upper 
petals haWng a dark spot 

A, La Pax. A vigorous, free-growing, 
telling variety. 

A. Louis von Baden, White; splendid 
shape ; good habit and profuse flowerer. 

A, Madame Ambroise VerschaffeU, A 
fine effective sort ; ground colour ]^ale-pink, 
edged with white, flaked and striped with 
crimson. 

A. Madame de Cannart dHamale, White, 
sometimes striped ; a large flower. 

A, Madame Joseph Verva^ne, Delicate 
rose, bordered with white, suffused with 
bright red ; a most desirable variety. 

A. Madame Leon Maenhaut. Amaranth, 
new in colour ; form and habit unexcep- 
tionable, 

A, Madame Louise de Kerchove, Salmon 
edged with white ; semi-double. 

A. Madame Louis Van HovJUe, Splendid 
white, streaked with rose ; a semi-double 
sort, of great excellence. 

A, Madelaine. Pure white; flowers 
large and semi-double. 

A, Mademoiselle Marie Van ffoutt*. 
White, flaked with salmon ; semi-double. 

A . Marquis of Lome, Very bright red ; 
a splendid variety. 

A, Mars, Splendid bright red, perfect 
in shape ; a good and vigorous grower, 
and should be m every collection, however 
select 

A, Mons. ThibauL Fine rosy red, 
distinct, and worth a place in even the 
most select collection. 

A, Roi de HoUande, One of the most 
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intensely-coloured and profuse flowering 
sorts grown; ought to be in every 
collection. 

A.BigismwndRucker, Lilac-rose, bordered 
and netted with white, bright crimson 
blotch. 

A, sinensis. Orange-yellow; an in- 
dispensable old sort, fine and distinct in 
every way. 

A. Souvenir de Madame Rudolph Abel, 
Salmon, white edge, and crimson blotch ; 
semi-double. 

A, Stella. Bright orange-scarlet, with 
violet centre ; a good strong grower, and a 
profuse flowering variety. 

For forcing in the winter season the 
white sorts are the best ; nothing is better 
than Fielder's White, next to which stands 
the old White. The Chinese species, A. 
vittata striata, is a most useful sort for pro- 
ducing cut flowers in the autumn and 
winter ; it comes in without anv forcing, 
lasts for months in succession, and produces 
freely its beautiful white lilac-striped 
flowers. 

Insects. — ^Thrips are the greatest enemy 
of Azaleas, and red spider wiU much injure 
them ; for the destruction of both dip in 
and syringe with tobacco water, to wnich 
is added some gishurst compound ; repeat 
the operation as often as the insects make 
their appearance. This is better than 
fumigating, which often injures the leaves, 
and, so far as red spider is concerned, has 
no effect. 

BABmGTONIA CAMPHOBOSMiE. 

This is an evergreen greenhouse shrub 
that bears pink flowers in autumn. It is 
not equal to many plants that are from the 
same country. Swan River. 

It is propagated from half-ripened 
cuttings put in towards the middle of 
summer, tept close, moist, and shaded in 
warmth. When rooted pot and treat 
afterwards similarly to Croweas, which 
see. 

Insects. — ^For aphides and thrips 
famigate or dip in tobacco water. Syringe 
and sponge if the plants are affected wim 
scale. 



BALANTIUM CXTLOirUM. 

(Syn, : DicJesonia culcUa,) 

An evergreen greenhouse Fern, with a 
stout distinct habit of growth. This plant 
may be considered worth growing by those 
who form collections of Ferns, but it ia 
not e^jual to many kinds. It comes from 
Madeira. 



For propagation and cultivation, see 
Ferns, general details of culture. 

BALSAM. 

(Impaiiens.) 

This is a somewhat numerous genus of 
plants, the greater portion of which are 
annuals that, with the exception of tlie 
old-fashioned kind so much cultivated for 
the summer decoration of greenhouses, 
conservatories, rooms, &c., find little favour 
with growers. The plant is too well-known 
to require any remarks further than that 
those who are commencing to grow it 
should make sure that they secure a good 
strain of seed ; the poor single-flowered 
varieties, of which there are so many, re- 
quire as much attention as the best double 
blossomed strains, and are so far inferior as 
not to be worth growing. 

The seeds should be sown about the end 
of March in a shallow pan filled with fine 
sifted loam, to which has been added some 
leaf-mould and sand ; cover the seeds 
lightly, and stand in a temperature of 55**, 
they will come up in a few days, when 
keep close to the ^lass. This is impoilant 
in all the stages ot growth, as if the plants 
get at all drawn thev are of little use. 
Shade slightly from the sim, and as soon 
as the second pair of leaves appear move 
singly into 3-in. pots, using soil similar to 
that in which the seeds were sown ; keep 
a little close until the roots have begun to 
take to the new soil, and give water as re- 
quired. Afterwards admit air in the day 
so as to keep them sturdy ; in a few weeks 
they will require moving into 6 or 7 inch 
pots, and now use the sou in a more lumpy 
state, but well enriched with rotten manure 
— a proportion of one-sixth, with some 
leaf-moiud as well, will not be too much. 
Sj^ringe overhead every afternoon, .and 
give more air as the season advances, stiU 
shading just enough to keep the leaves 
from being injured. When the soil is 
moderately full of roots move them into 
their flowering pots, the size of which 
should be regulated by the size the plants 
are intended to be grown to — a 10 or 11 
inch pot will support a good-sized plant 
After repotting treat as before, and as soon 
as the roots have had time to get well hold 
of the soil give manure-water every other 
time thev require watering, still syringing 
overhead daily in bright weather until the 
flowers begin to open. WhOst in bloom 
protect from the full force of the sun, or 
the flowers will not last so long as they 
should. It is necessaiT with these plants 
to be particularly carenil that thej^ never 
suffer from want of water in aH their stages 
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of growth. To keep up a succession, one 
or two additional sowings should be made 
at intervals of about a month. Seed is 
produced much more sparingly by the 
fine double flowers than by such as are 
single, yet it is only from the former that 
eeea should be saved, and it should be 
selected from the flowers on the principal 
stems of the plants, not from the side 
branches, the flowers on which are usually 
semi-double, and yield a much less pro- 
portion of seed that will give double flowers. 
Insects. — Syringe overhead^tokeep down 
red spider. Should aphides be troublesome 
fumigate with tobacco. 

BAMBUSA. 

A genus of grasses of a highly orna- 
mental description. Some of tnem attain 
a gigantic size, such as the stove species B. 
arundinacea, which, in a house siifficiently 
high to allow it enough head-room, will 
reach 50 feet or more in a single season. 
Several of the smaller growing sorts that 
can be accommodated in an ordinary green- 
house have a distinct and elegant appear- 
ance, their reed -like stems and pretty foli- 
age being extremely eff'ective. Some of 
the kinds are hardy in the south of the 
kingdom. 

•fliey are increased by division of the 
crowns or suckers, which most of them 
produce freely. They should be divided 
in spring, and the pieces potted singly in 
pots large enough to accommodate the 
roots which will be made during the 
Bimimer. Ordinary loam suits them, with 
a little sand, and they should have plenty of 
water when they have begun to grow freely. 

B. arundinacea. A majestic-looking 
plant, forming long, straight, thick stems, 
which, in their early stages, grow so fast 
as to make them very interesting on this 
account alone, independent of their stately 
appearance when lully matured. It re- 
quires a good deal of room, and comes from 
Lidia. 

B, Fortuneii variegata. A prettily 
variegated kind. 

B, nana, A dwarf-growing species, 
of elegant appearance. The stems are 
branched ana slender; the leaves small 
and lance-shaped. A pretty kind that 
does well in a greenhouse. Introduced 
from Japan. 

B. StmonvL A moderately tall-grow- 
ing sort, with elegant habit It will Srive 
out-of-doors, but makes a pretty pot plant 
From China. 

B, Simonii awrea, A handsome form of 
the above. 

Insects. — Both aphides and red spider 



will live on the plants, but the character 
of the leaves is such that these insects can 
easily be kept under by free syringing in 
the summer. 

BANKSIA. 

A fine genus of hard- wooded evergreen 
greenhouse plants, remarkable for their 
aistinct appearance. They were largely 
grown in times past, but are rareljr met 
with now. There are many species in 
cultivation, and a selection of the best 
deserves a place. 

They can be raised firom seeds or shoot 
cuttings ; the latter, in most cases, will be 
the most ready wav of increasing them. 
The wood should be nearly matured in 
autumn before being made into cuttings, 
which should be taken off at about the 
third joint, and inserted in pots filled with 
sand. Cover with a propagating glass, and 
stand for a time in a greenhouse, after 
which put them in a moderately warm 
stove, or pit. When rooted move singly 
to small pots ; good peat, with a lib^*al 
addition of sand, suits them. When potted 
keep moderately close until they get eeta- 
blisned and have begim to grow, when 
the usual greenhouse treatment is all that 
is required. Give larger pots each spring, 
as more room is needed. Banksias wm 
stand out-of-doors in summer, and are 
benefited by being thus exposed, provid- 
ing they are carefully attended to with 
water, of which they are impatient of hav- 
ing either too much or too httle. 

B. Caleyi. A large, handsome-leaved 
species, forming a good sized bush. 

B, Cunninghamii, This kind forms a 
moderately compact bush ; the leaves are 
much smaller than those of the last-named 
species. The flowers, which are pale 
yellow, are singular. 

B, foliosa, A bold, handsome-leaved 
species, with a distinct appearance. 

B, solandra. A scarce and handsome 
species, quite different in appearance from 
any of the preceding ; the leaves are dis- 
tinctly lobed, and terminate so abruptly as 
to appear as if the extremities had been 
cut away. 

B, spedosa, A remarkable kind, with 
long, narrow leaves, so deeply lobed as to 
give it an appearance differing from any 
other plant we recollect All the above 
are from Australia. 

Insects. — Few insects interfere with 
these plants, except scale, which, if it gets 
a footmg, increases on them apace ; it is 
best destroyed by sponging, but care should 
be taken not to disfigure tne leaves in the 
operation 
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BEAUOABNEA. 

These stately and most singular ever- 
gieen greenhouse plants at one time were 
scarcely to be found, except in the few 
gardens where uncommon subjects were 
made a specialty, but since fine-leaved 
plants have come more prominently into 
cultivation they are more common, though 
not by any means plentiful. They are very 
slow growers, formu^ straight stems which, 
like many of the Yuccas, extend and in- 
crease in height as they become denuded 
of leaves. These latter, which exist in the 
form of a close tuft at the top, are long, 
narrow, and strap-shaped, recurving and 
drooping so as to all but hide the stem of 
the plant, often in the case of B. longi- 
folium more than reaching the ground 
when the specimen has attained a height 
of 6 or 8 feet. They form a large protu- 
berance, at the base of the stem, that 
attains in old specimens the size of a big 
pumpkin, in which condition a well-grown 
example, with its leaves 6 or 8 feet in 
length, is one of the most distinct and 
effective objects that can be introduced into 
a greenhouse. They can be raised from seed, 
but so seldom flower or perfect seeds in 
this country that, unless foreign seed can 
be had, it is best to procure young plants. 
If such are obtainea in a small state, say 
in 6 or 7 inch pots, it will be the work of 
many years to get them up to large speci- 
mens like those above described. To 
counterbalance this, we may say that, with 
iair treatment, they seldom get out of 
health, and are long before they outgrow 
the limits of even a moderate sized house. 

If small plants, similar to those indi- 
cated, are procured, most likely they will 
be better K)r more root-room ; about the 
end of March turn them out of tlie pots, 
and if full of roots give others 3 inches 
larger. It is necessary with all such sub- 
jects as tliese to be particular about the 
drainage, as they cannot bear anything 
approaching a stagnant condition of the 
sou, which rots their roots. They succeed 
well in good rich loam, to which is added 
a good sprinkling of sand ; in potting, keep 
the bulb-like base moderately up above 
the soO, so as to show the upper part — ^this 
adds an additional attraction to the plants ; 
ram the soil quite solid in the pots. Al- 
though they will ctow with greenhouse 
treatment, they wul, whilst young, pro- 
gress much faster, and correspondingly 
sooner make handsome specimens, if they 
can be accommodated with an intermediate 
temperature, where the heat all through 
the growing season can be kept at 60* or 
65" in the night, and proportionately warmer 



in the day. They will also be benefited 
by syringing overhead daily in the height 
of the growing season. They are sun- 
loving plants, and must be stood where 
they will get a full volume of light, with 
no shade unless it is found neednd to use 
some to prevent the leaves burning. Give 
air freely in the daytime and water to 
the roots, so as to keep the soil well 
moistened so long as any top growth is 
going on ; in the winter apply only enough 
to prevent the soil getting over-dry, and 
keep the heads free from drip or moisture 
in any way. This is particularly neces- 
sary if they are only kept in a greenhouse, 
in which case the temperature had better 
not be allowed to fall lower than 45*. A 
course of treatment, such as here advised 
for this, the first year, is all that will be 
found necessary in after time, larger pots 
being given as required, but re-potting 
every year is not likely to be necessary 
even in the early stages of growth, and as 
the plants get older and large they may 
often be allowed to go three or four years 
without additional room. They should, 
however, bv no means be allowed to suffer 
for want oi root-room, especially whilst in 
their younger stages, as this would defeat 
the object of getting them up to a hand- 
some size without loss of time. 

There are only a few species in cultiva- 
tion, the following being well-deserving of 
a place : — 

B. glauca. A medium-growing species, 
with shorter leaves than the others. 

B, Umgifolium, The finest species ; the 
leaves on a well-grown plant attaining a 
length of 9 -or 10 leet 

S, recurvcUa. A grand plant, with long 
leaves, of a glossy green colour, tough in 
texture, and very enduring. 

B, stricta, A distinct-looking plant) 
differing considerably from the preceding. 

All are natives of Mexico. 

Insects. — The hard texture of the foli- 
age of these plants is such as not to invite 
many insects; if any attack the young 
leaves, syringe freely with clean water, 
which repeat as. often as necessary. 

BEAUFOBTIA. 

Evergreen flowering greenhouse shrubs 
of moderate growth, not now much grown, 
as they are not equal to many that thrive 
under like treatment They come from 
Australia. 

They strike from cuttings made of the 
half-ripened shoots, put in during the 
summer in moderate heat in sand, kept 
close, moist, and shaded ; when rooted pot 
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off and treat afterwards as advised for 
Eriostemons, which see. 

The two undermentioned will be suf- 
ficient for the generality of growers : — 

B, gracilis. A slender-growing species 
of neat habit 

B, purpurea. Bears purple flowers, and 
blooms in summer. 

Insects. — Red spider must be kept down 
by a frequent use of the syringe ; should 
aphides attack the young growth, fumigate. 

BEOONIA. 

(Fibrous-Rooted.) 

Amongst the many flowering stove plants 
now in cultivation there are few that com- 
bine the desirable properties of a long, 
and almost continuous, nabit of blooming, 
with a freedom of growth that renders 
them very easy to manage. The well- 
known character of Begonias in this respect 
often causes them to suffer from neglect, 
in a way that precludes the possibilitv 
of their true worth being exemplified. 
This is generally caused by their being 
grown without sufficient light in dark 
comers of the stove, under the shade of 
other plants, whereas they are essentially 
light-loving subjects, requiring to be kept 
near the glass with very little shade even 
in the brightest weather. When the 
treatment is opposed to this, the leaves get 
too large, the shoots become unduly elon- 
gated, and the natural disposition to flower 
IS reduced. From the day the cuttings are 
first rooted, they require all the light that 
a well-constructed house or pit can afford, 
with a drier condition of the atmosphere 
than many stove plants need ; but as it 
seldom happens that in private establish- 
ments a separate house can oe afforded them, 
or the atmosphere in the matter of moisture 
be made exactly in keeping with their re- 
quirements, the next oest course is to 
stand them as near the glass as they can be 
got, to shade little, and give them as much 
air as is consistent with the well-being of 
other things that may have to be grown 
along with them. In propagation, as in 
their after-growth, there is little difficulty, 
as they will root in a few weeks ; they may 
be struck at any time of the year when a 
temperature of 60** or 65** can be kept up in 
the night If they are put in about the 
middle of March, there will be plenty of 
time to grow them into good plants for 
antumn and winter flowering, during which 
season they will be foimd t£e most useful. 
The tops of moderately strong shoots make 
the best cuttings ; but, if these are not at 
hand in sufficient quantities, smaller pieces 
will do. Cut them to a joint, which retain 



to form the base of the cutting, with a 
couple of joints above. Put them singly in 
3-inch pots, half filled up with sandy peat, 
the remainder all sand ; do not give much 
water until roots are formed, but enough 
to prevent the leaves flagging. From 
their succulent nature they are, if too 
wet liable to rot ; and they must not 
be kept too close imder the propagating 
glasses, or it will have a similar effect upon 
them. In three weeks or a month tney 
will be well rooted ; then remove them 
altogether from under the propagating 
glasses, and place them in the lightest place 
m the house. They should be kept at 66* 
in the night, and 10"* or 15" higher in the 
day. Move them into pots four inches 
larger. They do the best in four parts 
good fibrous loam to one of leaf-mould or 
rotten dung, with enough sand to allow the 
water to percolate freely through it ; for, 
although from their quick habit of growth 
they require an abundance of moisture at 
the roots, they cannot stand anything 
approaching stagnant water in the soiL 
Stop the points of the shoots, to induce 
them to make bushy growth. Do not 
shade, except during tne middle of the day, 
in very bright weather. Give plenty of air, 
admitting it sufficiently early m the morn- 
ing, but closing so as to economise sun-heat 
by shutting up whilst the sun is upon the 
glass, damping the plants slightly overhead 
at the same time. About the end of July 
they will need shifting into their bloomiM 

Eots. The size of these must be regulated 
y the more or less vigorous habit of the 
kinds grown. Sorts such as B. manicata will 
need more root-room than weaker varieties, 
like B. fuchsioides. Eight or nine inch pots 
will be large enough for kinds like the latter ; 
the former should have pots ten or twelve 
inches in diameter. Use soil similar to 
that which they were last put into, but do 
not now break it so fine ; again pinch out 
the points of the shoots, if the plants do 
not appear to be sufficiently furnished, and 
place a few sticks to train them out so as to 
admit plenty of light in the centre. Do 
not give too much water until the roots 
have got well hold of the soil, and treat in 
other ways as advised in the earlier part 
of the summer. By the middle of Sep- 
tember they will have grown to a useful 
size for general purposes. The atmosphere 
should now be a little drier, and the 
temperature kept about 60" in the nighty 
and 6" or 8° higher by day. Many Df this 
family will bloom during the summer sea- 
son, but for the purposes imder considera- 
tion it is not well to encourage them to do 
so, as their flowers are of much more 
service in autumn and winter. Some of 
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the old-established kinds will be found 
well adapted for use at tins season. When 
the pots are full of roots they will be bene- 
fited by occasional applications of manure- 
water, especially at the time of their 
flowering. When they have done bloom- 
ing it is beet to destroy the plants, except 
such as are required to provide cuttings for 
another year. For the latter purpose it is 
necessary to give them proper attention, for 
if neglected they do not make shoots suit- 
able for growing on freely. The following 
sorts wm answer well for autumn and 
winter blooming : — 

j6L ciimaharinii, A tall, free-growing 
kind ; when well managed nearlv always 
in bloom. It bears handsome heads of 
yellow-tinted flowers. From Bolivia. 

B, dipetalcL One of the freest bloomers 
of all the species, pink in colour. Bombay. 

B, fuehnaides. A small-leaved, tau- 
growing species, with coral-red flowers, 
which it produces in profusion from the 
points of tine shoots. New Grenada. 

B, QriffithvL This is a white-flowered 
sort, very distinct in character. Intro- 
duced from Bhotan. 

B. IngramwL A hybrid, with pretty 
pink flowers. 

B. mcmieata. A strong-growing species, 
with la^ l^ves and stout stems. It bears 
a dense head of handsome, delicate pink 
flowers, on tall stalks. From Brazil 

B, Preftoniensis. A hybrid variety, of 
bushy habit, bearing quantities of bright 
scarlet flowers. A desirable plant. 

B, xamthvna kmUa, A yellow-flowered, 
very distinct species, from Assam. 

&8B0T8. — One great recommendation 
these Begonias have is their immunity 
from insects, as they rarely are affected 
with any of the pests that infest stove 
plants in particular. 

BEOONIA. 

(OmamentaUleaved.J 

When the first fine-leaved Begonias made 
their appearance they were much prized. 
Many of the noble variegated plants since 
introduced were then unknown, and there- 
fore these Begonias for a time engaged 
much attention. Several of the most 
effective kinds are hybrids. The different 
species cross freely, and seedlings are 
^sily raised. The species and varieties 
that come under the head of the fine- 
leaved section are mostly from warm 
latitudes, and consequently require arti- 
ficial heat in which to grow well; yet 
several will succeed in a lower temperature 
tiian that in which they are often tried. 
B. Bex, in itself a handsome plant, has 



been the progenitor of several others both 
fine and distmct It comes from Assam, 
and will do well with less heat than it is 
frequently supposed to require ; this and 
several others of similar character will 
succeed in an intermediate Fernery, where 
their broad distinct silvery-looking leaves 
contrast effectively with those of the more 
elegant growing Ferns. 

The propagation of most of the kinds is 
as easy as their after management; tiiey 
strike freely from cuttings made of the 
shoots, or m)m portions of the leaves. The 
latter is the more usual way of treating 
them, and is the means by which much the 
greatest number can bie raised from a 
single plant, as every bit of leaf an inch or 
so square that contains a portion of the 
ribs or nerves will strike root and form a 
plant The leaves for this purpose should 
oe taken off about May or June, when 
such as have been formed early in the 
spring will have been sufficiently solidified 
to prevent damping off. Take 5 or 6 inch 
pots drained and partially filled with a 
mixture of sand and fine peat, the surface 
made up with sand ; in these insert the 
portions of leaf so that they are one-third 
below the surface. Give as much water as 
will just keep the sand damp, but not too 
wet, or they will be liable to rot; keep 
them in an ordinary stove temperature, 
but not covered with a beU-glass, or closely 
confined in a propagating frame, and do 
not shade them too much, or they will 
decay. In a few weeks they will make 
roots, and begin to form a shoot each t^at 
will push up and throw out leaves like an 
ordinary shoot-cutting. When fairly esta- 
blished, move them smgly into small pots 
in sandy soil — either peat or loam ; fliey 
usually grow the freest in the former. 
Although, as we have already said, these 
Begonias are amongst the easiest of plants 
to grow, there is a great difference in the 
appearance of such as are treated in a way 
that enables them to exhibit their best 
form and others that are managed the 
reverse way. The weak-stemmed, flabby- 
leaved examples often seen are the result of 
too crowded growth, too much shade, a 
position too far from the glass, insufficient 
air and overmuch heat, sSl of which must 
be avoided if the plants are expected to 
fairly represent what can be done wiUi 
them. 

A little shade they must have when the 
sun is powerful During the growing 
season syringe them overhead once a day 
(the best time is when the air is shut off 
in the afternoon), and the water should be 
got as far as possible to the undersides of 
the leaves, as they are liable to the attacks 
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of thrips. Give water, so as not to let 
them nag, or the beautiful glossy texture 
of their leaves, which is the principal thing 
that makes them effective, wiU be dimmed. 
All they need in other respects is to increase 
the root-room as req uired. Lar^e specimens 
will want pots 11 or 12 inches m aiameter, 
but it is not well to give too large a shift 
at once ; rather increase the space as it is 
needed. They are quick growers, and it 
is not advisable to keep them imtil they 
get very old, as young ones soon attain a 
size large enough for ordinary purposes. 
TheJarger silvery-leaved kinas are most 
suitable for growing in Ferneries, and will 
do well planted out in positions that admit 
of their getting the most light without 
being too damp. 

The undermentioned kinds represent 
the different forms and colours of leaf that 
are most distinct and desirable : — 

B. argentea hirmta. Has handsome 
silvery foliage of medium size. 

B, Duchess, Has pale green leaves 
banded with dark green. 

B. Edouard Andre, Has bold distinct 
foliage clearly marked. 

B, Otto Forster. A bronzy green ground 
coloured kind, marked and streaked with 
white. 

B, Pearl, A prettily marked kind, 
compact in habit 

B, Rex, Has a bright green ground 
banded with white. 

Insects. — These Begonias are little 
subject to insects. Thrips sometimes esta- 
blish themselves underneath the leaves, 
and we have seen red spider attack them, 
but they can be easily kept down by 
syringing as already advised. 

BEOONIA. 

(Tuberous-rooted. ) 

The present race of these tuberous- 
rooted Begonias, which now form so con- 
spicuous a feature in many greenhouses 
and conservatories, have been raised by 
crossing several species differing con- 
siderably in habit They are of easy 
cultivation, and being free and continuous 
bloomers, producing their flowers from 
every bit of growth made over a good 
part of the year, have naturally become 
favourites. 

They are increased by seeds, and cuttings 
made of the shoots. In adopting the former 
method the seed should be sown in an in- 
termediate temperature early in the year — 
say about the beginning of February ; pots 
or pans may be used, and should be filled 
with finely-sifted neat to which some leaf- 
mould and sand nas been added. Press 



the materia] moderately firm and make 
the top smooth ; on this scatter the seed 
thinly, cover very lightly, pressing the 
surface a little. Stand the pots in a heat 
of 56** or 60", and keep the soil just slightly 
damp; when the young plants appear give a 
little more water, and place them near the 
glass. After sufficient growth has been 
made prick them out in pots or pans, a 
couple of inches apart ; they will grow 
fast, and must be shaded slightly from the 
sun in the middle of the day. Give a little 
air also in the daytime, and keep the at- 
mosphere moderately moist When leaves 
an inch or two long nave been formed move 
the little plants singly into 3-in. pots, and 
as the sun gets powerful give more air 
and shade, stul standing them close to the 
glass. Keep the night temperature about 
60*, with a rise by day proportionate to 
the state of the weather. These Begonias 
will grow in either peat or loam, but we 
prefer the former in their early stages. 
They will soon want more root-room — 6-in. 

Sots will be large enough ; give sufficient 
rainage, and now use good loam mixed 
with a little leaf-mould and sufficient sand 
to keep it porous. A greenhouse tempera- 
ture will now be sufficient night and day ; 
give plenty of air and light, with no 
more shade than needed to break the sun's 
rays in very bright weather. So naturally 
disposed to flower even in a small state are 
these plants that they will bloom the fijst 
season. As the autumn gets advanced ^ve 
less water, gradually withholding it jdto- 
gether as the tops oie down. I? the pots 
can be laid on their sides, in a pit or green- 
house where no water can reach the soil, 
in a temperature of about 40**, they will be 
safe. About the end of February turn the 
tubers out, shake the old soil away, and 
give 2-in. larger pots, using good loam pre- 
pared as before. If they can now be ac- 
commodated with a night temperature of 
45° to 50°, with warmth proportionate in 
the day, they will soon begin to grow, after 
which give more water to the sou. As tJie 
shoots advance put a small stick to each, 
with a view to tying them out a little, in 
which way they will be less liable to draw 
up weakly. As the weather gets warmer 
a greenhouse temperature nijjht and day 
wiU answer, with plenty of air and light 
and a little shade again when the sun 
is bright This summer they will, if 
all goes well, bloom freely, and be avail- 
able for conservatory decoration, where 
they will be found very useful for mixiTig 
with other plants, their distinct bright 
flowers contrasting well with most other 
things. In autumn again dry them off 
and winter as before. The tubers will 
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last for several years, increasing in size, 
requiring larger pots, and bemng pro- 
portionately more flowers. When it is 
desirable to increase any sort by cut- 
ings, these can be made of the shoots in 
pieces about 3 inches long ; inserted in 
£and, kept moist, moderately close, and 
shaded in a temperature of 60% they will 
root ; then pot smgly, and treat as advised 
for the seedlings while at a corresponding 
size. If desired these Begonias can, when 
strong, be kept on flowering through a 
good part of the winter. 

Like Gloxinias, Petunias, and some other 
Boftwooded plants, the strains of which 
have been so mudi improved, there is an 
almost endless number of good varieties in 
cultivation. 

The following are all fine sorts : — 

DOUBLES. 

B, Canary Bird, Yellow. 

B, ClaHnda, Buff^ flaked with white, 
petals edged with pink. 

B. IJavin Jlore-pleno, Crimson-scarlet 

B, Dir. Duke, Bright scarlet 

B. formosa. Carmine, centre white. 

B, Francis Buchner. Cerise-red. 

B, Gabriel Legros. Sulphur-white. 

B, Jules Leqwm, Reo, shaded salmon- 
vermilion. 

B, Little Gem, Pure white. 

B, Madame Truffaut. Orange. 

B, Qtieen of Domles. Rosy-crimson. 

B. Souvenvr de Michel Sav/nders, Bright 
red, shaded. 

SINGLES. 

B. Acme, Purole-carmine. 

B, Arthur G, Soames, Crimson-scarlet 

B, Ball of Fire, Glowing scarlet 

B, Black Douglas, Rich dark crimson. 

B, Charles Baltet, Vermilion. 

B, Dr, Masters, Crimson. 

B, Empress of India, Yellow. 

B, Hon, amd Rev, J. T, Boscawen, Deep 
crimson. 

B. J, L, Macfarla/ne, Deep orange. 

B, Lady Hume CampbelL Light pink. 

B, Madame Lamg, Bright red. 

B, Marquis of Bute, Carmine-crimson. 

B. Mrs, Dr, Duke, Brilliant purple- 
cerise. 

B, Mrs, J, Freenum, Rose, shaded pur- 
plish-violet 

B. Nymfih, White, tinted rose. 

B. Soarlet Gem. Dark scarlet 

B, Sir Trevor Lawrence, Dark crimson. 

B. Sjwwflake, Pure white. 

B, Stanstead Rival Salmon-red. 

B, Sulphur Queen. Sulphur-yellow. 

Inseois. — These Begonias are little 



troubled by insects ; for thrips, which 
sometimes establish themselves on the 
Tindersides of the leaves, syringe freely 
with clean water. 

BEEBEBIDOPSIS COBALINA. 

An evergreen plant with pretty red 
flowers, sometimes used as a greenhouse 
climber. IVom Chili. 

It is increased by cuttings struck in 
spring in moderate heat, and grown on 
with the usual greenhouse treatment until 
large enough to plant out, when it should 
have a well-prepared bed of open peaty 
soil 

iNSEcra — ^The plant is subject to red 
spider, the best means of keeping which 
in check is a free use of the syringe daily 
through the growing season. 

BEETOLONIA. 

These small-growinc stove Melastomads 
almost vie, as regaras beauty of leaf- 
marking, with the most charming of the 
variegated Orchids. Thev are natives of 
the hot countries of the !E!ast, and to grow 
them well and brii^ out and preserve 
their leaf-marking a nigh temperature is 
required. They are plants of quite a soft- 
wooded character, and do not grow to a 
height of more than 6 or 8 inches. They 
str&e freely from cuttings made from 
shoots in a half-solidified condition. They 
may be struck at any time when obtainable 
in that state, but are most likely to be in 
proper condition in spring. Each cutting 
should consist of at least a couple of joints. 
Put them in small pots singly in sand, and 
cover them with a propagating glass, but 
do not keep them so close as to cause 
damp, as soft growth of a nature such as 
these, if too close and moist, is liable to 
rot Give as much water as will prevent 
flacging, keep in a warm stove temperature, 
and shade when the sun renders this 
necessary ; they will soon make roots, when 
they should be given more air, and, as they 
get established, be removed to larger pots. 
The soil best suited to them is fibrous peat 
mixed with SQme sphagnum, sand, and 
crocks. A temperature of from 66* to 70* 
in the night during the growing season, 
with a rise by day proportionate to the 
warmth of the weather, will answer ; 60" 
by night, with 6** or 10° more in the day, 
will do for the winter. Some growers 
keep the most delicately marked kinds 
almost wholly covered with a bell-glass, as 
Anoectochili are sometimes grown, but this 
treatment makes the plants veiy soft and 
tender ; yet they do not do well if placed 
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under drying influences, as where much 
air is admitted. If in a position of this 
kind, a propagating glass partially closed 
over them, so as to somewhat coimne the 
air and prevent its getting too dry, will be 
an advantage. The plants muat always 
be shaded when the sun is at all powerful ; 
they should be stood where a moderate 
amount of light will reach them, and the 
soil must never be allowed to get dry. 
Little root-room will suffice, but, as the 
shoots are of a semi-procumbent habit, 
they must have as much space as will 
allow them to spread. Thev do well with 
the pots plunged in a shallow pan filled 
with a mixture of chopped sphagnum and 
sand, in which way, if a number of plants 
are so plunged, they are very effective. 

The undermentioned kmds are all 
handsome : — 

B. guttata. From South America ; has 
green ovate leaves, the upper surface 

rtted with rose. There are three forms 
this plant, differing somewhat in the 
appearance of their leaves, but all hand- 
some. 

B. Houttea/na. A Belgian variety, most 
likely of garden origin, with beautiful 
foliage. Its deeply-ribbed, lustrous, 
dive-green leaves are spotted with rose ; 
the ribs are marked with rose-tinted 
hues. 

B, margarUacea. A Brazilian plant; 
has five-nerved ovate leaves, the groimd 
colour olive-green, with lines of white 
spots, the under surface reddish-purple. 

B. primulcBflora. This is a species from 
Ecuaaor, with ovate-lanceolate leaves, dark- 
green in colour. It bears very handsome 
pose-coloured flowers. 

B. superbissima. This is also, we believe, 
a garden variety. It has large, broadly- 
ovate leaves, in colour dark-green, with 
large rose-coloured spots within the margin 
and smaller spots on other portions of the 
leaf: 

Inbeots.^ — ^We have found these plants 
little troubled with insects except aphides, 
which sometimes affect them ; fumigation 
is the remedy. 

BIGNONIA. 

(Stove,) 

The different species of these plants that 
require more than a greenhouse tempera- 
ture to grow them are mostly strong- 
crowing evergreen twiners, suitable for 
decoratmg the roofs of large stoves or 
warm conservatories. They belong to a 
somewhat numerous family, but only a 
limited number can be recommended for 
general cultivation, the habit of many 



being so rampant as to render them unfit 
for growing along with other plants. Most 
of the species usually cultivated should not 
be planted in a house where a very high 
temperature is kept up, as the heat and 
necessarily accompanying moisture render 
them unmanageable imder such conditions^ 
and induces growth to an extent that pre- 
cludes a disposition to bloom freely. The 
flowers are produced in panicles, generally 
during the summer season. They are very 
effective, especially when the plants are 
allowed a moderate amount of freedom in. 
their growth — not kept too closely tied in, 
but aUowed to hang in a wavy, natural 
manner. 

One thing should be especially observed 
in their cultivation, as also in that of other 
subjects of a similar free habit — ^that what- 
ever cutting-in becomes necessary during 
the growing season, to keep them in bounds, 
should be performed with judgment and 
due regard to their flowering ; tiiis will be 
best effected by a total removal of such 
portion of the shoots as is foimd necessary^ 
but not by a general shortening of the 
whole. Wnere the latter is done tne effect 
will generally be to stop blooming alto- 
gether, or so far limit the extension of 
growth as to prevent the production of 
anything above a meagre display of flowers. 
So far as possible, it is better to pnme after 
the blooming season is over, as then the 
flowering shoots are not so much interfered 
with. 

Bignonias may be propagated in diffe- 
rent ways — ^by root-cuttings, layering the 
shoots, or by cuttings made of young 
shoots. When they are increased by 
layers, shoots should be selected that have 
sprung from near the collar of a plant, 
and the operation should be performed at 
a time when the wood has got fairly 
matured. Procure some 6-inch pots, whicn 
drain and fill with three parts peat to one 
of sand ; press down firmly into the pots, 
and place these on the surface of the 
border in which the plant is growing. 
Bring the shoots down to the pots, make a 
slit in the wood at the under side of the 
shoot, the knife entering just at the lower 
side of a joint, and passing upwards longi- 
tudinally through it for about an inch. A 
tongue-shaped piece is thus formed, com- 
post of about half the substance of the 
shoot ; this must be bent down and 
secured by a small hooked stick in the pot 
where the incision has been made, covered 
about an inch deep in the soil, which must 
be kept watered. In this position it must 
remain until well-rooted, after which it 
can be severed immediately below the 
point where rooted. When root-cuttings 
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are used, pieces about the thickness of a 
quill should be taken off existing plants 
early in the spring, before growth has 
commenced, ana cut into bits about an 
inch in length ; insert them singly in 
thumb pots in a mixture of two-thirds peat 
to one of sand, with half-an-inch of sand on 
the surfece, leaving the thickest end of the 
cuttinps just a little above the sand ; place 
them m a temperature of 66° or 70* in the 
night, and a few degrees higher in the day. 
In a few weeks shoots will be formed from 
near the top of the cuttings, which will 
also soon begin to make fibrous roota 
Treat them afterwards as with plants 
.grown from cuttings made from the shoots, 
giving them lar^r pots as required. When 
these plants are increased by cuttings made 
from the young wood in the sprinc, shoots 
should be chosen that are not too hard, or, 
in the opposite extreme, too soft and 
watery. The former will be slow in root- 
ing, and cannot easily be induced to grow 
freely ; the latter will most likely damp 
off. Select such as are moderate in strength, 
and if these can be taken off with a heel, at 
their junction with the old wood, they will 
"be much more likely to succeed. Put 
them singly in small pots in sand, confine 
under a propagating glass in a brisk heat, 
give moisture and shade ; and when rooted 
gradually inure them to the full air of the 
house. After they have fairly commenced 
to grow, give them pots 3 inches larger. 
They will grow in either loam or peat, but 
in tne first stages peat has some advantages. 
Use it now broken moderately fine, with 
one-sixth sand added. Place them in a light 
situation in a house where the night tem- 
perature is kept about 70°, and 10° hicher 
in the day witn sun-heat Shade slightly 
in very bright weather, giving suflScient 
air to keep the growth from being drawn up 
weakly. By the end of July the plants 
will most litely have filled their pots with 
roots, and should be at once shifted into 
others 3 inches larger ; at this time half loam 
should be mixed with the peat Pot them 
moderately firm, and place two or three 
aticks in the pots to train the shoots to ; 
it is better not to stop them, as in most 
eases a single shoot for a considerable 
height will be the most suitable form for 
the plants to assume. Keep them regularly 
trained round the sticks, not letting the 
ahoots twine round these, or they will 
most likely suffer when they have to be 
removed. As the autumn advances pive 
more air, discontinue shading, and reduce 
the temperature ; but do not allow them 
to cet too dry at the roots, as, in common 
with other evergreen subjects, their leaves 
will be injured u this occurs. 



Winter them in a temperature of 65° or 
00°. About the beginning of March they 
should be planted out where they are in- 
tended to remain, as they are naturally too 
large for pot culture (unless the pots are 
much larger than eimer sightly or con- 
venient), and their nature is not such as 
will admit of partial shaking out and re- 
moval of the soil annually. 

The border in which they are to be 
grown should be well drained, as the plants 
when they get large will require copious 
waterings. Six inches of broken bricks 
ought to be placed in the bottom, with 
a sufficient ^ress from this for the 
water. Over the drainage put some fibrous 
material to prevent it getting clogged up 
with the soil, which should consist of good 
loam, with a little rotten manure added, 
and enough sand to keep it open. The 
soO should be a foot or 16 inches in depth. 
When the plants are turned out the roots 
ought to be carefully loosened fr^m the 
ball and spread out, covered about 3 or 4 
inches, and the soil pressed moderately 
finn. The shoots should then be trained 
in the places they are to occupy. As the 
roots get to growing freely, give water 
when required, and as soon as the shoots 
have attained the height where they are 
desired to branch out, so as to furnish the 
space they have to fill, the points, should be 
pmched off to cause them to break. Re- 
peat the operation at intervals as they 
grow, imtil sufficient exist; these should 
be regularly trained to wires fixed for the 
purpose, as, if neglected (especially in their 
younger stages), they will twine round 
each other, and become an entangled 
mass that will require cutting back. 
During the growing season they will be 
much benefited by a free use of the syringe 
every afternoon. When the allotted space 
is covered the plants should be cut in each 
season when me flowering is over, after 
which they will commence to make growth 
for the ensuing season's blooming. As the 
soil becomes exhausted each spring, before 
the roots begin to move, an mch or two 
should be removed from the border, and 
replaced with new material ; and through 
the growing season manure- water will be a 
great assistance. 

The following species are deserving of 
cultivation : — 

B, argyrea violescens, A handsome 
species. 

B, aurcmtiaca. A species of medium 
growth ; flowers yellow. A native of 
South America. 

B, Chamberlaynvi A strong-growing, 
yellow-flowered kind ftt)m Brazil 

jB. HUoralis. A free-growing, handsome 
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kind from Mexico, producing purple and 
red flowers. 

B. magnijica, A new species of mode- 
rate growth ; crimson flowers with a purple 
shade. It comes from the United States of 
Colombia. 

B, omata. A desirable variety, mode- 
rate in growth. 

B. pvrpurea, A stout-erowing, very 
lumdsome kind, bearing lar^ mauve- 
coloured flowers, with white centre. 
Country not known. 

B. venusta. An autunm-flowering, 
orange-coloured kind from South America 

Insects. — Bignonias are not much sub- 
ject to insects. Aphides will sometimes 
make their appearance on the young 
growth, but can be destroyed by fumiga- 
tion. Where the syringe is freely used 
during the growing season red spider will 
be kept down. If the plants become 
affected with scale, it must oe removed by 
sponging, by which means and a free use 
01 the syringe they can be cleansed from 
mealy bug should this pest affect them. 



BIGNONIA. 

(GreenhoiLse.) 

The different species here treated of 
are climbing or twining plants, and are 
suitable for greenhouse or conservatory 
decoration, for roof-dimbing, for cover- 
ing back waUs, or growing round pillars. 
So managed their natunu habit is seen 
to advantage, as a portion of their shoots 
can be allowed to hang in graceful fes- 
toons ; and grown in this way they are 
very effective even when not in flower. 
They can be arranged to drape the wood or 
ironwork of the building so as to take off 
the objectionable straight lines without 
shutting out too much light from the 
general occupants of the house. This is a 
matter that cannot be too forcibly impressed 
upon those who have the charge of plant 
structures of this description — that where 
roof-climbers are allowed to form a com- 
plete thicket up to the glass, they exclude 
the light from the plants that occupy the 
lower stages, so that the latter can only 
drag out a miserable existence. 

Aoof-climbeis have an elegance that 
cannot be imparted to ordinary trained pot 
specimens ; but to allow the comparatively 
few plants that can be accommodated on 
a roof to monopolise the whole house, so as 
to render the cultivation of everything else 
attempted to be grown an impossibility, is 
as great a mistake as can well be committed. 
In this as in most other things a medium 
course is the best; the roof of a con- 
servatory can be sufficiently draped with 



climbers to answer the purposes required, 
without TnaVing the body of the house a 
mere living sepulchre for the unfortunate 
plants placed therein. Subjects for fur- 
nishing the roofs in this way can either 
havemeir roots kept confined in pots pro- 
portionately large to the size of the plants 
or, as is more usual, be planted out ; the 
latter ^stem has many advantages, not the 
least of which is that the plants will last 
much longer so treated, but the space thus 
apportioned to Uie roots should always be 
sufficiently confined to prevent the plants 
getting too rampant Nor should plants 
intended for growing in this way ever 
be turned out in beds whilst they are 
very small ; in many cases, unless naturally 
strong growers, they do not do well, as 
when the roots are few in quantity they 
cannot lay hold of the soil before it ^ts 
sour, and rarely afterwards do satisfactorily. 
Therefore if the plants are small it is 
generally better to grow them on in pots 
until stronger, and afterwards to put them 
out 

Climbers are often grown for sale and 
kept with their roots confined in small pots 
until they get so stunted as to prevent 
their growing freely ; it is much better to 
start with such as are young and free in 
growth than with those that may be larger 
yet not in so good a condition. 

Greenhouse Bignonias can be increased by 
root cuttings, or layers of the shoots ; the 
former should be made of bits of medium 
strength, cut into lengths of about an'indi, 
and treated generally as for shoot cuttings. 
Layering, however, will usually be found 
the safest way of propagation in private 
gardens, and it may be carried out at dif- 
ferent seasons. If done towards the end of 
summer, some 6-inch pots should be filled 
with a mixture of peat, loam, and sand, 
and such of the current season's shoots as 

r* ig sufficientiy near the base of the 
t to be convenient for operating upon 
should be layered singly ; the joint that is 
to be inserted in the pot should be notched 
and secured with a small hooked stick, and 
covered with soiL Press the soil firmly, 
and keep it moist ; in this way the shoots 
must remain until well-rooted, which will 
be during the ensuing summer. Then 
sever them from the parent plant and keep 
through the winter m an ordinary green- 
house temperature. They should lie potted 
on in April, and be given a 3-inch shirt All 
the kinds here treated of will succeed in a 
mixture of turfy loam and fibrous peat in 
equal proportions, to which should be added 
enougn sand to keep the whole porous ; do 
not miEtkethe soil too fine, and potmoderately 
firm. In most cases it will be better to 
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confine these Bignonias to a single stem 
until they have attained a considerable 
height; consequently they will not require 
the leading snoot stopped, but should be 
encouraged to extend in length. For this 
purpose three or four long sticks should be 
inserted in each pot, round which the 
plants ought to be kept regularly trained, 
Dut the snoots should not be allowed to 
twine about them so as to make the work 
of undoing them difficult Through the 
spring and simmier encourage growth by 
syringing overhead every afternoon, and 
keeping the atmosphere moistened in very 
brisht weather, during which a thin shade 
wiU assist them. When the roots get well 
hold of the soil give them plenty of water 
and admit air freely, to keep the growth 
strong ; towards the close of summer dis- 
pense with shade and the use of the syringe, 
80 as to harden them up. Keep during 
the autumn and winter in an ordinary 
greenhouse temperature, with just enough 
water at the roots to maintain the soil m 
a medium state of moisture. 

Before growth commences in the spring 
they should be tiimed out into the border 
wherein they are to be crown. This ought 
to be well drained with 5 or 6 inches of 
broken crocks or pounded bricks, over 
which some fibrous material from the soil 
should be placed ; on this put 10 or 12 
inches of good soil, consisting of a mixture 
of peat, loam, and sand similar to that 
alr&Euly advised. In planting, a portion of 
the roots, such as are at the outside of the 
ball, should be loosened and spread out in 
the border ; in this way they will soon 
begin to grow and occupy it. Syringe 
them regularly overhead every day sQl 
through the growing season ; on a free use 
of the syringe in l£is way a good deal of 
success depends, as insects are kept down. 
All the after-treatment required will be to 
keep the shoots trained to the wires that 
are to support them, and, when the space 
they are mtended to fiU is covered, to 
regularly use the knife, so as to keep them 
in due boimds. In time the soil becomes 
exhausted ; to remedy this, a couple of 
inches should be taken off the surface each 
spring without injuring the roots, and its 
place supplied by new soil, to further assist 
which liberal applications of manure- water 
m^ be given during the growing season. 

The following varieties are deserving of 
cultivation : — 

B. eapreolata. Flowers scarlet, blooms 
in June and following montha It comes 
from North America. 

B. grcmdiflora. Flowers from July to 
September. This fine species is from 
Oaraccas. 



B, jpeciom. A pink-flowered plant 
from Uruguay ; blooms in the spring. 

B. Tvjeediana, A yellow-bloomed kind 
that flowers in the summer. It is from 
Buenos Ayres. 

B. vfftguis. Orange-coloured flowers ; 
blooms in the autumn. A native of South 
America. 

Insects. — Red spider will live upon 
them, but must be Kept under by a tree 
use of the syringe. Scale can be kept down 
by frequent use of sponge and bru^. 

BILLBERaiA. 

Amongst these South American stove 
Bromeliaceous plants are some very fine 
flowering subjects, which, in general habit, 
partake somewhat of the character of the 
rine-apple. As in the Pine, their flower- 

r" es are emitted from the centre of the 
t, but they differ considerably in the 
forms which they assume ; some are quite 
erect, as in the Thyrse-like Billbergia (B. 
thyrsoidea), in which the flowers open 
almost on a level with the intense crimson 
bracts from which they spring, forming a 
dense head of splendidly-coloured inflor- 
escence. In others, like the Morel Bill- 
bergia (B. MorelianaX the flower-spikes 
are loose and open in character, and droop 
elegantly from the centre. Others again, 
lie B. polystachya (the many-spiked Bill- 
bergia) nave erect spikes, but somewhat 
branched. A 11 the species are easily grown, 
being sufficiently similar in their require- 
ments generally to succeed under the same 
treatment After they have flowered they 
throw up suckers from the base. These 
should not be taken off too soon, as, 
although they will root when removed in 
a small state, they nevertheless make much 
quicker progress upon the plant which has 
producea them until they get to a moderate 
size, say one-fourth or one-nfthof thatof the 
parent plant They will throw out roots 
at any tune of tiie year, but it is generally 
best to take tJiem off early in the spring 
say about the beginning of March, as in 
that case they have plenty of time to get 
established before autumn. They should 
be slipped off from the stools that have 
produced them just at the point from 
which they spring; those that are near 
the soil will most likely have some roots 
attached, in which case they may at once 
be placed in pots iust large enough to hold 
them. Others tnat have not made any 
roots should have a few of the bottom 
leaves stripped off and be put in pots, one- 
fourth filled with drainage. 

The soil in which they are ^wn should 
be good turfy loam, sand being added to 
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"keep it porous ; inpert the suckers well up 
to the leaves, pressing the soil down finnly, 
and do not give any water for some days, 
or it will make the soil too wet Place 
them in a house or pit in which there is a 
night temperature of 66^* or 70", and 6" or 
8** higher in the day; if they can be 
accommodated with a bottom heat of 
80*, they will root quicker than they 
otherwise wo;uld do, but do not confine 
them in a propagating frame or under 
glasses, as is done in the case of cuttings, 
for, if too humid, they are liable to rot. 
In the course of a month or so they will 
make roots, and air should be given when 
required. By midsummer they should be 
in a fit condition for shifting into pots a 
size larger than those they are in, but none 
of the family should be overpotted, as 
they do not bke more soil than the roots 
can fully occupy. Let them have a light 
situation, but auring summer they will 
require a thin shade in sunny weather. 
Supply them regularly with water as it is 
wanted, and syringe overhead in the after- 
noons during the season of active growth. 
Continue this treatment until the be- 
ginning of September, when they will 
not need further shading, and syringing 
may also be discontinued. The tempera- 
ture may now be reduced 5° day and night, 
and by the middle of October it may be 
allowed to fall to 60" at night At this 

Soint it may be kept throughout the winter, 
uring which they will want less water, 
but should never be allowed to get too dry. 
In spring as the days lengthen raise the 
temperature a few degrees. By the be- 
ginning of May the roots will be in an 
active condition, and the plants should be 
moved to pots a size larger than those they 
are in, the soil used being in a similar state 
to the last potting. If a few bits of crocks 
or charcoal are added it will ensure the 
• roots keeping healthy, as they dislike any- 
thing of a sodden, impervious character. 
As the season advances increase the tem- 
perature to the same height as it was 
during the previous summer, and give air 
as before, shading when requisite. This 
season the plants will, if all goes on well, 
make strong growth, and some of them 
may need a second shift in July if the pots 
are well filled with roots, but unless that is 
the case do not move them. To such as 
evidently require more room give pots 2 
inches larger, and encourage them to make 
all the growth possible by giving plenty 
of heat and light, as the stronger the plants 
the finer will the flowers be. In autumn 
reduce the temperature, and treat through 
the winter as during the preceding one. 
They will not require repotting in spring. 



but in evervthing else they should be 
managed as already recommended, and they 
will throw up their bloom-spikes during the 
spring and summer. Wnen in flower, 
move them to the coolest end of the stove, 
or to an intermediate house, if such is 
available, in which a drier atmosphere is 
maintained. Thus situated, the flowen 
will last longer than they otherwise would. 
When the blooming is over they should 
be kept in the stove and treated in every 
way as hitherto, for upon the attention 
which they get will depend their ability to 

Sroduce suckers quickly, and in a con- 
ition such as will enable them to grow 
up to a flowering size in the least time. 
After the first suckers are removed, the old 
plants, if well cared for, will throw up 
more, which may either be taken off and 
rooted singly as already described, or can, 
if large specimens are wanted, be allowed 
to remain on the old plants. These if 
shifted into larger pots and grown on, 
will make flowering crowns in one 
season. 

The following are a few of the best kinds, 
which will form an acceptable addition to 
any collection of stove plants, as even when 
not in flower they have a distinct and 
handsome appearance : — 

B, ChanttnvL A fine species, with bright 
red bracts. The flowers, borne on a stem 
a foot hi^h, are yellow and red. 

B, indifolia. The Iris-leaved Bill- 
bergia is a handsome species, with scarlet 
and yellow flowers. It comes from Rio 
Janeiro. 

B, Moreliana. Not only one of the beat 
BiUbergias, but also one of Uie most 
beautiful of the w^hole of the Bromeliaceous 
Order. It is a native of Brazil Its leavefl, 
which grow to a considerable length, have 
a lively p*een ground colour, banded with 
white ; its flower-spike is drooping and 
very graceful; the flowers are crimson- 
purple. 

B. poly8t<ieh/^(L Has leaves furnished 
with strong spines. The spike is erect, the 
bracts are small and reddish-crimson, the 
flowers purple. A native of Brazil. 

B. roseo-marginata. A strong-growing 
kind, with long leaves banded with white ; 
the bracts are rose-coloured, the flowers 
light purple. 

B. SaundersvL This is a stout-growing 
species, with strap-shaped leaves 10 op 12 
inches in length, spined on the marsin, 
the under-surfece oeing of a purpush 
colour, and covered with light-coloured 
blotches. The flowers are produced in 
half-drooping racemes about 12 inches in 
length, furnished with long crimson bracts 
The cflJyx is crimson, the corolla deep blue, 
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and the anthers orange. It has been 
recently introduced from Bahia. 

B, thyrsoidea. Has bright-green leaves, 
with small spines on their edges, blunt at 
the point, and slightly reflexed. Bracts 
rich crimson, forming an oblong, obtuse 
cone ; flowers similar in colour to the 
bracts, close and erect From BraziL 

B, vittata amcibilis. Of medium growth, 
leaves stout and banded, flowers pale 
purple. Brazil. 

Insectts. — Billbergias suffer little from 
red spider, thrips, or aphides, inasmuch as 
the hard texture of the leaves does not suit 
their tastes; but scale, both white and 
brown, thrive upon them, and must be 
removed by sponging. Mealy bug will 
also live on them, and should be destroyed 
by laying the plants on tJieir sides and 
svringing with sufficient force to dislodge 
tne insects. 

BLANDFOBDIA. 

In the Blandfordias we have a group of 
very pretty greenhouse plants, remarkable 
• for their distinct habit of both growth and 
flower. The foliage is not imUke that of 
some of the narrow-leaved Irises, and is 
gracefully recurved. The bloom stems rise 
erect above the leaves, and bear corymbs 
of tube-shaped drooping flowers compressed 
at the extremity. The flowers, in their 
-drooping habit so as to cling close to tlie 
stem, assume much of the form of those of 
Fritillaria (Crown Imperial), the well 
known hardy spring-flowering peren- 
nial 

Blandfordias are plants that do not crow 
to a laroe size, and rarely attain a height of 
more than from 1 to 2 feet. They are 
summer flowerers, and from their distinct 
appearance afford a nice contrast to other 
greenhouse plants. 

They are raised from seeds or suckers, 
which latter are produced in moderate 
numbers when the plants are strong. 
Seeds should be sown as soon as ripe in 
shallow well-drained pans in a mixture of 
«ifted peat, loam, and sand, and should be 
covered lightly ; the pans should be stood 
in a greenhouse, and the soil kept slightly 
moistened. The seed takes some time to 
vegetate, and it will be better to let the 
young plants remain undisturbed until 
spring ; when large enough, prick them out 
in pans filled with soil similar to that in 
which the seed was sown, allowing tiiem to 
stand a couple of inches apart Place the 
pans in a light warm greenhouse or pit, 
gving a little shade in very bright weather. 
Blandfordias are not plants that require 
much protection in this way, but in common 



with most young stock of a like nature 
they make more progress when not fully 
exposed to the sun. Here they may remain 
during the summer, receiving a moderate 
amoimt of air through the growing time, 
with enough water to keep the soil in a 
fjEdrly moist condition. Winter at about 
46** or 60°. Blandfordias will bear a lower 
temperature than this, but while young 
they will make more progress when not 
located in less warmth, and it is well to 
get them on to a flowering state. In the 
spring move them singly into 3 or 4 inch 
pots according to the size they have attained, 
using soil similar to that wnich they have 
hitherto had ; treat as in the previous 
summer. The plants will this season gain 
stren^h fast and increase in size. Winter 
as before, and in the spring give pots from 
1 to 3 inches larger as tne difference in 
size requires; now use the soil a little 
rougher, and pot moderately firm. The 
strongest examples may be expected to 
flower this summer, and as soon as the 
bloom decays cut out the flower stems, and 
treat until autunm and through the winter 
as before. In the spring again move them, 
giving pots from 1 to 2 inches larger 
according to the progress made, and auer 
this manage as hitherto advised. As the 
plants increase in size they will form 
suckers, which, when it is desirable to 
increase the numbers, may be taken off 
and placed singly in small pots and k^t 
in a closer atmosphere for a few weeks 
until the roots begm to move freely. They 
will progress under like conditions to 
those advised for the plants raised from 



All the undermentioned are handsome 
flowered kinds : — 

B, aurecL Has golden-yellow flowers. 
It comes from New South Wales. 

B. Cunninghamil, A very fine kind, 
bearing larse^ deep-red flowers, the ex- 
tremities yellow. New Holland. 

B. flammea. Flowers flame-coloured. 
Australia. 

B, flava, A new and very fine large- 
flowered kind, with the brightest of yellow 
flowers. New Holland. 

B. grandiflora. Flowers crimson. New 
South Wales. 

B, marginalia. Copper-coloured flowers; 
a distinct-lookingkina. Australia. 

B. princeps. r'lowers 2^ inches long, 
numerous, tube crimson, limb yellow. 
New South Walea 

Insects. — Blandfordias are troubled 
with few insects, the hard texture of their 
leaves being distasteful to them. If green^ 
fly attacks the voung leaves or flower-buds 
fumigation is the best remedy. 
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BLEOHNUM. 

A moderately handsome genus of Ferns, 
most of which require warm treatment. A 
few of them are sufficiently varied in ap- 
pearance to be worth growing. For pro- 
pagation and cultivation, see Ferns, general 
details of culture. 

STOVE SPECIES. 

B, BraaiUense, Brazil 

B, aracile, Brazil 

B. Umceolatum, Brazil 

jB. occidentcUe, Tropical America. 

BOMABEA. 

These are climbing or twining plants, 
suitable for training to a pillar, or on the 
wall of a OTeenhouse or conservatory. The 
habit of the plant is to annufidly produce 
from the base shoots that come up through 
the soil like those of Lapa^erias, and grow 
rapidly, producing their large umbellate 
cvmes of^ flowers from the points. of the 
shoots. The flowers are drooping, bell- 
shaped, something like those of Lapagerias, 
but the segments are not reflexed. 

Propagation may be effected by division 
of the roots, or by seed, which latter should 
be sown as soon as ripe in a mixture of fine 
peat and sand, be slightly covered and 
stood in an intermediate temperature. As 
soon as the seedling are large enough to 
handle, move them singly into small pots, 
using soil similar to Qiat in which the 
seeds were sown. They should be treated 
to a temnerature that will keep them grow- 
ing until they get well established, when 
give them pots an inch or two larger, 
let them remain in those through the 
autumn, and winter them in a temperature 
of 46" or 60**. In spring move into pots 
2 or 3 inches larger, according to the 
strength of the plants. Although Bomareas 
will grow in a warm greenhouse heat, it is 
advisable to sive them a little more warmth 
until the ena of the second summer ; there- 
fore, if means are at command, give them 
an intermediate heat this season, which 
will enable them to make much more pro- 
wess. From the time they are first moved 
from the cutting pota, give plenty of light 
with air in the daytime, and syringe over- 
head in the afternoons while growlJi con- 
tinues, keeping them drier in the autumn 
«nd winter. 

In spring again pot on, as it will in most 
cases be better to keep them in pots for 
another season before turning out in a bed 
or border, where they should ultimately 
be located so as to receive the requisite 
root-room ; in the following spring move 



to a bed of this description, well-drained 
and made of loam, kept porous by the 
addition of enough sand and oroken crocks. 
From this time nothing further will be 
required, except to keep the soil fairly 
moist from the time growth begins in 
spring until autumn, to give air as required 
by the other occupants of the house, and 
to make a free use of the syringe through 
the summer. The winter temperature may 
run say from 45** to 48** in the night; 
in, this way the plants will last for many 
years. There is but a limited number of 
species in cultivation, and of these the fol- 
lowing are desirable : — 

B. actUifolia var Ehrenbergiana, Flowers 
red and yellow, spotted with brown. Mexico. 

B. BogoUnsis, Petals of a greenish tint^ 
sepals crimson, spotted with black. Bogota^ 

B. Bredemeryerana, Flowers orange- 
yellow, spotted with brownish crimson. 
Venezuela. 

B. Carderii. A fine twining species that 
produces very large heads of flowers, ground 
colour pink, spotted with brown at the 
extremities, united States of Colombia. 

B, conferta. Flowers bright crimson. 
United States of Colombia. 

B, Shuttlevxnrthii, The flowers of this 
fine new species are red, yellow and 
scarlet, spotted with green at the ex- 
tremities. Most likely it will require a 
moderate stove heat Colombia. 

iNSEcrrs. — The continuous use of the 
syringe advised through the growing sea- 
son will do much to keep down insects^ 
but if this is found insuincient sponging 
must be resorted to. 

BONAPABTEA. 

The Bonaparteas are few in number. 
They are cIosb, compact, yet elegant- 
habited greenhouse plants, occupying little 
room, and are exclusively grown for their 
leaves, which are ruch-like in appearance^ 
sharply pointed, and drooping so as to 
form a dense close n.a8S. Bonaparteas 
come from the moderately warm regions 
of America, and consequeptly do not like 
being kept very cool in the winter, and as 
they are very slow growers, taking a 
number of years to get up to an effective 
size, it is not well to run an^' risks by 
jdlowing them to be exposed to too low a 
temprature. If they are injuied, the 
wort of years is undone, as their uatural 
formation is such that it takes lon^- for 
them to recover their wonted appearai^ce. 
A night temperature of from 46 to 50° :n 
winter is best, with a rise by day propor - 
tionate to the weather; in summer they 
are also benefited by as much warmth as 
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obtainable in a good light house under the 
fall influence of the sun. 

They increase freely from seed sown in 
the early spring, and treated in the ordinary 
way, with moderate heat and moisture. 
The seeds, however, except when imported, 
are seldom within reach of ordinary culti- 
vators, as the plants rarely flower in this 
countiy, and seeding is uncertain, even when 
they do flower. Consequently in begin- 
ning their cultivation it is better to procure 
younj5 plants from those who deal in stock 
of this description. They are easily grown, 
reauiring comjjaratively little beyond the 
opoinary attention in giving water and air 
in accordance with the active or non-active 
condition of growth that they may be in. 
Assuming that the plants are small when 
obtained, and require more root-room, in 
the spring give them pots 2 or 3 inches 
larger, one-fifth filled with drainage 
material The soil should be loam of a 
good descrintion, to which is added a mode- 
rate sprinkling of broken crocks and sand. 
Pot firm, and encourage growth through 
the spring and summer with an inter- 
mediate temperature, if such is at com- 
mand ; if not, give them the warmest place 
in a greenhouse, or, still better, in a pit 
dose to the glass, in companv with other 
I)lant8 that will also be benefited by shut- 
ting off the air early in the afternoon. By 
these means the slow growth of the plants 
will be accelerated. Give sufficient water 
while the season of ^wth continues, to 
keep the soil in a fairly moist state, but 
not too wet. An occasional sprinkling 
overhead while active growth is in progress 
will assist them. Keep the sou drier 
through the winter, treating as to tempera- 
ture as already indicated. Beyond this, 
all that will be required is to give larger 
pots as needed, accordingto the progress 
that the plants make. They will go on 
increasing in size for many years, with a 
consequent improvement in their appear- 
ance. They are very suitable for standing 
in a prominent position in a conservatory, 
which, if kept, as such structures often are, 
a little warmer than an ordinary green- 
house, will answer well for them con- 
tinuously. When the pljmts get old, if 
well numaged so as to attain strength pro- 
portionate, they will flower, but, tSds is a 
consummation by no means to be desired, 
as after this, if they do not die down alto- 
gether like most species of a kindred 
nature and habit, their symmetrical appear- 
ance is injured. When a plant happens to 
flower, the blooming sometimes causes the 
production of young offshoots from the 
stem. These, ifallowed to remain imtil they 
have got strength enough, and then taken 



off and inserted singly in small pots in soil 
of a like description to that advised for 
established plants, and treated in the way 
of ordinary suckers as to keeping mode- 
rately warm and close, but not too moist, 
will root and make plants which will re- 
quire to be managed subsequently as 
recommended for established plants in the 
early stages of growtL 

B, juncecL Has smooth, bright-green, 
almost cylindrical leaves, half-an-inch in 
diameter a little above the base, tapering 
gradually towards the extremities, and 
ending in a sharp point ; they droop 
straight down so as to cling close to the 
stem in a dense mass, and are long- 
enduiing. 

B, jtmeea JUamentosa. A very distinct 
form of the above, the leaves of which 
throw off a profusion 9f long filament-like 
threads, white in colour, giving the whole 
plant a singular and interesting appear- 
ance. 

Insects. — Bonaparteas are little troubled 
with insects. Scale may possibly attack 
them, and can best be removed by sponging. 

BOBONIA. 

These plants, which are indigenous to 
New Holland and New South Wales, are 
evergreen greenhouse shrubs of small or 
moderate ^wth, flower most profusely, and 
continue in bloom for a very long time. 
When in good robust health some of the 
kinds will frequently begn to open their 
flowers in January and February, and re- 
main without interruption for three or four 
months clothed with their small shell-like 
pinkish-lilac and red blossoms. The 
general appearance of the plants in or out 
of flower is pleasing, they oeing devoid of 
that stiff upright habit which many hard- 
wooded shrubs possess. They are also less 
liable to get in bad condition at the roots 
than many greenhouse plants, and with 
good treatment are moderately fest growers, 
continuing to flower freely and regularly 
for a number of years. They are alike 
suitable for exhibition and for home deco* 
ration. Being free rooters, in their early 
stages they wiould never be allowed to 
suffer for pot-room, for if they do it is a 
difficult matter to get them to move freely 
afterwards. They are usually grafted, but 
will do equally weU on their own roots, 
although many growers prefer grafted 
plants ; we have had them both ways, but 
never could see sufficient difference to 
warrant preference. They succeed best in 
good peat, not necessarily as fibrous as 
that required by some more delicate- 
rooted plants ; use one sixth or seventh 
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part of 8and, according to the description 
of the peat, which for plants, say in 6-inch 
jjots, should be broken in pieces about the 
size of broad Beans, and well-mixed with 
the sand. 

All the Boronias can be propagated from 
cuttings made of the points of the shoots 
about two or three inches long, taken off 
in August when the growth is about three 
partfi matured; put tiiem an inch or two 
apart in 6 or 6 inch pots filled with sand, 
and keep them covered, moist, and shaded 
in an intermediate temperature ; in this 
way tliey will root in a couple of months, 
when gradually remove the glasses, and 
keep them through the winter at about 45* 
in the night Move singly early in the 
spring into 2 or 3 inch pots, according to 
tne strength of the species, using good peat 
broken fine, with sand as requisite to keep 
it open. Pinch out the points of the shoots 
at the time of potting, and keep them a 
little warmer ana closer through tne spring 
and summer than larger greenhouse stock 
require to b'e. The stronger growing sorts 
will most likely bear moving into pots two 
inches larger by the middle of Julj^. In 
very hot weather keep the material on 
which they stand a little moist ; let them 
have plenty of light, but shade slightly all 
through the summer when the sun is 
powerful, stopping the strongest shoots 
when necessary. Give more air in autumn, 
and winter as before. 

If the plants show signs of growth by the 
middle of March, move them into pots 2 or 
3 inches larger, according to the amount of 
roots they are found to have ; and give 
ample drainage, so as to ensure the soil 
continuing sweet Pot firmly, tying the 
branches well out at the same time, as the 
sticks can now be put into the new soil 
without coming in contact with roots. 
After potting, pmce them in a house or pit 
where they can receive a night temperature 
of 46**, and give no side air for some three or 
four weeks. Keep the stage on which they 
stand sprinkled with water in bright 
weather ; but if potted at this early season 
they will not require shading, as their 
small leaves do not lose so much by evapo- 
ration as plants with more ample foliage. 
If the plMits take freely to the new soil 
they will make good growth, and by the 
middle of May will recjuire the points of 
any shoots that are taking the lead to be 
pinched out Do not defer this operation 
too long, for it necessitates such shoots 
being shortened back further, which is 
simply a waste of strength. Treat as last 
summer until the beginning of August^ after 
which discontinue tne closing and syring- 
ing, leaving the top air on all night At 



the middle of the month turn them out 
of doors for a time to ripen their growth. 
They are plants much subject to mildew, 
and, unless they receive this open-air treat- 
ment, will be diflScult to manage through 
the winter. This exposure to the open air 
applies to all the varieties except B. 
serrulata, which should never be fuDy ex- 
posed, as its foliage is liable to bum and 
turn yellow if so treated. By the middle 
of September remove the plants to their 
winter quarters, which should be in a good 
light house near the glass, with a similar 
temperature to that before recommended. 
Give less water during the diort days and 
comparative rest of 3ie plants, but they 
must never be allowed to get too dry, or 
their leaves will suffer. Repot again about 
the same time as recommended the first 
season, using soil of similar description, but 
not so finely broken. If the plants have 
made plenty of roots, give them pots 4 
inches larger ; treat them as to air, tine use 
of the syringe, and the early closing of the 
house, as recommended for last year in 
every way. Stop any shoots running away 
too vigorously, and tie well out^ keeping 
the more vigorous branches well to the 
outside of the plants, which will go for 
towards balancing any over-strong growth. 
Give them a few weeks' exposure in the 
open air before transferring them to their 
winter quarters in the middle of September. 
By the following spring they will be nice 
young specimens, and be useful for con- 
servatory decoration. They should there 
be placed where they will receive as much 
lignt as possible, and not be too much 
crowded with other things. After flower- 
ing give them another pot 2 inches larger, 
and they will then for a short time require 
a little shade, consequent upon this potting 
being later in the season. Treat in other 
respects as in the summer before. By the 
autunm the plants, if all is well, wul be 
handsome half specimens, and after bloom- 
ing the following spring will require 
another shifc They do not require cutting 
back, neither do they well bear the opera- 
tion, but care in training obviates any 
necessity for using the kniie. 

The following varieties are distinct, and 
worthy of a place in any collection : — 

B. DrummondvL A slender - growing 
plant, and a free bloomer. 

B. elatior, A newer and beautiful 
species, with bright reddish-crimson fiower& 
produced in the greatest profusion, and 
very enduring. 

jB. megastigma, A very distinct kind. 
The flowers are brownish-purple outsida^ 
and yellow within ; powerfully but agree* 
ably perfumed. 
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B, pinnata. This is the best of the 
BoTonias, as well as one of the most de- 
sirable plants in cultivation. It is a good 
grower, flowers fireely, and with good treat- 
ment will last for many years. We have 
seen a plant of this variety in a 15-inch 
pot for seven years, flowering every season 
regularly, and in as sood and healthy a 
condition at the end of that time as it was 
at the commencement 

B, semdata. This is a smaller-grow- 
ing different-habited plant, flowering 
altogether from the points of the shoots. 
It has bright - coloured flowers, highly 
fragrant, a small plant being sufficient to 
perfume a plant-house or lai^ exhibition 
tent It flowers usually in April, May, 
and June, lasting eight weeks in bloom. 

Insects. — ^They are all subject to brown 
scale and aphides, their small leaves render- 
ing it difficult to remove the former insect 
The best remedy is to wash them all over with 
insecticide, laying the plants down on their 
sides during the operation, which should 
be done as soon as they show signs of com- 
pleting their growth, before the flowers 
show prominently, otherwise the washing 
may cause them to drop off. For aphides 
fumi^tion is the best course to follow, 
smokmg them two or three times at in- 
tervals of ten days. They are more or less 
subject to mildew at all times of the year, 
but especially during the winter ana 
spring, particularly if kept in too low a 
temperature. They must be looked over 
often, and sulphur carefully applied as 
soon as the least trace of the parasite is 
discovered, for, if neglected, they will 
quickly lose quantities of their leaves, and 
tnis has a serious effect upon the roots. 
Allow the sulphur to remam on three or 
four days, then syringe clean off, being 
careful that none gets into the soU, or it 
will endanger the health of the plants. 

BOUGAINVILLEA. 

These are amongst the very finest stove 
plants in cultivation, especiaUy for cover- 
ing a back wall or training on a roof, 
where, if the long drooping branches are 
allowed sufficient freedom, they have a 
charming effect ; when well managed they 
are scarcely surpassed by any plants in 
cultivation. B. glabra is the freest-flower- 
ing of all the species, blooming well 
even in a small state, and when it has 
room enough to attain a considerable size 
it will keep on for most of the summer. It 
is the best of the family for pot culture, to 
which purpose it is particularly adapted, 
either for tne decoration of the stove or for 
the exhibition stage. A description of the 



growth and flowers of this species (which, 
for its general properties, is the oest to 
grow) will suffice for the others, as they 
onljr differ, so far as the purposes of culti- 
vation are concerned, in the strength of 
growth and depth of colour in the flowers. 
Bougainvilleas are very distinct from all 
other cultivated plants, especially in the 
general appearance of the flowers. These 
are somewnat small and inconspicuous, in 
form not unlike the individual florets in 
a Lantana ; they are inclosed in large 
bracts, which, while small, when they 
first appear, are green, tdmost the colour 
of the leaves. As they approach their 
full size, about an inch and a half in 
length by an inch in breadth, they, 
however, assume a beautiful pale mauve 
colour which lasts with little change for 
several weeks, the strong shoots producing 
a succession opening U)t a considerable 
time. As fresh growth is made through 
the summer, the flowering is prolonged 
with little interruption until autumn, 
especially when the plants are grown in 
a brisk heat There is one peculiarity 
about the species, that it will flower pro- 
fusely in a cool intermediate house wnen 
planted out, but rarely makes much bloom 
when its roots are confined in a pot, unless 
it is grown in a higher temperature. It 
also gives a much longer succession of 
flowers when in a warmer situation. The 
flowersof all thespecieshavefew equals when 
cut for filling large vases ; they are equfdly 
suitable for bouquets, lasting longer, with 
little or no moisture to support them, than 
most things. They are all strong growers, 
and require a considerable amount of root- 
room to enable them to make growth 
sufficiently to show their true character ; 
they will thrive in either peat or loam, 
but the latter appears to suit them best, 
as it does not so soon become exhausted. 

B. glabra does not require a long rest in 
winter, and may be started early in the 
year. From plants so treated cuttings 
may generally be obtained by the iS- 
ginning of March. These should be taken 
off with a heel as soon as they are 6 inches 
long, and inserted singly in small pots 
filled with three parts fine loam to one of 
sand, with a little drainage ; cover with a 
propagating glass, and place in a night 
temperatme of 70**, allowing it to rise 8* 
or 10° with sun-heat Keep moist and 
shade from the sun; they will root in a 
few weeks, when they may be moved into 
6 or 7 inch pots, mixing one-fifth rotten 
manure with the loam, and as much sand 
as will keep the soil sufficiently open to 
allow the water to pass freely through it 
After the plants get fairly establishei in 
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the new soil they will need very little 
shade, but must have plenty of water. 
Syringe overhead in the afternoons, and 
raise the temperature 5* ; by the middle 
of May pinch out the points to induce them 
to form several shoots. About midsummer 
they will, if all goes well, have filled their 
pots with roots, and should be moved into 
others 9 or 10 inches in diameter. Now 
use soil in a more lumpy state than when 
the plants were smaller, and add a similar 
quantity of rotten manure and sand, 
^lace four or five sticks 4 fL in height in 
the soil just inside the rims of the pots, 
round these train the shoots, tying them 
loosely, so as to give the requisite support 
and keep them from getting entangled. 
Give air early in the day through the 
spring and summer when the temperature 
oi the house runs up to 80° ; but close in 
the afternoons with tne sun upon the glass, 
and continue to syringe overhead, and give 
plenty of water to the roots as soon as tney 
nave got well hold of the soil. This Bou- 
^invillea is naturally so free in flowering 
tiiat the plants Mrill no doubt bloom in 
this stage of their growth ; but, if the 
object is to grow them on to a large size, it 
will not be advisable to remove them 
when in flower to a conservatory, or 
similar cooler house, as that would retard 
their progress. Ifi on the contrary, small- 
sized decorative plants are deemed the 
most desirable, they can be placed in a 
cooler situation during the summer months, 
but when used for such purposes this Bou- 
gainvillea requires such treatment as few 
plants would Dear. 

When the flowers are about half-grown, 
and before they have begun to colour much, 
the plants should be removed to the cooler 
house in which they are to remain when in 
bloom, for, if allowed to stay in strong heat 
until the flowers are fully matured, the 
check they receive in that state generally 
causes them to fall off in a few days after 
removal, whereas if they are moved while 
the flowers are growing, they will not only 
come to maturity, but last twice as long — 
often five or six weeks — as in a high tem- 
perature ; the colour is also many shades 
deeper. Yet it is not advisable to allow 
the plants to remain in too low a tempera- 
ture too late in the season. By the middle 
of September, at the furthest, they should 
be returned to the stove, being likely to 
suffer if the night temperature oi the house 
drops below 48°. When replaced in the 
stove, no more growth should be encouraged 
during the autumn, as there would be 
dijficiuty in getting it ripened up before 
winter. To prevent this, water should be 
withheld until the plants flag considerably, 



and then a little only should be given to 
freshen them up. Do not fully moisten 
the ball, and gradually dry them off in this 
way until omy enough moisture exists in 
the soil to prevent its becoming abso- 
lutely so dry as to endan^r the roots. 
Keep them in this state during the closing 
months of the year in a night tenrperature 
of 55°, with 6° more in the day. Where it 
is wished to extend the flowering as far as 
possible, they may be started early in 
January, the temperature raised 10° day and 
night, and all the weakest shoots not strong 
enough to produce flowering wood cut out ; 
at the same time turn them out of the pots, 
remove any loose soil not occupied by roots, 
and afterwards place the ball in a pail of 
tepid water for eight or ten hours, so that 
it may get soaked right through ; otherwise 
difficulty will be foimd in getting it pro- 
perly moistened, without which the growth 
will be weak. After this immersion return 
the plants to the stove for a day to allow 
the soil to drain, and then put them in the 
pots they are to remain in Tor the season. 

If they are not required much larger than 
the size they attained the previous year, 
they need not have pots above 3 or 4 inches 
larger than they have alreadjr occupied ; 
soil similar to that they have hitherto been 
in, but with a little more manure in it, 
should be used. They should now be 
trained on wire trellises proportionate to 
the size they are intended to be grown to, 
and syringed every afternoon. In three 
weeks they will push young shoots, which 
will grow fast, and should, as they extend, 
be kept tied in an upright position, for if 
allowed to hang down their free extension 
is stopped and they are induced to break 
back, which causes them to flower more 
sparingly by diverting the sap so as to pre- 
vent tieir getting so strong as desirable. 
As the roots begin to grow freely give 
plenty of water, for if ever the young 
shoots, after they have made considerable 
progress, are allowed to flag through in- 
sufficiency of moisture, they will stop 
growing and set flowers, but in much fewer 
numbers than if the growth had been 
stronger before they were formed. By the 
middle of March, as the sun gets more 
powerful, raise the temperature 5° in the 
night, allowing it to run up to 80° before 
giving air, and keep the plants well up to 
the glass. Bougainvilleas do not require 
shadmg from the sun, the flowers being 
more mghly coloured when exposed to its 
full influence. About the beginning of 
April the plants should be in bloom, but 
at this early season ought not to be removed 
to a cooler house. If the flower shoots are 
trained down round the trellis the plants 
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will push up more growth, to assist which 
manure-water should be liberally given 
cveiy other time they are watered ; when 
a^ain showing flower the plants can be 
placed in a cooler situation, and so prepared 
to stand a lower temperature when in 
bloom, as during the previous summer. 
Afterwards they can again be hardened 
off and wintered as before. If large speci- 
mens are wanted, they should at the spring 
potting, instead of being placed in the 
smaller pots as advised, have more root- 
room, pots 18-in. diameter, witJi larger 
trellises to train them on, and in other re- 
spects be treated as recommended for the 
smaller plants. They will last for several 
years so managed ; each spring about half 
the old soil should be removea, the roots 
cut back proportionately at the time of 
re-potting, and the plants supplied liberally 
with manure-water during the season of 
active crowth ; at this time they will bear 
its application every other day. 

B. glabra. Equally suitable for planting 
outin eithera warmstoveor an intermediate 
house. When so used it should be grown 
in a pot the first season, and the shoots not 
stopped until they have attained a length 
proportionate to the place they are to 
occupy. The border it is planted in should 
be well prepared by being properly drained, 
and should consist of 12 inches deep of 
good soil, similar in character to that ad- 
vised for pot-culture. The plant, on 
account of its free-lowing disposition, 
quickly exhausts the soil, and consequently 
It will need as much removed each spring 
before growth commences as can be got 
away without too much interference with 
the roots ; replace it with new, at the 
same time cutting back the head of the 
plant as it may require, but in the growing 
season do not Keep the branches too closely 
tied in — ^a loose, free disposition of them 
being the most effective. When planted 
out it should not have much water in 
the winter. 

B, speciosa and B. apectabUis, Are both 
more suitable for planting out than pot 
culture, being stronger growers than the 
preceding. B. spectabilis is a grand plant 
for this purpose, succeeding better in the 
temperature of an intermediate house than 
when grown hotter. The treatment it 
requires is simUar to that of B. glabra, and 
it especially needs a free use ot the knife 
each spring after flowering — not before 
it blooms, as in the case of B. glabra ; the 
same observation applies to B. speciosa. 
When it has got large enough to fill the 
space allotted to it, remove the weakest 
wood. The room allowed for the roots 
should in all cases be proportionate to the 



space the heads of the plants are intended 
to occupy ; never give too much soil, other- 
wise, b^ng naturally such free-growing 
subjects, it becomes difficult to keep them 
within bounds. 

Insects. — Bougainvilleas are subject to 
the attacks of aphides, thrips, and red 
spider. The two first can be destroyed by 
fumigation with tobacco smoke ; the last 
can be kept under by a free use of the 
syringe. If scale or mealy bug affect them, 
diligent use of the sponge and copious 
syringing must be resorted to, washing the 
plant^ when cut back in the spring, with 
insecticide. 

BOUVABDIA. 

These rank among the freest-flowering 
evergreen plants that we possess, and in 
all but continuous habit of olooming they 
have few equals. The flowers are alike 
effective on the plants, or when used in a 
cut state, for which purpose their simple 
form and the purity of their colours befit 
them. Another property which they possess 
is their ability to bloom in the smallest state, 
when not more than a few inches high. 

They are natives of Mexico, and, like a 
good many others that hail from the same 
country, they will live under a consider- 
able range of temperature, varying from 
that of a greenhouse, or even of the open 
air in the summer, to a warm stove in 
winter. To the latter, with a view to get 
them to produce the largest quantity of 
flowers of which well-prepared plants are 
capable, it is necessary to subject them, as 
under such conditions they keep on mak- 
ing new shoots that yield flowers in a way 
not possible when the plants are kept in a 
temperature only sufficient to induce the 
flowers to open. Bouvardias have been 
long known to some extent by plant 
growers in this country, but it is only 
within comparatively recent years that 
their merits have been understood. So 
indispensable are they where enduring 
flowers are required continuously through 
the winter, that no garden where there is 
the requisite means for blooming them 
should oe without them. In the United 
States much improvement has been effected 
by raising new varieties, which have aU 
but superseded the kinds first known to us. 

At one time much difficulty existed in 
propagating them in the ordinary way 
from cuttings made of the shoots, and their 
increase was generally effected by cuttings 
of the roots. But a method of preparing 
the plants to produce cuttings that root 
without difficulty has been hit upon. To 
have the plants in a condition strong 
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enough to flower well in the autumn and 
winter, it is necessary to begin in the last 
months of the year previous, say about the 
middle of October. Then select a few plants 
of the different sorts grown, these place 
where an ordinary greenhouse temperature 
is kept up of about 40** ; give no water to 
them, but allow the leaves and soft tops of 
the shoots to flag freely. When most of 
the leaves have shrivelled up, remove all the 
soft immature points of the shoots, cutting 
them back into the hard wood ; moisten 
the soil well and place them in a tempera- 
ture of about 60° in the night, with a 
proportionate rise in the day. Here they 
will break freely from most of the joints, 
and when the young shoots have grown to 
a length of about two inches they must be 
taken off at the base, whence they have 
sprung from the mature wood. Insert 
them closely in 6 or 6 inch pots, in sand, 
in the way Fuchsia ^cuttings are treated, 
and put them in a temperature of 66** or 
70°, where, kept close and moist, they will 
root in a few weeks. Then move them 
singly into small pots, filled with a mix- 
ture of sifted loam, three-parts to one of 
leaf-mould and a little rotten manure, with 
sand as required. Keep them at a tempera- 
ture similar to that m which they nave 
been struck ; as soon as they begin to grow 
give them plenty of light to prevent their 
being drawn, and when they have made an 
inch or so of growth, pinch out the points of 
the shoots. Keep the soil fairly moist 
and they will move freely ; in a few 
weeks, say by the end of March, they will 
require stopping again. It is necessary to 
attend to tnis pinching out of the points, 
otherwise the plants will not be famished 
with enough shoots low down so as to make 
them bushy, as they should be to look well. 
They will bear keeping up to 65° or 70° in 
the night by the end of April, and 10° 
higher in the day with sun-heat. They 
wul require a thin shade when the days 
are bright, but must be stood near the 
glass where they will get plenty of light. 
If not, kept thus warm the growth will be 
weak Bui spindly. By the end of May 
move them into tne pots in which they are 
to be grown in and flowered, and again 
pinch out the extremities of the shoots. 
As soon as they b^rin to move freely, give 
more air, keepmg the roots well moistened, 
and stiU shading as far as found requisite. 
From the begimiing of April all through 
the growing season they should be syrin^d 
every afternoon. In July each of the 
principal shoots should be tied out to a 
thin stick, which will give the necessary 
support ; any that show bloom during the 
next five or six weeks (unless flowers are 



wanted early) should have them pinched 
out or they will come in too soon. Give 
plenty of air through August and Septem- 
ber, and up to the middle pf September, if 
the plants nave attained size enough, they 
may with advantage occupy a pit where 
the lights can be taken off in the daytime ; 
this will strengthen them much. They 
will set flowers freely, which will open in 
October with no more heat than requisite 
to prevent their being too cold in the 
nights or when the weather is chilly in 
the day ; but after this time, if the flowers 
are expected to come up to their full size, 
and the white kinds pure in colour, they 
should have heat, increased as the external 
temperature lowers. 

Tne most successful growers keep the 
plants they want for blooming about 
Chriatmas, and during the three following 
months in a brisk stove heat ; but under 
such conditions they must be dose up to 
the roof glass in a hght house or pit. It 
is necessary to regulate the supply of 
flowers by keeping some of the stock 
cooler, so as to be brought on at two or 
three intervals in succession. When well 
managed the pots get full of roots, and it 
will much benefit the plants if supplied 
once or twice a week with manure- water 
during the time they are being brought into 
flower. By this means they will continue 
to throw up strong successional flowers for 
a couple of months at least. 

In place of growing them through the 
summer in pots as already described, it is 
a good plan, where there happens to be a low 
light pit at liberty where they will be well 
up to the glass, to plant them out about 
the time that has been advised for their 
final potting. When so treated, they should 
be put in, 15 inches apart, in good soil^ 
and with the requisite attention they will 
attain double the size that they do in pots, 
and give proportionately more flowers. 
Where this course is followed, they should 
be taken up about the middle of September 
with good balls, put in 8 or 9 inch pots, and 
kept a little close for two or three weeks ; 
in this way they make very strong shoots, 
which bloom profusely, and keep on in 
succession longer than pot-grown plants. 
In spring such of the old plants as may be 
required for a second season should be cut 
close in, as soon as they have broken into 
growth shaken out and re-potted in new 
soil, and treated through the summer as 
advised for the young stock. More root- 
room, however, should be given, and so 
managed, and well attended to, they make 
larger plants that flower abundantly. 
In this way, being annually cut bads:, 
they may be grown to a large size, 
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but for general use smaller examples are 
preferable, and in most cases it will be 
found best to propagate fresh stock either 
all or in part yearly. The following are 
all fine kinds : — 

B, Alfred Neuner, A double variety, 
with pure white flowers, produced freely. 

B. candidisdmcL A pure white kmd. 
Very sweet scented. 

B, Deader, Intense scarlet, a fine variely. 

B, elegaTis, Scarlet, brighter than. B. 
Hogarth. 

J9. Jlavescens. Flowers pale yellow. 

B. Hogarth, Scarlet, makes large trusses. 

B. HumboldHi coryTnMfhra. Pure white ; 
very sweet scented. The largest-flowered 
kind. 

B, jcumdnoides Umgiflora. Pure white ; 
a free grower. 

B. Umgijlora, Pure white ; a large- 
flowered sort. 

B, President Garfield, A distinct, hand- 
some, pale pink, double variety. A. sport 
from B, Alfred Neimer. 

B, Vreelandii, A dwarf-growing, pro- 
fuse-flowering, white kind. 

Insects.— Thrips are easily kept down 
by the regular syringing that the plants 
should have through the growing season. 
If scale or mealy bug happens to trouble 
them, they must be kept imder by spong- 
ing and syringing freely with tepid water ; 
all affected plants should be discarded after 
they have flowered, and propagation effected 
from clean stock. 

BRAOHTSEIIA. 

Evergreen greenhouse climbers, possess- 
ing some merit, but not often met with. 
They are increased by seeds : the method 
of sowing and the subs^uent treatment 
should be as advised for Bomareas, which 
see. They may also be propagated by 
layers. 

The following are the most effective 
kinds : — 

B, acuminata. Flowers red, a spring 
bloomer. From the Swan River. 

B. hybrida, A hybrid variety with 
crimson flowers ; blooms in the sprmg. 

B, laiifolia. Flowers crimson, produced 
in spring. From New Holland. 

BRAHEA. 

A small genus of stove Palms that attain 
a moderate size ; several of the species are 
sufficiently distinct from those belonging 
to other genera to make them desirable. 

For propagation and cultivation, see 
Palms, general details of culture. 

B. JUamentosa, This species forms 



quantities of thread-like filaments on the 
leaves, which rive it a decidedly remarkable 
appearance. . It comes from California. 

B, nitida, A handsome species, with 
moderate-sized leaves, it is not a very fast 
grower, neither does it require so much 
head -room as most kmds. South 
America. 

BRAIKEA mSIGNIS. 

This, which apoears to be the only 
known species of tnis genus of Ferns, is a 
very desirable stove kmd, and should be 
much more generally cultivated than at 
present It is a dwarf Tree species 
forming a moderate-sized head on a com- 
paratively short well-proportioned stem. 
In appearance it comes nearest to some of 
the liomarias, such as L. cycadifolia. 
Introduced from Hong-Kong. 

For propagation and cultivation, see 
Ferns, general details of culture. 

BBEXIA. 

These are stove plants that grow to the 
size of small trees, but since fine-leaved 
subjects came so much into fashion one 
or two of them have been cultivated for 
their handsome foliage. They can be 
struck from cuttings and grown on in the 
way advised for Theophrastas, which see. 
Their leaves are distinct and handsome. 

The foUowing are worth a place where 
room is not limited : — 

B. chrys^hylla. An evergreen species 
from the Mauritius. 

B. spinosa. A distinct evergreen kind 
from Madagascar. 

BBUGMANSIA. 

Amongstfloweringgreenhouseplants that 
grow to a large size the Brugmansiaa 
stand conspicuous. Strong and vigorous 
in habit they require a considerable 
amount of root-room unless the object is to 
restrict their size, a course of treatment to 
which they submit better then most plants 
that grow large naturally. They produce 
large funnel-shaped flowers varying in 
colour from the white B. Knightii to B. 
bicolor, the flowers of which are sanguine 
red. They can be grown so as to bloom 
well in pots or tubs, but they are seen 
to advantage when planted out so as to 
form a standard, or, still better, where there 
is room for the growth to extend, as at the 
end of a large greenhouse or conservatory 
where the light they get through the glass 
to which the shoots are in close contact 
matures the wood and induces the freest 
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disposition to bloom. If in such a position 
provision can be made to plant them in an 
outside border as vines are usually planted, 
taking the stems inside, low down, and 
there is enough room for the head to extend, 
the effect they produce when covered with 
their large flowers is very fine. Brug- 
mansias increase freely from cuttings made 
of the points of the shoots about tnree or 
four inches long taken off in spring. They 
should be put singly in small pots filled 
with sand and loam, and placea in heat, 
where they make roots in a few weeks. 
Then they should be moved into pots two 
or three sizes larger, with good ordinary 
loamy soil, to which a moderate quantity 
of rotten manure is added. After the plants 
get to crowing freelv treat in every way as 
for ordinary greenhouse stock, giving a 
moderate amount of air in the day with 
plenty of water and a free use of the syringe 
daily through the growing season. By the 
end of Jime they should have ma<le enough 
progress to require moving into 8 or 10 
inch pots. The usual way of growing them 
is in the form of small standards on stems 
from 4 to 5 feet in height : the first season 
the growth shoidd be directed so as to form 
this erect stem, and to get them up to a 
handsome size without loss of time. In 
the autumn when growth has ceased give 
less water, using no more through the 
winter than is sufficient to keep the soil 
from getting quite dry ; during this time 
warmth such as is kept up in an ordinary 
greenhouse will suffice. About the begin- 
ning of March turn them out, remove all 
the loose soil, and put them in 12 or 13 
inch pots, cutting tne point of the stem 
back to induce their breaking several shoots 
80 as to form a head. When they push 
into growth remove such shoots as are not 
well placed. Keep the plants in a green- 
house through the spring and summer with 
plenty of lignt and air, syringing overhead 
daily ; they may be expected to flower 
about the beginning of August and Sep- 
tember, when they can be placed in a 
conservatory, where they will be attractive 
for some weeks. Brugmansias are gross 
feeders and must have plenty of water 
whilst growing, and during the time they 
are in flower. Through the winter treat 
as before ; each spring turn them out of the 
pots, reduce as much of the ball as can 
be done without disturbing the roots, 
replace it with new, and give larger pots 
or tubs as the plants increase in size. 
Every spring before growth begins the 
branches should be well cut in so as to keep 
the heads within a size proportionate to the 
place they are to occupy. When they are 
to be planted out it is better to grow them 



for the first year in pots, turning them out 
the following spring before growth begins, 
and cutting btick the stem to induce the 
formation of shoots. These latter must 
subsequently be stopped and trained as 
required to furnish the space destined to 
be covered. 

The undermentioned are all fine kinds: — 

B. bicolor. Flowers red ; a large grower. 
Peru. 

B, floribunda. Orange-coloured flowers. 
South America. 

B. KnightiL A very handsome white 
flowered kind. 

B. mavtoUm, Has immense, drooping, 
white, trumpet-shaped flowers, which it 
produces freely. A native of Peru. 

B, IVaymaniL A dwarf-growing, white 
and purple flowered kind. From South 
America. 

Insects. — Red spider, aphides, and most 
of the other leaf parasites that prey on 
plants, will thrive on Brugmansias ; much 
will be done to keep red spider and aphides 
down by the regular syringing already 
advised. If mealy bug or scale make their 
appearance, sponge and wash with insecti- 
cide. 

BBOWNEA. 

These are among the finest of all ever- 
green stove shrubs. One of the finest of 
the species, however (B. Ariza), attains the 
height of a moderate-sized tree. Their 
large dense heads of flower are almost 
equal in size to the trusses of the finest 
01 the Rhododendrons ; they are only 
suitable for a large house, where they have 
room to show their true character. They 
may be grown in large pots or tubs, but 
are better turned out in a prepared bed. 
They succeed in a mixture of^half peat and 
loam of a good turfy nature. 

Cuttings of the current season's shoots, 
in a nearly mature condition, put singly in 
small pots filled with sand, in autumn, and 
kept moderately close and moist in a tem- 
perature of about 60**, will callus over, 
and make roots during the ^dnter. When 
well rooted, remove the glasses, and stand 
near the light In sprinjj increase the 
heat in the night to 65", lettmg it rise pro- 
portionately more in the daytime. The 
plants should now be moved to larger x>ots, 
and as the sun gets powerful shade in the 
middle of the day, giving air at the same 
time. Syringe overnead in the evenings. 
Continue to treat thus until the autumn, 
when lower the temperature by night 
to 60", at which keep them through 
the winter. Give larger pots in spring ; 
the plants, if all has gone weU^ will 



Digitized by 



Google 



BULBS FOR FOROiKo. OreenJiotise and Stove Plants, 



83 



bear a liberal shift ; manage afterwards as 
advised for the preceding summer. It will 
take several years to ^t them up to a 
large blooming state, durinj^ which time 
they must be well supplied with root-room, 
either by giving larger pots, or still better, 
by turning them out in a bed. In either 
case, they will last in a healthy state for 
some years, but, if in pots or tubs, they 
must be rc^^arly attended to during the 
growing season with manure- water. 

The following are the most desirable 
kinds : — 

B. Arusa. The lai^est grower ; it bears 
splendid large heads of deep crimson 
flowers, which open early in summer. A 
native of Bogota. 

B. coccinea, A West Indian species, 
with bright scarlet flowers. A summer 
bloomer. 

B, erecta. A scarlet-flowered kind from 
South America. 

B, orandiceps. This bears conspicuous 
large heads of bloom, red in colour. From 
the Caraccas. 

Insects. — The laige leaves of these 
Browneas do not offer much shelter for 
insects ; a regular use of the syringe 
through the growing season will usually 
be found sufficient to keep them clean. 

BBUNSFELSIA. 

Evergreen stove plants of neat habit 
Their flowers are distinct in appearance, 
and produced in sufficient quantities to 
make them attractive ; vet they appear to 
be now little thought of by plant growers, 
as they are rarely seen. They can be pro- 
pagated, and grown on under conditions 
such as advised for Tabemcemontanas, 
which see. 

The following are pretty kinds : — 

B, cmiericana, Iiowers yellow, pro- 
duced early in summer. A native of the 
West Indies. 

B, americana avgugtifolia. This also 
has yellow flowers ; it blooms a little later 
t^an the type species. From the West 
Indies. 

B, undxUata. A white-flowered species 
that blooms in summer. A native of 
Jamaica. 

BULBS FOB FOBOING. 

The different kinds of bulbs that are 
used for forcing play an important part in 
greenhouse decoration during winter, as 
also in providing flowers for cutting. The 
principal thing in the management of bulbs 
for this purpose is to treat them so as to 
get plenty oi active roots in the soil before 



putting them in heat to excite top growth. 
Without this there is little chance of success, 
on account of the deficiency of feedins 
fibres to support the advancing flowers and 
leaves. For this reason the bulbs should, 
before being put in heat, always be potted 
long enough to admit of the soil being well 
filled with roots. Hyacinths, which hold 
the first place amongst the bulbs used in 
this way, should be potted from the latter 
end of September to the end of November, 
according to when they are wanted in 
bloom. Large pots are unnecessary, a 5 6r 
6 inch pot is big enough for the largest 
bulb ; often two or three are put in each 
one of that size, and the result is all that 
could be desired. Good loam, with a sixth 
of rotten dung and a good sprinkling of 
sand, will answer. Drain the pots, press 
the soil moderately firm, and put the bulbs 
with their tops just above tne soil. As 
soon as they are potted plunge the pots in a 
bed of coal ashes, or cocoa-nut fibre, and cover 
them over to the extent of three or four 
inches. There let them remain until the 
soil is full of roots. When Hvacinths are 
to be grown in water, fill the glasses so that 
the base of the bulbs will not quite touch 
the water, and stand in a dark place until 
a good quantity of roots are made. The 
water should be changed before it gets at 
all foul during the growth of the flowers. 
Roman Hyacinths are often flowered in 
shallow pans that hold ten or twelve to- 
gether, or, if preferred, four or six may be 
put in 6 or 7 inch pots. These little 
Hyacinths bear forcing well, and come into 
bloom long before the lawyer kinds can be 
had. To flower in the middle of November 
the bulbs should be potted as soon as they 
are imported. Other kinds of bulbs in- 
tended for forcing, such as Scillas, Tulips, 
Narcissus, Crocuses, Snowdrops, &c., re- 
quire to be placed deeper in the pots, so 
that the bulbs may be entirelv covered 
with soil. Put from one to half a dozen 
together in pots according to the size of the 
respective bulbs and of tne pots used. In 
all cases see that the potting is carried out 
early enough, so that they may be well 
rooted before they are put in heat. Before 
the latter is done see mat the top-growth, 
which will have made some progress, is 
gradually inured to the light, otherwise it 
will be injured. As soon as this hardening 
process is effected the bulbs must be stooa 
where they will get plenty of light, or the • 
leaves and flower-stems will be drawn up 
weak, and their appearance spoilt. A night 
temperature of from 50" to 60" is enough 
for the bulbs above-named, with a little 
more in the da,y ; if kept too hot they will 
be injured. In all cases give some air 
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in the daytiine when the weather is favour- 
able, and see that they are well supplied 
with water, especially when small pots 
such as advised are used. 

CROCUSES. 

Bride ofAbydos, White. 

Cloih of Silver, White, striped lilac 

David Rizzio, Purple. 

Golden Yelhw. Yellow. 

M(mt Blanc. White. 

Purpurea grandiflora. Deep purple. 

Qusen Victoria. White. 

Sir fValter ScoU. White, striped lilac. 

FREESIAS. 

Leichtlinii. Yellow, lower petal orange 
blotched. 
refracta aJba. White. 

HYACINTHS. 

SmOLB WHITE. 

AlbamaxvmcL 
Baroness Van TuyU, 
Grand Vainqueur. 
Grand Vedette. 
Grandeur d MerveUle. 
Lady Derby. 
VInnocenee. 
Madame Van der Hoop. 
Mont Blanc. 
Princess of Wales. 
Queen of the Netherlands. 
Queen Victoria. 

SINOLE BLUB. 

Baron Van TuyU. 

Charles Dickens. 

De Candolle. 

General Havelock. 

Grand Lilas. 

Grande Vidette. 

King of the Blues. 

Leonidas. 

Lord Palmerston. 

Orondates. 

Princess Mary of Camhridge. 

Sir John Laurence. 

SmOLB BSD. 

Amy. 

Charles Dickens. 

Dr. Livingstone. 

Fabiola. 

GaribcUdi. 

Grand Duchess. 

VAmi du Cobut. 

Lord Wellington. 

Macaulay. 

Mrs. Beecher Stowe. 



Robert Steiger. 
Von Schiller. 

SmOLE TELLOW. 
Bird of Paradise. 
Due de Malakoff. 
Ida. 
ObeUsk. 

SINGLE LILAO AND 1CA17YB. 

Charles Dickens. 
Haydn, 
L' Unique. 
President Lincoln. 
Sir Henry Havelock. 
The Shah. 

DOUBLE WHITE. 

Florence Nightingale. 
La Towr d^Auvergne. 
Prince of Waterloo. 

DOUBLE BLUE. 

Blocksberg. 
Charles Dickens. 
Garrick. 
Laurens Koster. 
Louis Phillips. 
Van Speyk. 

DOUBLE RED. 

GrootvorsL 
Koh-i-noor. 
Lord Wellington. 

DOUBLE TELLOW. 

Crcesus. 
Herione. 
La Grandeur. 

ROMAN HYACINTHS. 

Early White. 
Early Blue. 

POLYANTHUS NARCISSUS 

Bazelman major. White, yellow cup. 
Early double Roman, White and orange. 
Early single Romavi. White, orange cup. 
Early Paper White. White. 
Grarid Monarmie. Pure white and citron. 
Grootvorst. White and citron. 
Louis le Grand, White and sulphur. 
Queen of the Netherlands. White and 
yellow. 
SoleU d^Or. Yellow and orange. 
Staten General. Cream and yellow. 

ScUla sibirica. 



SNOWDROPS. 



Double. 
Single. 
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TULIPS. 
smoLB. 

Arms of Leydm. White, rose tinted. 

Bride of Haarlem. White and crimson. 

Chttage Maid. Koee pink, shaded white. 

Due Van Tkol Common, red and 
yellow. 

Due Van Tkol Crimson. 

Due Van Thol Scariet 

Due Van ThoL White. 

Keizer Kroon. Scarlet - crimson and 
yellow. 

Pott^Hjkker. Scarlet 

PotUhakker. White. 

Prosermne. Deep rose. 

Rose OrisdeUn. Kose and white. 

Rouge Luisante. Rose. 

VerfMlion Brilliant. Vermilion. 

DOUBLE. 

Due Van Thol. Red and yellow. 

Gloria Solis. Brownish-yellow, yellow 
edge. 

La Candenr. Pure white. 

Marriage de ma Fille. Cerise-red and 
white. 

Overwinnaar. White, striped with bluish- 
pnrole. 
Rex Rubrorwm. Red. 
Towmesol. Red and yellow. 
Toumesol. Yellow. 

The following bulbs can be grown in 
pots, similarly to the kinds already named, 
but do best when allowed to come on in a 
greenhouse temperature, or, in the case of 
those that flower in the late summer and 
autumn, stood out in the open air until 
the time of blooming : — 

BABIANAS. 
Atroeyanea. Blue. 
General Scott. Purple and white. 
Rosea grandis. Purplish-rose. 
Speciosa. Blue. 



Chionodoxa LneUuje. Blue and white. 



Gladiolus ColviUei, the Bride. White. 

Eyaevnthus candicans. White. 

IXIAS. 
Brutus. Yellow, crimson eye. 
Glory. Brownish red, eye dark. 
Golden drop. Golden yellow, dark eye. 
EypaticL Pure white, shaded lilac 
LadySlade. Pink. 
Lavtnia. White, crimson eye. 
Magnifica. Golden yellow, crimson eye. 
Prestios. White, eye red. 
Titus. Yellow, centre black. 
Vulcan, Deep crimson, orange shaded. 



JONQUILS. 

Double. Yellow. 

Queen Ann*s double. Yellow. 

Single CampemeUe. Yellow. 

Single sweet-scented. Yellow. 

The Silver Jonquil Silvery white. 



Omithogalwm aurevm. 
centre. 



Yellow, purple 



SPARAXIS. 

Angdujue. White, yellow eye. 
Grandiflora. Crimson, centre yellow. 
Leopard. Yellow. 

Maculata. White, with purple spots. 
Tricolor. Red, white, and yellow. 
Victor Emmanuel Red and yellow. 

TRITONIAS. 

OroccUa. Orange. 
Fulgens. Orange-scarlet 
Incompa/rahle. Very bright. 
Primce Alfred. Rosy white, pink eye. 

BUBBIDGEA NITIDA. 

This is the only species yet in cultivation 
of the newly-formed senus Burbidgea. It 
is a stove plant with thick fleshy roots and 
erect stems, like most of the order Zin- 
ziberaceae, to which it belongs. The 
flowers are orange-scarlet in colour, pro- 
duced in loose, erect heads, that at a dis- 
tance might be mistaken for those of a 
Hedychium. The plant is said to flower 
several times in the year. 

Its cultural requirements are similar to 
those of Hedychiums, which see. It 
comes from Borneo. 

BUBOHELLIA OAPENSIS. 

A pretty everareen stove shrub that 
bears handsome flowers, which when the 
plant is well managed are produced freely. 
The flowers are reddish-scarlet in colour, 
and appear early in spring. 

It can be propagated and grown on like 
Rondeletias, which see. 

There is another kind, B. bubalina, syno- 
nymous with B. parviflora, but it is inferior 
to B. capensis. Both are natives of ihe 
Cape of Good Hope. 

OALADIUM. 

These handsome stove fine-foliaged plants 
are so well known as to require litfle de- 
scription ; they are greatly alike in (he 
formation of their leaves, which are arrow- 
shaped, and diff'er much in size and colour. 
The best way to increase them is from 
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the sucker-like shoots which spring up 
from the crowns of the fleshy tubers. 
These can always be had in the spring from 
plants started a month or two previous. 
The roots should be potted and started in 
a heat of 66*. When the shoots are 5 inches 
or 6 inches long, they should be cut off 
with some of the fibrous roots which they 
will have formed above the tubers. Put 
them singljr in 3-inch or 4-inch pots ; they 
will grow m either peat or loam to which 
has been added a moderate quantity of 
sand, with some rotten manure when the 
plants get larger. Keep the newly taken 
off shoots warm and close until they have 
begun to grow, after which remove the 
propagating glasses, and when they have 
nll^ the pots with roots move them into 
others considerably lui^er ; the stronger 
growing kinds, such as C. bicolor, need 
much more root-room than small ^wers 
like C. aiTgjrrites, nice plants of which can 
be grown in 6-inch or 7-mch pots. Through 
the latter part of spring and during t£e 
summer they will bear as much heat as 
most occupants of the stove, say 70* by 
night and 80* or 85* in the day. They 
^ould be placed where they will get full 
light^ with a moderate amount of air in the 
daytime, and a thin shade when the sun 
is jyowerful. All required further is 
to ^ve pot-room as needed. If large 
specimens of the large kinds are wanted, 
tne tubers in the course of two or three 
years will require 15 or 16 inch pots. In 
the autumn, when the plants have ceased 
to make young leaves and show signs of 
going to rest, gradually withhold water, 
and when the foliage has died off keep the 
soil in the pots ^uite dry in a temperature 
of about 60* ; in this state they should 
remain until tiiey are to be started, which 
it is well to do at two or three different 
times from January to March. By this 
means a succession of plants with healthy 
leaves will be secured. 

There is now in cultivation a very 
large number of Caladiums, many of 
which do not differ enough from each other 
to make them worth growing. The fol- 
lowing are amongst the best and most 
distinct :— 

C, AdoJ/jfihe Adams, Leaves pale green, 
mottled with white ; centre nerve red. 

C, Alfred Bleu, Pale green, spotted with 
white, pale pink centre. 

C, argyrUes. A very small kind, suitable 
for growing in little pots ; its leaves look 
well mixed with cut flowers ; they are 
liffht green, blotched and freckled with 
white. 

C, Auguste Lemonier. Shaded green, 
midrib and nerves crimson. 



C, Bctraquvnianwn, Dark green, with 
broad crimson centre. 

C, BeUeymeL Large leaves, beautifully 
variegated. 

C, bicolor spUndens, A very strong 
grower, lovely green ground colour, with 
deep crimson blotches. 

0. Dr, BoisduvaL Centre of leaves 
crimson, pure white spots. 

(7. Calypso, Large foliage, red in centre, 
outer margin mottled with red. 

C, CharUini fulgens. Qreen ground, 
crimson centre, outer part of leaf-Uade 
spotted white. 

G. Chelsoni. Deep creen, blotched with 
crimson and br^ht red. 

C. Emilie Verdier, Leaves pale pink, 
freckled with red ; a distinct and hand- 
some kind. 

C. Herald, Light green centre with 
red veins, white speckled, outer margin of 
leaf a deeper shade of gi-een. 

C, La Perle du BresiL Large leaves, 
with white ground colour, spotted with 
rose ; nerves and midrib green. 

C. Mcdame Alfred Bleu. Even blotches 
of clear white on a dark green ground, 
nerves very bright red. 

C, Minerve. Middle of leaves white, 
outer part green, dotted with white. 

C. Napoleon III, Bright red centre, 
outer portion of leaf green, spotted with 
crimson. 

G. Prince Albert Edward. Bright green, 
profusely spotted with white, crimson mid- 
rib and veins. 

C. Rartieau. Middle of leaves red. shad- 
ing to green towards the margin, wnich is 
spotted white and pink. 

G, Eeine Victoria. Nerves and margins of 
leaves green, spotted with white and crim- 
son. 

Insects do not trouble Caladiums much, 
their smooth leaves and acrid juices not 
offering either shelter or food for them ; 
aphides and red spider, however, will 
sometimes make their appearance, and 
these can be destroyed by syringing and 
fumigation. 

OALAMPELIS SOABBA. 

An evergreen greenhouse climber of fi'ee 
habit, suitable for covering a considerable 
space. 

It can be increased by seeds or cuttings 
struck and grown on like the Tacsonias, 
which see. 

The flowers are orange-coloured, and are 
produced in summer. From ChilL 

OALAMUS. 

A genus of stove Palms of moderate 
growub. 
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Propagation and cultiyation given under 
Palms, general details of culture. 

C, adiperaus, A very thin-stemmed kind, 
with small pinnate leaves. It is well 
adapted for use where larger sorts would 
not be admissible. It comes from Java. 

C. ciliaris, A thin-stemmed species, 
with a distinct habit of growth ; remark- 
ably pretty whilst in a young state. From 
India^ 

C. fissuB, This is particularly handsome 
while in a small state ; the pinnate leaves 
are very distinct in appearance. It comes 
from India. 

0, VerichaffeUii, A handsome and dis- 
pecies that attains a medium 
From^ 

OALOEOLABIA. 

There are two sections of these pretty, 
free-flowering greenhouse plants, repre- 
sented by the herbaceous and the shruoby 
kinds : the former bear much the most 
showy flowers, the latter give a longer 
succession of bloom. The original species 
from which both have been raised came 
from Chili and Peru. Both can be ob- 
tained from either seeds or cuttings ; the 
herbaceous kinds have been so much im- 
proved in recent years that a good strain 
of seed may be relied on, to afford flowers 
sufficiently attractive in form and colour. 
The seeds should be sown about the end 
of July in shallow pans, drained and filled 
with finely-sifted loam, to which one-fifth 
of leaf mould and a little sand has been 
added. Press the surface smooth and 
water to fill up the interstices, otherwise 
the seed, being very small, will be liable 
to get too deep. Allow a day for the soil 
to dry a little, and then sow the seed, but 
not too thickly. Cover the seed very 
slightly, stand in a frame or greenhouse, 
and shade the surface of the pans from the 
sun so as to avoid the necessity of giving 
much more water until the seedlings are 
up. Immediately they appear keep close 
to the glass, shading when the sun comes 
on them, and giving sufficient water to 
keep the soil fairly moist. Give some air 
in llie day-time and keep the atmosphere 
moderately moist. When they are large 
enough prick them off two inches apart m 
pans, or boxes, in soil like that in which 
the seed was sown, and treat as before, 
with the exception that the sun's waning 
influence will make further shading un- 
necessary. When the leaves are about an 
inch long, move singly into 3 or 4 inch 
pots; keep them growing through the 
winter, and for this purpose a night tem- 
perature of about 46° will be sufficient. 



Give air daQy in mild weather, and stand 
the pots on a moist bottom, as the plants do 
not like an over-dry atmosphere. Never 
allow the soil to get dry. About the end 
of February or 9ie beginning of March 
move them into 8-inch pots, using the soil 
a little more lumpy and with one-sixth of 
rotten manure in addition to the leaf 
mould and sand as before. With the in- 
crease of warmth on sunny days give a 
little more air, but draughts must be 
avoided, or the leaves will be injured. 
Keep the night temperature about the same 
as hitherto. They will now move fast, and 
if it is thought aesirable to grow some of 
the stock lai'ge, in six weeKs move the 
strongest into 12 or 13 inch pots ; but for 
ordinary decorative use the 8-inch pots 
will be big enough. A thin shade should 
now be u^ in tne day in bright weather, 
and the plants dewed overhead with the 
syringe each afternoon at closing time. As 
me roots get well hold of the soil give 
manure-water once or twice a week. 
Calceolarias are gross feeders and like 
lic^uid stimulants. Continue to treat in 
this way, and put a thin stick to each 
flower-spike as it gets long enough to re- 
quire support ; keep on shading when the 
bloom is open, during which time give 
more air. When the flowering is over such 
of the best varieties as are considered worth 
Slaving seed from must be well attended to 
until it is ripe, when they may be dis- 
carded, and a fresh lot raisea from seed. 

Where the shrubby kinds are rais^ 
fix)m seed the treatment should be similar 
to that which has been described for the 
herbaceous varieties, except that, being less 
vigorous growers, they do not need so 
much root-room the first year as advised 
for the largest of the herbaceous sorts. 
Cuttings may be put in at any time durinc 
the spring or autumn — ^about March will 
usually be the best. Take the young side 
shoots whilst the wood is soft and they 
consist of about three joints ; remove the 
lowest pair of leaves, and put four or five 
together in 6-inch pots filled with sand. 
Keep <]^uite moist, moderately close, and 
shaoed in a temperature of about 50°. They 
will root in two or three weeks, when give 
more air, and move singly into 4-inch pota 
drained and filled with soil similar to that 
advised for the herbaceous kinds. The 
after treatment will also be similar except 
that when the plants begin to move freely 
the leading shoots should be stopped to 
cause them to grow bushy ; when the 
shoots thus induced to break are large 
enough, each should be tied out to a small 
stick. As soon as the soil is moderately 
filled with roots, move the plants into 



Digitized by 



Google 



88 



Chreenhouae and Stove Plants. 



7 or 8 inch pots, now giving plenty of air. 
They will flower nicely through tne latter 
part of summer, and to help them give 
manure-water once or twice a week. 
After blooming the shoots should be well 
shortened back, and the plants given 
ordinary greenhouse treatment through 
the autumn and winter. Early in spring 
give pots 2 or 3 inches larger ; remove a 
portion of the old soil and replace it 
with new of a ^ood rich description such 
as hitherto advised. Tie the snoots well 
out as they advance, and treat in other 
respects as in the previous spring. This 
season they will make good blooming 
specimens, and will be very useful for 
conservatory decoration. To assist the 
natural disposition to keep on flowering 
give manure-water regularly. When the 
autumn comes round they may either be 
discarded to make way for younger stock, 
or again cut back and managed through 
the winter and following spring as before ; 
if required they will last oy this kind of 
treatment for several years. 

Insects. — Calceolarias are not much 
affected with any insects except aphides, 
which are very partial to them. The 
shoots should be looked over every ten 
days or fortnight, and immediately any of 
the insects are discovered fumigate slightly, 
repeating the application until the aphides 
are killed. These plants do not like sevej:e 



OALLIOABPA PUBPUBEA. 

The diff'erent species of the genus 
Callicarpa are most remarkable for the 
pretty appearance of their fruit C. 
purpurea, an evergreen stove shrub, is the 
most desirable kind ; it is easily managed 
and is very effective when its numerous 
berries have attained their bright colour. 
It strikes readily from shoot cuttings put 
in in spring in sand, kept moist, close, and 
shaded in a temperature of 70*. When 
well rooted they should be moved singly 
into 3-inch pots and kept in the same 
temperature until the young plants get 
estaolished ; afterwards 5" less will be 
enough in the night, and it should be 
allowed to rise by day in proportion to the 
state of the weather. Pinch out the points 
of the shoots, and keep the plants near the 
glass ; give air in the day, with a little 
shade when necessary. As soon as the soil 
is fidl of roots give 8 or 9 inch pots, and 
again stop the points, putting a sticK to sup- 
port the leader. Through the summer treat 
as required by the ordinary winter de- 
corative plants that want to be kept closer, 
and in an atmosphere somewhat more 



moist than that of a greenhouse, with a 
little shade in bright weather. When the 
pots have got well filled with roots, manure- 
water will be beneflciaL In the winter 
place the plants where they can be kept in 
the night at a heat of about 55^ When 
the berries get fully coloured the plants 
are very effective, and remain so for a 
lengthened period. It is a native of 
India. 

Insects. — Aphides sometimes attack this 
Callicarpa ; the remedy is fumigation with 
tobacco. 

CAMELLIA. 

Among the immense number of green- 
house flowering plants that have been 
introduced into tnis country, it would be 
difficult to point to any that surpass the 
Camellia either in the general estimation 
in which it is held, or in its adaptation to 
the various purposes for which flowers are 
required. True, neither the plant, taken 
as a whole, nor its individual flowers, can 
lay claim to the graceful elegance possessed 
by many things in cultivation ; yet> in a 
well-grown example of Camellia, especially 
of a white variety, clothed with its chaste 
flowers, backed by ample, glossy, deep- 
green foliage, there is a massive grandeur 
equalled by few plants. Nor do the 
flowers individually, when fully blown, 
and grouped with the choicest productions 
of the stove or Orchid-house in a vase or 
epergne, or the half-opened buds that grace 
a bridal bouquet, lose by comparison with 
the fairest of flowers grown. When we 
add that, if desirable, the flowers may be 
had nearly the year round, that the plant 
is easily grown, and that with fair treatment 
it will last individually half a century, we 
have an assemblage of properties that place 
it in the front raiSc of flowering subjects. 

The first of the species that found its 
way to this country came before the 
middle of the last century ; but it was 
about 1824, when the double white (alba 
plena) and the red semi-double reticulata 
made their appearance, that their value 
was fairly understood. These were followed 
by numerous others, of more or less merit, 
and from these have spnmg the numbers 
of grand varieties that we now possess, and 
which have so well rewarded tne care and 
patience of the seedling-raiser. Some of 
the semi-double varieties seed tolerably 
freely, and the seeds can be induced to 
vegetate without difficulty ; but the raising 
of new varieties may be safely left in the 
hands of those who interest themselves in 
this kind of work, and it will be better to 
confine these remarks to the general details 
of cultivation. 
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Though Camellias strike readily from 
cnttings made of the half-ripened shoots, the 
more usual andaLsomoresatisfactorymethod 
of increase is by grafting in some of the 
oidinary ways on the free-growing single 
kinds ; but this work, also, will be 
generally better left to those who make 
the propa^tion of this and kindred subjects 
their business. In the selection of young 
stock to grow on, there are two things to 
be kept in view — first that the plants should 
be in a free vigorous state, not pot-bound, 
and that they should be of the right shape. 
Quantities of the young plants sold are 
wanting in the latter requirement. They 
usually consist of a single shoot, inserted 
in the stock some 6 inches above the 
collar, and allowed to grow on with a 
leading stem ; from this, at 10 or 12 inches 
above the pot, proceed several weaker 
shoots, which seldom get a chance of 
attaining their wonted strength through 
the leading shoot being allowed to run 
away with more than its share of sap ; and 
the result is that in after years these side 
branches die off, and leave the plants 
naked and bare at the bottom. If the 
leader had been stopped at the proper 
time so as to induce the production of 
three or four shoots of equal strength, and 
these in their turn had been again timely 
shortened to cause them to breiuc back, the 
foundation for a well-shaped specimen in 
the future would have been laid. Half 
the Camellias we meet with are spoilt in 
the early stages of their existence for want 
of sufficient use of the knife. Camellias 
are naturally of a bushy habit, and for 

Ceral purposes are much best grown in 
h form. 

Younjj plants procured early in the 
spring, just before they b^^in to grow, 
may at once be placed in a night tempera- 
ture of 66**, and the heat may be allowed 
to rise 10" or 15" in the day-time. Keep 
the soil well moistened, and syringe over- 
head once or twice a-daj, as Camellias 
require to be kept, especially during the 
growing season, moist at the roots and in a 
humid atmosphere. Previous to the com- 
mencement of growth the branches should 
be tied out, so as to admit light to the 
centre of the plants, and to give them the 
required shape ; but in this training the 
shoots must not be bent down to a hori- 
zontal position as advised with most hard- 
woodea subjects. If this is done the effect 
will be to stop the points of the branches 
from extending furtner, and to cause them 
to break back in a way neither requisite 
nor desirable. Any branch that is stronger 
than the others, it will be well to tie down 
a little lower ; thus the others will be 



strengthened, and when growth has fairly 
commenced any shoots that show a disposi- 
tion to take an undue lead shoula be 
pinched out. This is much better than 
letting them grow on to the end of the 
season, and afterwards cutting them back, 
as the latter plan causes a waste of strength, 
as well as a sacrifice of time in getting the 
plants up to a useful size. 

During the growing season they will 
need a thin shade to protect them from 
the direct influence of tne sun ; but never- 
theless they must have plenty of light, and 
not be stood too close together. To over- 
shading and overcrowding through the 
growing season may be attributed the 
unsatisfactoiT condition in which these 
plants are often found. Give a moderate 
amount of air in the early part of the day, 
and shut up soon enough to secure, by the 
help of the sun, a warm, close atmosphere 
in the evening. When the shoots have 
ceased to extend further, the flower-buds 
will form in the points. As soon as these 
are fairly distinguishable pot such as re- 
quire it; for although Camellias ai>e plants 
tnat do not need or will not bear so much 
root-room as many things, they must not 
be allowed to get pot-bovmd. If the plants 
are in 6 or 8 inch pots, a 2-inch shirt will 
be enough. They will thrive in either 
loam or peat; the latter induces more 
luxuriant foliage, with a greater disposi- 
tion to growth, but good turfy loam is 
E referable, as it does not so soon get ex- 
austed, and the plants usually flower 
freer in it The turf, cut about 2^ inches 
thick, should be stacked sufficiently long 
before use, but not longer than necessary 
to allow of the roots of the grass dying, for 
if these are further decomposed the plants 
do not grow so freely in it^ and the soil is 
more liable to get into an adhesive state 
before it is fully occupied by the roots. 
The turf should be broken by hand, into 
pieces about the size of small walnuts for 
young stock, and larger for such as are 
older ; add sand in proportion to the more 
or less sandy nature of the loam, bearing 
in mind that they should never need shak- 
ing out, or the removal of any considerable 
portion of the soil ; therefore enough sand 
should be mixed with it to ensure continued 
porosity. 

Before moving the plants from the pots 
thejr occirpy, see that the baUs are quite 
moist Ifin good condition the roots will 
be closely interlaced round the ball, often 
enveloping the drainage material, which 
should be removed completely ; disentangle 
a portion of the outside roots, so far as can 
be done without much breakage — they are 
very brittle ; drain well with clean crocks, 
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covered with some of the turfy matter 
selected from the soil, so as to eflPectually 
prevent the finer portion from getting down 
among them. In potting, ram the new 
soil to make it quite close and as solid as 
the ball. If this is not done, when water 
is given it will pass off through the new 
material, leaving the old quite dry, in 
which case a sickly condition of the plants 
will follow. After potting, replace them 
in the house or pit they have previously 
occupied, keep them a little close, shade as 
heretofore, and syringe in the afternoons. 
They will not need water at the root for 
some days, during which time any roots 
that have been broken will have time to 
heaL The reason for potting Camellias 
when their growth is approaching comple- 
tion, and at a time different from that 
found the best for most plants, is that early 
in the season, for some time previous to 
any development of top growth, their roots 
are actually at work, and from their ex- 
ceptionally brittle nature, especially whilst 
young, they cannot be disturbed without 
injury to an 3xtent that generally seriously 
interferes with the top growth for the 
season. The evil consequences of this are 
avoided by moving them at the time here 
advised ; but the potting, particularly with 
plants that have acquired considerable size, 
and whose flowering is of much conse- 
quence, must not be deferred too long — 
tnat is until the flower-buds have grown 
to any considerable size, or the inevitable 
result will be that they will fall off. The 
roots will soon enter the new soil, as, when 
the plants are in good health, they keep on 
growing after the wood-growth is com- 
pleted. They will now require no warmth 
but simply ordinary greenhouse protection, 
with plenty of air ; they should be slightly 
shaded duiing the middle of the day, when 
the weather is bright, so long as the sim is 
powerful. The soil even during the 
autumn and winter must never be aflowed 
to get dry. As to temperature, they 'will 
need nothing more than sufficient to keep 
out frost. 

Having a natural free disposition to 
flower, even in a very small state, they 
will bloom the ensuing spring, but if their 
flowers are needed for cutting, they should 
not have much or any of the wood re- 
moved with them while so young, or it 
will interfere with their growth ; for most 
purposes in which Camellia flowers are 
now used, they are cut or twisted off with- 
out any wood attached, and afterwards 
mounted on wires. This is a great gain to 
tJie plants, even when large and strong, as 
it enables them to produce a full crop of 
flowers every year, which was not the case 



when many of the shoots were cut with the 
flowers — a practice frequently carried so 
far as to bring about a stunted, unhealthy 
condition. Each subsequent year's treat- 
ment will be similar to that advised for 
the firsts so far as warmth, shade, and 
moisture during the season they are making 
their growth are concerned. They should 
be potted at such intervals as they require 
it, out this will not be necessary every 
year, even in their younger stages, and as 
they get large they will frequently go on 
for years witnout additional room. At the 
same time, they must not be too much 
confined at the root, and whenever they 
evince signs of weakness by making less 
growth tney should be moved to larger 
pots or tube. As they get big enough for 
the latter, any branches that show a dis- 
position to outgrow and impoverish the 
weaker ones should be shortened back and 
bent do^Ti ; but with sufficient room and 
fair treatment when the training has been 
properly attended to in the early stages of 
their existence, the natural habit of most 
varieties is such as to entail little difllculty 
on this head. 

Some growers fully expose their plants 
out in the open air during the summer 
after the flowers are set ; but this is a bad 
practice, oa if stood where the foliage is 
sufficiently shaded by trees or walls . to 
prevent its getting discoloured by the sun, 
they are exposed to heavy rains, whereby 
the soil gets saturated to an extent that 
causes it to become sour. This often in- 
duces a diseased condition of the roots, or, 
if less serious in its consequences, causes 
the buds to fall off later when they should 
be near approaching expansion. The buds 
will drop too if the plants ever get too dry 
at the roots after the buds have attained 
any considerable size, or if they are kept in 
too high a temperature with insufficient 
moisture in the atmosphere ; in fact, 
Camellias will not bear any attempt at 
forcing. Some kinds however open their 
flowers much more freely in a temperature 
a little above that of an ordinary green- 
house, but where there is a disposition to 
accelerate their flowering, 45* to 48* in the 
night, with 6* or 8** more in the day, is hot 
enough. 

If Camellias are required to bloom 
earlier than they have done the preceding 
year, they should, after the flowers are set, 
be kept in heat until the buds are grown 
to a size that will enable them to expand 
without the application of anything much 
above a greenhouse temperature, after they 
have once been removea from the warmtn 
to which they have been subjected whilst 
making growth and setting their buds. 
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Though they may be kept in a temperature 
Buch as existed whilst the growth was 
being made, even until the flowers expand 
if such be desirable, their removed from 
the influence of such heat appears to in- 
duce a slower condition of flower develop- 
ment that will bear little attempt at 
acceleration. Camellias look well trained 
over a back wall in a greenhouse or cool 
conservatory, either grown in pots, tubs, or 
planted out. In the last way they increase 
m size more rapidly, as they do, also, when 
planted out in a well-prepared bed in the 
Dody of the house. So treated, they thrive 
in a way that cannot be equalled by pot or 
tub culture ; but when they are to be 
grown in this manner they should not be 
planted out in a very small state, as the 
limited quantity of roots tliey possess are 
not able to take hold of the large body of 
soil before it gets into a sodden state. The 
principal objection to planting a collection 
of Camellias out is, that the system does 
not admit of a portion of the stock being 
removed to cooler quarters after the buds 
are set, so as to retard their flowering and 
thus aJfford a longer succession, or of 
starting some later with the same object ; 
neither can the plants be so readily washed 
with any insecticide for the destruction of 
insects. 

When Camellias that have attained a 
moderate or considerable size happen to 
get into a stunted condition, with an in- 
sufficiency of branches and foliage, there is 
no method equal to planting out for re- 
storing them to health. Where this has to 
be done, a bed of good turfy loam or peat, 
if the plants are much enfeebled, should be 
prepared, with enough sand added to 
ensure porosity. It should be made at 
least 6 inches deeper than the depth of the 
balls of the plants, and the bottom well 
and carefully drained ; into this they 
should be turned out, either in spring 
before growth commences, or, better, after 
the growth is fully completed, but in the 
case of plants in the state under considera- 
tion the later time of moving is not of so 
much importance. To prevent any possi- 
bility of the balls getting dry it wul be 
well to puncture them freely from the 
8Qr£ace to the bottom with a stout iron 
wire in the form of a skewer. With the 
same view also the soil surroimding the 
ball must be well-rammed, and made an 
inch or so higher than the surface of the 
jjall, so as to force the water civen through 
it After the first season, when the roots 
have extended, the soil thus raised may be 
levelled down. Camellias so treated 
generally break out quantities of young 
ehoots m)m the old wood, and in a few | 



years get dense and full of growth, when, 
if desired, they may be taken up and re- 
placed in pots or boxes. This should be 
done as soon as the buds are set, keeping 
the plants close for some weeks. If the 
operation is carefully carried out, and they 
are afterwards fairly treated, they will 
generally flower freely the ensuing winter 
and spring. 

When Camellias get into a straggling, 
naked condition it is frequently desirable 
to cut them right back to the strong 
branches, or to head down so far, removing 
the top altogether to within 8 or 9 inches 
above where grafted. The union with the 
stock is usuSly easily to be seen, and, 
although no eyes on the stem are per- 
ceptible, it will break into crowth at every 
place where there was a leaf during the 
earliest existence of the scion ; but heading 
down, or even cutting back to any extent, 
should never be attempted unless the plants 
are fairly stocked with healthy roots, as 
death will most likely be the result. The 
operation ought to be carried out in the 
sprinc, a month or so before the wood-buds 
have begun to swell ; if deferred later, the 
stools generally bleed to an injurious ex- 
tent When headed down they should be 
placed in a gentle heat and the soil kept 
slightly moist, but not wet A little more 
water may be given when broken fairly. 
Keep during the summer in a growing 
temperature, with a moderately humid 
atmosphere. They usually make long, 
vigorous growth, which will need stopping 
and slightly tying out so as to make them 
shapely. 

The after treatment required will be of 
a similar nature to the ordinary stock. 
There is some difference of opinion 
amongst growers of Camellias as to the 
use of manure -water. We have tried 
liquid stimulants of difiPerent kinds, and 
have fovmd them decidedly beneficial (es- 
pecially to plants that are rather deficient in 
pot-room), when given j ust before and during 
the season of their making growth, but at 
no other time. Liquid from stable manure 
with a little soot added will well answer 
thepurpose. 

The lollowing is a list of the best kinds, 
old and new : — 

(7. alha plena (double white). Still un- 
surpassed for all properties. 

C, Archduchesse Marie, Red, banded 
with white, imbricated ; flowers very 
double. 

C Bealii. Very deep crimson. One of 
the best ; flowers late in spring. 

C. Bonomiana, White, banded with deep 
red. 

C. candidimma. Medium -sized flower 
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of the purest white ; blooms late in spring. 
Should have a place in the most select 
collection. 

C, ChandUrii. A strong-growing crimson 
kind, very showy. 

C. M, Hovey, Deep velvety crimson, 
with dark shading ; very distinct 

(7. Contessa Lavinia Maggi, White, 
striped with carmine; flowers very large. 
Unsurpassed amongst the striped varieties. 

C. Chip of Beauty. White, striped with 
rose; good form, and beautifully imbri- 
cated. 

C. Donckelaari. Semi-double, rich crim- 
son, beautifullv marbled with white. 

C, Duchesse ae Berri. Pure white, cupped, 
and beautifully imbricated. 

Cfimbriata. Pure white, very double, 
splendidly imbricated, fringed petals; a 
superb variety. 

(7. Henri Favre, Flowers beautifully im- 
bricated ; colour pinkish rose. A splendid 
variety. 

C. imhricata. The finest of all the 
double reds; flowers sometimes marbled 
with white. 

C. irrUmcata alba. White, sometimes 
striped with carmine ; a fine variety. 

C. Jenny Lind. White, striped and 
spotted with rose. 

C. Jvhilee, A pinkish white, specked 
and splashed with rose. 

C, Jjody Hvm^s Blush, Carmine, with 
a white tint — a beautiful kind, the plant 
somewhat straggling in growth. 

C, Mathotiana, Large, rich crimson ; 
imbricated. A magnificent kind. 

C, Mathotiana alba. Pure white, similar 
in every respect to the preceding, except 
colour. Very fine. 

C. Monardi. Rich scarlet veined with 
crimson, irregular centre; a large fine 
flower. 

C, Mrs. Abbey Wilder. Ivory white, 
striped with rose, well imbricated. 

€. Mrs. Uovey. Light pink ; of medium 
size. 

G. Napoleon III. Rosy-crimson, edged 
with white. 

C. Princess Baccioehi. Deep glossy car- 
mine, regularly imbricated; a beautiful 
kind. 

C. Princess Frederick William. White, 
tipped with carmine. 

U. reticulata. A semi-double kind, with 
very large bright rose flowers. 

6. Storyi, Outer petals bright rose, with 
a whitish centre. 

G. Targioni. White, striped with cerise; 
a beautiful imbricated flower. 

C. Teutonia, Pale rose, striped with 
white. 

C. Thomas Moore. Bright carmine, 



shaded with crimson; flowers large and 
well imbricated. 

C. tricolor inibricata plena. Blush white, 
flaked with rose and carmine. 

C. Valtevaredo. Bright rose, sometimes 
spotted with white ; imbricated. A large 
and magnificent flower. 

C. Vicomie de Nieuport Beautiful roee, 
large, and finely imbricated. 

Insects. — Camellias suffer from most 
insects that infest pot-plants, although it 
is only in extreme cases of neglect that 
thrips or red spider do them harm. Mealy 
bug will live and thrive upon them, but 
from the nature of both wood and leaves 
is easily removed ; brown scale is also 
sometimes troublesome, increasing fast 
during the growing season, but as it con- 
fines itself principally to the leaves, it is 
easily removed by sponging. White scale 
is their greatest enemy, and is difficult to 
eradicate if once it ^ets to a head, getting 
into every crevice in the bark, on the 
shoots, the leaves, and on the buds. Careful 
and thorough brushing, with the use of a 
small-pointed stick of soft deal to get into 
the crevices, where the insect takes up its 
quarters, and spongingtheplants afterwards, 
constitute the oest method of keeping down 
the pest 

0AMP7L0B0TBYS. 

Interesting stove plants of shrubby habit, 
grown principally for their foliage, which is 
pretty when tneyare kept clear from insects, 
but if these are let to get ahead they injure 
the leaves. They are easily propagated 
from shoot cuttings in spring ; several 
should be put together in moderate-sized 
pots filled with sand, kept moist, close and 
shaded, in a temperature of 70°. When 
rooted pot singly ; peat with some sand 
and a little leaf-mould suits them best As 
soon as they begin to move freely stop the 
points of the shoots to induce bushy 
growth : stand in a light position, and give 
a little shade in bright weather, wiUi a 
moderate amount of air in the day, durin£[ 
which they will bear a temperature of 8? 
through the summer. Towards the end of 
June give pots two sizes larger, and 
continue to treat as hitherto. Syringe 
them freely overhead at closing time, until 
the end of August, when discontinue it as 
well as the shading. Winter in a night 
temperature of 66 or 58° and stand as 
near the roof as convenient, give larger 
pots in spring, and treat subsequently as in 
the previous summer ; they will make nice 
specimens in one season. 

The following are desirable kinds : — 

C, Ohiesbreghtii variegata. 
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C, pyrophylla, 

(7. refutgens. 

C, rtgaiis. 

All me above have vari^;ated leaves. 

Insects. — Mealy bugs and thrips are 
often troublesome on these plants. Syring- 
ing in summer and sponging in winter are 
the best remedies for the former ; for the 
latter fumigate. 

OANNA. 

Although mostly used for planting out- 
of-doors in summer Cannas are fine Con- 
servatory plants when grown in pots, where 
their ample leaves and distinct flowers are 
very effective. 

They are easily raised from seeds sown 
in heat in sprine and ^wn under the 
usual conditions, but it is much better to 
depend on the best selected kinds, as 
.seedlings do not come true to character. 
They are readily increased by division of 
the crowns, which should be separated and 
potted singly early in spring oefore they 
oegin to grow. Keep them for a few 
weeks in an intermediate temperature 
until they get established, and some progress 
is made. All that is further required is to 
give larger pots as additional root-room 
becomes neeoful. Through the latter part 
of spring and during summer let them have 
plenty of light and air, with such shade as 
IS found requisite to keep the leaves from 
injury. Syringe freely daily, and give 
abundance of water to the roots through 
the siunmer. When autumn comes and 
the plants get shabby, head them down 
and keep in the pots in a semi-dry state in 
a temperature of 46° to 60° during the 
winter. 

The undermentioned are fine kinds, 
hybrids of C. indica : — 

C, Annei rubra. Scarlet flowers. 

C. Bihorelli splendens. Scarlet flowers. 

C. Chatei discolor. Fine dark leaves. 

(7. eompada. Flowers yellow and red. 

(7. Daniel Hoibrenck. Yellow flowers. 

C. discolor. Dark stems and leaf 
margins. 

C. Ehemannii. Brilliant carmine. 

C. ereda. Red flowers. 

C. erecta foliis siriatis. Variegated. 

C. Gloire de Lyon. Orange flowers. 

0. indica superha. Red flowers. 

C. Maiestueuse. Orange flowers. 

C. Onflamme. Flowers orange-salmon. 

C. Prince Imperial. Crimson flowers. 

G. Rendatleri. Orange flowers. 

C. rubra superhissima. Orange-red flowers. 

C. Van HoutteL Orange-red flowers. 

G. JFarscewiczii major. Scarlet flowers. 

Insects.— Syringe freely to keep down 



red spider; if aphides are troublesome 
fumigate. 

OANTUA BUXIFOLIA. 

This is a Peruvian plant, with somewhat 
the appearance of Fuchsia corymbiflora in 
the way its flowers are produced, but it is 
not so strong a grower, and the leaves are 
very much smaller than those of the Fuchsia 
in question. 

The plant has an erect habit of growth, 
and is more inclined to spire up than to 
form a dense bush. It is best suited for 
clothing the supporting pillu^s of a green- 
house or conservatoiT, for which pur- 
pose it has few equals ; there its large 
drooping panicles of long, tube-shaped, 
crimson flowers are seen to the best ad- 
vantage. Although seldom met with it 
deserves a place in every greenhouse. It 
succeeds with similar treatment to that 
advised for Fuchsias, which see. It flowers 
in spring, or early summer, according to 
the temperature kept up in the house it is 
grown in* 

OABNATION. 

(Perpetual Flowering.) 

The Tree Carnations, so called from the 
tall straggling form that the old varieties 
formerly otowu naturally had, have been 
supersedea by a race of plants that possess 
a bushy habit of ^owth, with free and 
continuous disposition to flower, so that 
with a sufficient number of plants they 
may be had in bloom all the year round. 
Carnation flowers are justly held in high 
estimation for bouquets and other arrange- 
ments of a like nature. Perfume, enduring 
properties, and beautiful colours go to 
rank them amongst the most attractive of 
all flowers. 

They can be raised in different ways — 
from seeds, cuttings, and layers. The 
seeds should be sown about the beginning 
of February in shallow pans or boxes, in 
sifted loam, with some leaf-mould and 
sand added. Just cover the seeds with 
soil ; stand in a temperature of 55'* or 60', 
and they will soon vegetate. Then place 
near the glass and give air in the day so 
as to prevent the growth from being 
drawn ; as soon as the young plants have 
got two or three leaves each put them 
singly into small pots, using soil similar 
to that in which the seeds were sown. 
The increase of sun-heat will now do away 
with the need of fire-heat, except when the 
nights are cold. When the roots have 
made some progress the plants should be 
moved to a cold frame, and aired freely so 
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as to prepare them for planting out in the 
onen ground towards the end of May. 
Choose an open place where the soil is of 
a good descnption, and dig in some rotten 
manure and leaf-mould. Put the plants 
a foot apart, with a little more room 
between the rows ; pinch out the points, 
otherwise they will not be furnished with 
sufficient shoots, and give water in dry 
weather. In September lift them and put 
in 6 or 7 inch pots in good rich loam, 
to which add a little 1^-mould, rotten 
manure, and sand ; water moderately, and 
stand in a light house or pit near the glass. 
The plants should now he furnished with 
from four to half-a-dozen shoots each ; 
these will push up flower-stems through the 
autumn, and come into bloom sooner or 
later according to the warmth they are 
subjected to. When the flower-buds are 
prominent a temperature of 50** in the 
night will accelerate their opening ; such 
as are required for later flowering must be 
kept cooler. After blooming the plante 
ought to be again turned out in May, or 
later in the case of those that have been 
kept back for late spring flowering. In 
all cases cut out the old bloom stems at 
the bottom as soon as the last flowers are 
over ; if this is not well attended to with 
the young plants, as well as with the old 
and large, they get into a tall imsightly 
state, and are much less manageable. 

When out in the open ground they must 
not want for water, or be allowed to suflPer 
through the ravages of aphides. Again, 
in September take up and put them in 
pots 7 or 8 inches in diameter, and treat 
as in the preceding season. A portion of 
the plants this second season should not 
have their shoote stopped ; these will 
come into bloom early in the autumn, and 
be succeeded by the remainder that have 
had their shoots pinched back about July. 

Cuttings should be struck in autumn, 
several together in 6 or 6 inch pots filled 
with a mixture of sand and loam. Stand 
them on a slight hot-bed, and if kept 
shaded and moist they will soon root. 
Then they must gradually be subjected to 
more air and a lower temperature, after 
which, put singly in small pota, and keep 
them through the rest of tne season in a 
frame or pit. Winter out of the reach of 
frost ; stop the shoots, and turn them out 
in a bed in May, and treat subsequently 
as recommended for the plants raised from 
seed. Layering should oe carried out in 
the summer, about the same time as in 
the case of the exhibition varieties o^ 
Carnation. 

The following are all good kinds : — 

G, Alegatiere. Red. 



C. Andalusia. Primrose yellow. 

C. Cassandra, Buff ground colour, edged 
with scarlet 

a Fire-Fly. Scarlet 

C. Oloire de Nancy. Pure white. 

a La Belle. White, 

C. UHermine. White. 

C. Lucifer. Intense bright scarlet 

C. Mary Morris, Rose colour. 

C, Miss Jolliffe. Pale pink. 

C. Mont Blanc Pure white. 

C. Mrs. Georae Hawtrey, Yellow. 

C. Mrs. Maclaren. Crimson bizarre. 

C. Osman Pacha, Bright scarlet 

C, Reveru, Scarlet, at times striped. 

C, Souvenir de la Malmaison. Bluah 
white. 

C, Souvenir de la Malmaison. Pink 
varietv. 

C. The Qy£en. Pure white. 

G. Vestal. White. 

C. Warrior. Deep scarlet 

Insects. — Aphides are often trouble- 
some, but can be got rid of by fumigating 
with tobacco or dipping in tobacco-water. 
Mildew sometimes affects them, for this 
dust with flowers of sulphur. 

OABYOTA. 

A tall-growing genus of Stove Palms, in- 
digenous to widely different parts of the 
world, being found in America, China, and 
India. For propagation and cultivation, 
see Palms, general details of culture. 

G. urens (syn. : G. Boholifera). A stately 
tall-growing species, extremely useful in 
the country wnere it grows ; it yields in 
quantity a saccharine juice, which is made 
into Palm wine, and also sugar. This 
Palm attains a large size before it begins 
to flower ; afterwards the blooming process 
is continued until the plant dies, evidently 
from the exhaustion thus caused. It is 
indigenous to Cevlon, Malabar, Bengal, 
and other parts of India. 

OASSIA OOBTMBOSA. 

This handsome bright yellow-flowered 
greenhouse plant is from Buenos Ayres. 
It belongs to a very numerous family in- 
digenous to a wide extent of country, over 
both the eastern and western hemispheres, 
but few of them are of much account for 
cultivation in greenhouses. It is of com- 
paratively easy growth and a very suitable 
subject for beginners in plant-growing to 
try their hands at, as it is not very im- 
patient in respect to water. It is more 
deserving of cultivation on account of its 
colour, yellow not being common among 
plants adapted for pot-culture in houses 
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where a night temperature of 40" or lower 
is kept up during the winter season. It 
has long been known in this country, hav- 
ing been introduced towards the close of 
the last century ; and it is one among 
many of fine things that some years back 
were allowed to fall into comparative 
neglect More recently the way in which 
it has been produced bv some growers has 
shown what it Ib capable of when fairly 
treated, and it is now receiving the atten- 
tion that its merits deseiTe. When 
thoroughly well managed it is effective as 
an exhibition specimen for late summer 
use, but from its continuous flowering dis- 
position, rather than from an ability to 
produce an extraordinary q uantity of bloom 
at one time, it is better adapted for green- 
house or conservatory decoration than for 
the exhibition stage. It is a free, compara- 
tively strong-rooted plant, not particular 
as to soil, thriving in either peat or loam ; 
but as most things of a similar character 
that will succeed in loam are more disposed 
to flower freely in it than in peat, it is 
better to grow it in loam, which should be 
of a good fibrous nature, containing natu- 
rallvor mixed with it a sufficient quantity of 
Sana to keep it in an open poi-ous condition. 
This is more essential as the plant will, 
with ordinary care, last for a number of 
years, and moreover, it does not like that 
mutilation of its roots which is inseparable 
from shaking out. 

Cuttings taken off with a heel about the 
beginning of March, will strike under the 
ordinary conditions of moderate heat and 
moisture, if kept close, with a little shade 
when the sun is bright In six or eight 
weeks they should be well-rooted so as to 
bear moving into 3-inch pots. Keep them 
warm and a little close until the roots have 
begun to move freely, then stop the points 
and give more air, but still encourage 
growth by a genial temperature, and 
moisten them overhead at closing time in 
the afternoons. About the beginning of 
July move them into pots 2 inches larger, 
and continue to encourage growth until 
the end of August, when admit more air, 
and give greenhouse treatment through the 
winter. In March move into pots a couple 
of inches larger. Use a fair amount of 
drainage, break the soil up by hand into 
pieces about the size of walnuts, and be 
careful that it contains no worms. It is 
necessary to be more mindful in this 
matter with loam than it is with peat, as 
the latter is not so subject to worms. A 
little well -decomposed manure may be 
used, but not more than one-sixth, or the 
soil will be made too Hglit, in which case 
it shrinks into little room as the manure 



becomes further decomposed ; pot firmly, 
pinch out the points of the shoots, and at 
once train them out in a horizontal posi- 
tion, bringing them down as nearlv as 
possible on a level with the rims of the 
pots. 

If the plants can be placed in a light 
house, where a night temperature of 46° 
or a little higher, is kept up, they will 
progress all the quicker. If there happens 
to be at hand a pit where the above con- 
ditions as to temperature exist, with plenty 
of light, it will answer for them in every 
way ; but although this Cassia will make 
much greater progress with a little extra 
warmth, it is by no means advisable to 
subject it to hot treatment, which has the 
effect of producing weak, elongated growth. 
After a few weeks the plants will get esta- 
blished, and should have plenty of air, but 
do not place them in the way of a direct 
draught As tlie days get longer, with 
more solar heat, syringe them overhead in 
the afternoons, and close the house while 
the sun is upon the glass ; by midsummer, 
if all has cone well, they will have made 
6 inches of growth, and should again have 
their points pinched out It is necessary 
to persevere with stopping while the plant 
is young so as to correct its natural ten- 
dency to straggling growth, otherwise the 
base will not be sufficiently furnished. 
Directly they have again broken into 
growth give them another shift ; 2 inches 
additional will be enough, as, although a 
strong-rooting subject, it does not make a 
profusion of roots. Use similar soil to that 
recommended for the first potting, and con- 
tinue to treat as hitherto ; give more air in 
August and September, and leave it on at 
night as well as day to ripen the growth. 
In September cease syringing overhead to 
stop growth. 

As autumn advances, go over the plants 
and put them into shape : they do not 
require many sticks, but use sufficient 
to Keep them in proper form. Through 
the winter let them be in a light situation, 
and in a temperature of about 40'' during 
the night, witn considerably less water at 
the roots. Again in March give them 
another 2-inch shift, and once more pinch 
out the points of the shoots as heretofore, 
keeping them a little close after potting. 
As growth increases train tlie branches out, 
and keep them well down ; this will cause 
the plants as they get strong to break back 
in tne old wooa near the centre. Treat 
through the spring as in the preceding 
season. By the end of June tne young 
shoots will have made considerable pro- 
gress, but must not be stopped this summer, 
otherwise the flowers, whicn are produced in 
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succession as the growth advances, will be 
sacrificed. The plants will now be very 
useful for decoration of the conservatory, 
to which structure they may be removed ; 
there they wiU keep on blooming until the 
autumn is advanced, when they should be 
transferred to their winter quarters, in a 
similar temperature to that m which they 
were kept the preceding season. As the 
previous season's shoots will have attained 
a good length through being allowed to 
grow without stopping, they should in 
the spring, a little before growth com- 
mences, be cut back to within 6 inches of 
the point to which they were last spring 
stopped. If not well shortened in this way 
the plants will get an untidy, straggling 
appearance, as the leaves are not long 
retained on the old wood. When they 
have fairly broken into growth give them 
pots 2 inches larger, and treat as previously 
advised through the summer and succeea- 
ing winter ; m the spring again shorten 
back the shoots, but unless very large 
specimens are wanted it will not be neces- 
sary to repot them — the requisite assistance 
can be given by the use of manure- water 
once a week, fey stimulants of this kind 
the plants may be kept in good healthy 
flowering condition another summer, after 
which it will.be needful either to give 
larger pots or to remove several inches of 
tie surface and replace it with new soil 
containing one-fifth part of rotten manure. 
This is one of the comparatively few hard- 
wooded greenhouse plants that will bear 
this replacement of the surface soil without 
danger of injury to the roots or collar. 

Tliis Cassia is equally well adapted for 
covering a back wall in a greenhouse or 
conservatory, or for clothing a pillar ; in 
the former case it should be planted out in 
a well-prepared border of good sandy loam, 
with drainage enough to ensure a ready 
exit for the large quantities of water a plant 
with such an amount of leaf-surface will 
require. Small plants, previous to turning 
out, should be grown for a season, as 
advised for pot specimens, so as to get them 
furnished with enough roots to enable them 
at once to lay hold of the soil when put 
out, which should be in the spring beiore 
growth has commenced. The roots ought 
to be opened well out so as to give them 
from the first their required position, for 
if just merely turned out with the ball 
entire, and the roots undisturbed in the 
spiral curved form they necessarily have 
attained whilst confined in a pot, the plants 
in all probability will make little progress. 
In training keep the strongest branches 
the lowest horizontally and allow the 
weaker ones a more upright position. 



This will tend to equalise the strength. 
Keep them stopped sufficiently to cause 
them to break enough shoots to cover the 
required space, and to furnish each summer 
an even clothing of young flowering 
branches. When this plant is so manag3 
it has not the fault of many climbers in 
blooming only at the extremities of the 
shootB, and leaving a large portion at the 
bottom destitute of flowers. Plants in 
such a situation can be kept in a vigorous 
state by the use of manure-water and 
surface-dressings of rich soil. 

Insects. — This Cassia is not much sub- 
ject to the attacks of insects. Red spider 
will live upon it, for which a regular use 
of the syringe is the best antidote. Thrips 
and greenfly are also sometimes communi- 
cated to it from other plants, but can easily 
be destroyed by fumigation or syringing 
with tobacco-water. S<»le will likewise 
live on it If it is much affected with this 
pest the best plan is, to cut well in a 
short time before growth commences in the 
spring and wash thoroughly with insecticide 
sufficiently strong to destroy the scale. 
Repeat the dressing and brush it into 
the inequalities of the bark three or four 
times before the plant breaks into 
growth. 

OELOSIA. 

These are tender annuals, mostly natives 
of India, of which the Cockscomb with its 
near aUy Celosia pyramidalis are the best 
known and most generally cultivated 
kinds. Both are useful decorative plants. 
The seeds should be sown in pans in spring 
and stood on a hot bed where an inter- 
mediate temperature can be kept up ; just 
cover the seed and shade the surface from 
the sun. When the plants appear stiuid 
near the glass, and as soon as they are 3 
inches high move them singly into 3-inch 
pots, and drain moderately. Good turfy 
loam to which is added one-sixth of rotten 
manure, some leaf-mould and a little sand, 
will grow them welL Keep close for a few 
days and shade slightly from the sun ; this 
is necessary at all times in bright weather, 
for if the leaves are injured the appearance 
of the plants is spoilt Care must be taken 
that they never want for water, as the 
leaves will also suffer from this cause. 
Give air daily, and syringe in Uie after- 
noons at closing time ; a night temperature 
of 60° with proportionately more heat in. 
the day will answer for them. When the 
soil is fairly filled with roots put them in 
their flowering-pots — 8 or 10 inches in 
diameter will be quite big enough. 
Continue to treat as before, 8till\eep them 
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close to the glass and attend regularly to 
giying air, as without this and abundance 
of light the plants become drawn. As the 
bloom appears and the soil gets full of roots 
nve manure-water twice a week. When 
uie combs are fully grown the plants may 
be removed to the greenhouse or conser- 
yatory, where they will last fresh for a 
good many weeks. Tlie pyramidal form, 
which is much the most elegant and useful, 
requires to be similarly managed, and 
especial care should be taken mat the 
treatment is such as to favour short 
compact growth ; if this is not attended to 
it is apt to get so tall as to lose much in 
appearance. It is well to sow seeds of this 
variety early in spring, again in May, and 
later on at midsummer ; these sowings 
will give a succession that will keep in 
fr'esh condition until the end of the year. 
The different hues of this plant, from straw- 
colour and yellow through the various 
shades of pink and red to brilliant crimson, 
are very handsoma 

Insects. — The regular use of the syringe 
advised will keep down red spider. If 
aphides make their appearance fumigate 
carefully. 

0EL8IA AB0TUBT7S. 

One of the best of a somewhat curious 
genus of cool greenhouse plants now 
seldom met with. It is evergreen her- 
baceous in habit It can be raised from 
seeds sown in spring in an ordinary hot- 
bed or greenhouse, and when lai^ enough 
Sotted singly and grown on under green- 
ouae treatment ; it will do in either peat 
or loam. It bears yellow flowers, which 
fljypear in spring or summer. A native of 
Gmdia. 

Inskcjts. — If affected with thrips fumi- 
gate ; syringe regularly to keep down red 
spider. 

OENTBADENIA. 

These pretty dwarf-growing plants, be- 
longing to the Melastomads, are especially 
adi^tea for amateurs who have only the 
convenience of a small stove, as they 
cMi be grown and flowered well in 6 or 
8 inch pots. The flowers are small and 
individually of short duration, but they 
are produced in quantities successionally 
for many weeks ; tne leaves are long and 
narrow, proportionate in size to the plants, 
deep green above and violet or deep red 
on the under surface — ^in this latter respect 
the oldest introduced species, C. rosea, is 
the darkest The leaf-colouring renders 
this variety particularly useful for cutting 



in the winter to mix with flowers, as the 
leaves retain their colour for a month in 
water, and although the plants require 
heat to grow and flower in, the leaves will 
keep their beauty in a room with little or 
no warmth. Used in this way, altogether 
independent of the flowers, C. rosea is one 
of the most serviceable plants that can be 
employed for decorative purposes. Its 
dwarf, compact habit adapts it for stand- 
ing upon shelves near the glass, and 
thus placed, it receives that amount of light 
which is indispensable to induce the free 
opening of the flowers ; for if Centradenias 
are stood at a distance from the glass, and 
at all darkened by the shade of other plants, 
or are put in a house or pit that is dark, the 
blooms fall off without opening. Owing to 
this, many have been so disappointed with 
them as to give up their cultivation, affirm- 
ing that the flowers dropped unexpanded 
owing to the absence of sun in winter, 
whereas failure should be attributed to the 
plants not having been placed where they 
can receive sufficient light, and to over- 
watering at a season when the root action 
is very slight. Nor are these the only 
Melastomads that are thus affected, as 
several of both the stove and greenhouse 
species are subject to the same drawback if 
tney do not receive sufficient light. 

Centradenias wiU grow in either peat or 
loam, or a mixture of both, but we have 
always found that any plant that is at all 
subject to throw off its nower-buds is more 
liable to do so when grown in peat, or a 
mixture containing peat, than when loam 
alone is used. This points to the greater 
strength imparted by loam, although peat 
genemly produces freer growth witn a 
larger development of the leaves, and also 
imparts a deeper colour. Centradenias 
root freely from cuttings put in in 
spring or simmier when the wood is in a 
half-npened state, but it is better to pro- 
pagate them early. K the cuttings are 
put in during March in small pots drained, 
and filled to within an inch of the rim ynih 
a mixture of one-third sifted loam to two- 
thirds of silver sand, and one inch of sand 
is placed on the surface, they will root in 
a fortnight or three weeks in a temperature 
of 70°. Keep them moderately confined, 
but not too close, or the leaves are liable 
to damp; when rooted, gradually expose 
them to the full air of the house, and when 
the little pots are fairly filled with roots, 
shift into others 4 inches in diameter, use 
good turfy loam, pulled to pieces about the 
size of acorns, and add one-fifth of sand ; 
place them on a front shelf where they will 
receive plenty of light, but shade slightlv 
when the sun is powerful. It is not well 
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to grow them in too much heat ; an inter- 
mediate temperature of 60** in the night, 
with 10"* more in the day, through the 
summer, is hetter than a higher tempera- 
ture, which only produces weak growth — 
a condition by all means to be avoided. 
The natural habit is such that little or no 
support is needed, a single small stick to 
the main stem being all that is required. 
Pinch out the points of the leading shoots 
to induce them to break back and keep 
compact and bushy. It may be founa 
necessary to repeat this two or three times 
durinc the summer. Give them more air 
than tne majority of stove subjects require. 
This may be managed without interfering 
with the requirements of other plants 
grown in the same house by placing them 
near the spot where air is aamitted ; but 
although benefited by a free circulation of 
the atmosphere, they must not be sub- 

i'ected to draughts. Syringe them over- 
lead every afternoon througn the growing 
season, and close the house early enough 
to raise the temperature considerably for 
an hour or two. Give plenty of water at 
the roots. By the beginning of July they 
will want moving into the pots in which 
they are to flower ; these should be from 6 
to 7 inches in diameter — not larger, for it 
is essential to have the soil thoroughly 
filled with roots before the autumn is too 
feir advanced. If this is not the case the 
wood does not become sufficiently ripe for 
the production of flowers to the full extent. 
Give them at this shift soil similar to that 
in which they were last potted, and con- 
tinue to treat in other ways as before until 
the beginning of September, when they 
wiU not need to be longer shaded or 
syringetl ; afterwards give a little more 
air, and thereby gradually cause a cessa- 
tion of growth. As the days get shorter 
reduce the temperature by degrees, keep- 
ing it at 66° in the night, with a slight in- 
crease in the daytime. When the flower- 
buds begin to swell place the plants as 
near the glass as possible without touching 
it ; this arrangement will have the effect 
not only of preventing a disposition to 
premature dropping but of causing the 
blooms to open of a brighter colour. At 
this time an application of clear manure- 
water of moderate strength, once a week, 
will benefit them. By keeping a portion 
of the plants somewhat cooler than the 
others a succession of flowers can be had, 
and those that have been longest blooming 
should be used for cutting. There is no 
necessity for any reluctance in cutting the 
branches to whatever extent may be re- 
quired, for it is much better to grow on a 
fresh lot of plants each year than to keep 



the old ones. The latter may, however, be 
used for decorative purposes in a cut state, 
as above indicated ; simply retain a plant 
or two from which cuttings should again 
be taken in spring. 

C.jUynJbunda. Comes from Guatemala. 
Its flowers are larger than those of C. 
rosea, are purplish violet in colour, and 
are produced in great profusion. The 
leaves of this plant are also stained with 
purole on the under surface. 

C. grandiflorcL A kind requiring similar 
treatment, yet not so desirable a plant as 
the two others. 

C. rosea, A native of Mexico, whence it 
was introduced over thirty years ago, and 
at one time was much more generally culti- 
vated than at present. The increasing de- 
mand for cut flowers of a showy descrip- 
tion has put it in the shade, few having 
tried it for the purpose for which it is so 
well adapted, namely, that of mixing its 
branches with flowers, with which the 
colouring and form of the leaves contrast 
so well. 

Insects. — Most insects that infest stove 
plants wiU live on Centradenias. The 
regular syringing recommended through 
the growing season will generally keep 
down red spider, aphides, and thrips ; but 
when the syringe is found insufficient^ they 
can be destroyed by dipping in a weak 
solution of insecticide. If mealy bug or 
scale gets established on the plants, and 
they are neglected for a time, it is difficult 
to eiudicate them without injuring the 
leaves ; the best way of removing the 
former is to lay the plants on their sides 
and syringe freely with tepid water ; use a 
small soft brush for the scale. 

OENTBOPOOON LT7CTANXJS. 

An evergreen stove plant of compara- 
tively small growth. It is a profuse 
bloomer, — the current season's shoots are 
clothed for half their length with quantities 
of bright crimson tube-shaped flowers that 
are an inch and a half long, and keep on 
opening through November and December. 
During this time it is one of the brightest 
ornaments of the stove. 

It quickly comes to a flowering state, 
and such examples as can be had from 
spring-struck cuttings grown on in 6-inch 
pots are the most useful The shoots 
should be supported with sticks for about 
half their length, and the extremities 
allowed to arch over ; in this position the 
flowers stand erect above the leaves, and 
show their bright colour effectively. It 
seems strange that this plant should be so 
little known, and so selaom met with, for 
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it is one of the most distiiict and beautiful 
of all quick-growing autumn bloomers. 
There are a few other species of Centro- 
pc^on, but this will be found the most 
desirable. 

Its propagation and after treatment are 
similar to that advised for Eranthemums, 
which see. 

Insects. — Aphides are the only insects 
that much affect this plant ; for these fumi- 
gate. 

OENTBOSOLENIA. 

Herbaceous stove Qesnerads of secondary 
merit 

Their propagation and after treatment 
is similar to that advised for Columneas, 
which see. 

The following are the most effective 
kinds : — 

C, bractescens. Flowers white. From 
Venezuela. 

C. hullata. Flowers yellow. A native of 
Peru. 

OEPHALOTUS FOLLIOTJLAEIS. 

(The New Holland Pitcher Plant.) 

A compact, small-growing, warm green- 
house plant that only attains a height 
of a few inches, but which is one of the 
most singular in cultivation. Unlike the 
Nepenthes and Sarracenias, the extremities 
of whose leaves, or the leaf entire, form 
pitchers, Cephalotus produces pitchers 
irom the main stem of the plant indepen- 
dent of the leaves. They are borne on 
stalks from one, to two, or two and a half 
inches long, according to the strength of 
the plant When strong, and not grown 
too not and confined, me pitchers with 
their curious lids, assume a dark mahogany 
colour, contrasting in a striking manner 
with the pale green of the leaves. Cepha- 
lotus is often grown in stove heat, wnich 
for a time it bears if kept close to the glass, 
but usually the plants are short-lived under 
conditions that excite undue ^owth. At 
the same time it will genendlv be found 
better to keep the plants, until they have 
got ffidrly strong, in an intermediate heat, 
sQch, for instance, as that of a house where 
Mexican Orchids are grown. It produces 
suckers fr«el v when strong, and is propa- 
gated from these. In sprmg they should 
oe detached from the stem with the small 
roots that in most cases they will have 
made, and placed singly in the smallest 
thumb pots. The material in which the 
plant does best is fibrous peat broken small, 
and sphagnum chopped nne in about equal 



parts, with a good sprinkling of broken 
charcoal and sand ; press the soil firm in 
the pots round the base of the suckers, and 
give a little water. At once cover close 
with a propagating glass, and keep them 
until root^ in a moderate stove heat, 
^aded from the sun, but not too much 
darkened. In a month or two the little 
plants will begin to root freely, and make 
leaves, after which stand them nearer the 
glass so as to get more light, and prop 
the bell-glasses up a little at one side to 
admit a bttle air. Keep the material well 
moistened. A thin shade will be requisite 
in bright weather through the spring and 
summer. Winter in an intermediate tem- 
perature, and keep the soil always moist 
In spring move mto pots a size or two 
larger, and use the same description of 
soiL As the weather gets warmer keep in 
a night temperature of about 55**, with 5* 
or 10' more in the day during summer. 
Winter as before; again in spring give 
pots about an inch larger, and now plunge 
the pots in which the plants are growinc 
in others two or three sizes bigger, filled 
with sphagnum, pressed hard so that the 
bell-glass covering each plant can rest on 
it This materiaa should always be kept 
quite damp, and in this way it will preserve 
a uniform moist condition of the material 
in which the roots are placed, as well as 
contributing to moisten the atmosphere 
surrounding the leaves. Syringe overhead 
once or twice a week in the growing season. 
As the plants increase in size and strength 
tilt the glasses still further so as to admit 
more air. If they are stood close to the 
glass at the end of the house where the air 
IS not disturbed the glasses may be dis- 
pensed with altogether when the plants 
get stronc ; in this way the pitchers are 
usually higher coloured. However, their 
bearing exposure in this manner depends 
on the condition of the house as to atmos- 
pheric moisture and the amount of air 
given ; if kept dry and very airy the 
glasses may be required. The plants hav- 
ing now got strong, they may, after the 
expiration of the following winter, be 
grown in a warm ^enhouse, where they 
are generally less liable to get out of con- 
dition than if kept continually in much 
heat If jJl jfoes well they will keep on 
increasing in size for several years, freely 
producing offshoots, a portion of which 
can be Uken off and treated as above 
advised. 

Insects. — Greenfly is very partial to 
this plant, getting on the undersides of the 
leaves, and very quickly causing their de- 
struction, and that of the plants altogether, 
if not eradicated in time. Examine the 
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undersides of the leaves frequently to see 
that they are not affected, and fumigate if 
the insects appear. 

OEBEUa 

Under this head are comprised a nume- 
rous section of the Cactus family, among 
which are some of the most gorgeous 
hlooming cool stove subjects in the whole 
range of flowering plants^ at one time very 
much more cultivated than now. In times 
past, when hothouses were mostly warmed 
Dy the old-fashioned flues with the dry 
heat they gave off, the genus Cactus was 
largely represented. The flowers indivi- 
dually do not last so long as some others, 
but when the plants get large they give a 
succession that keeps on for severad weeks. 
The splendid colours pjossessed by manj^ of 
the varieties, comprising the most vivid 
shades of red and crimson, are unequalled 
among cultivated plants. Cereuses are of 
Uie easiest possible growth, provided that a 
few essentials to their well-oeing are kept 
in view, and they require very little of that 
watchful attention which many newer and 
more fashionable introductions demand. 

They are propagated freely from cuttings 
made of gooa-sized pieces of the shoots after 
they are fully matured ; these should con- 
sist of a considerable portion of the pre- 
ceding season's growth. If taken off in the 
spring they should be laid on a dry shelf 
for a few days to allow the base, where 
severed, to dry up ; afterwards put them 
singly into thoroughly drained pots just 
big enough to hold them, filled with sandy 
loam, rlace them in a stove temperature, 
but not shaded or kept close as most 
cuttings require to be, or they will rot up- 
wards from the base ; nor must they have 
much water until they have made plenty 
of roots — just as much as will prevent the 
soil getting quite dry will suffice. After 
they are rooted keep them near the glass, 
with all the sunlignt available, and also 
where they will get air daily. An atmo- 

Shere less moist than that of a modem 
ant stove suits them besL When they 
tave begun to grow, put a stick to each to 
support them, and give water more freely. 
If the cuttings have in the first instance 
been put in 4-inch or 5-inch pots, these 
will be large enough for the first year, as 
they do not like much root-room. To- 
wards the end of September gradually 
withhold water, and keep them quite diy 
through the winter, during Vhicn a tem- 
perature of from 48* to 50* will answer. 

In the spring, about the end of March, 
cut a small piece off the head of each to 
help them to break out additional shoots. 



This may not be necessary with all the 
sorts, as some will branch freely of their 
own accord, but in no case have we found 
stopping the points do any harm. Increase 
the temperature as the days lengthen, 
giving a little water at first, and when the 
shoots have got plump, and growth has 
fully set in, give more ; then move them 
into larger pots proportionate in size to 
that of the plants according to their 
strength of habit Use a moderate 
quantity of sand, and some potsherds 
broken small will help to ensure porosity. 
Continue to treat them as advised during 
the preceding summer with plenty of heat 
and sunlight in the growing season ; 
again dry them off in 3ie autumn, and 
winter as before. Some of the smaller 
freest- flowering kinds will yjeld a few 
blooms the ensuing summer. The manage- 
ment afterwards required will be of a 
simple routine character ; give more pot- 
room as the roots need it, but be minofiil 
never to overdo them in this respect As 
the plants get large, it will be an advantage 
with those kinds that require less heat to 
stand them out during July and August in 
the open air against a wall in the full sun^ 

fiving no more water than is required to 
eep them from shrivelling ; so treated, 
they will go on and last for many years. 

Such species as C. McDonaldieB and C. 
grandiflorus, the night-blooming Cactuses, 
require to be trained to a wall exposed to 
the full sun in a warm stove, as they need 
a thorough ripening to enable them to 
bloom. The former of the two species 
comes from Honduras, and has yellow 
flowers ; the latter is a native of Jamaica, 
and bears white flowers of €m immense size. 
In addition, the undermentioned are all 
fine kinds : — 

C. flagelHformis, Pink, From Peru. 

C, specionssimus. Crimson. From South 
America. 

C splendidus. Scarlet From Mexico. 

C. mperhus. Red. Mexico. 

C. triangularis. White. From the West 
Indies. 

C, TioeedieL Orange. From Buenos 
Ayres. 

Some of the above will succeed with a 
lower temperature than that of the stove, 
but all are benefited by considerable heat 
while growing. There is a very large 
number of known species, but those named 
will in most cases be found a sufficient 
selection for ordinary cultivation. 

Insects. — These plants are little affected 
by insects, yet aphides will often be found 
to attack the young growths and the 
flower-buds ; they can easily be got rid of 
by fumigation. Slugs are very fond of 
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them, and will do serious miscliief if not 
prevented. 

0EB0X7L0N AITDIOOUL 

(Syn, : Irtartea andicola,) 

A stove species of Palm, that in its 
native country is a very tall grower, but 
under cultivation long continues within a 
manageable size. It is principally inte- 
resting from the feet of its yielding a sub- 
stance containing wax and resin : hence it 
gets the name of the wax Palm. It comes 
bom New Grenada. 

The method of propagation and cultiva- 
tion will be found unaer Palms, general 
details of culture. 

OESTRUM AUBAKTIAOniL 

This belong to a family of plants that 
are not particularly attractive, with the 
exception of the species here named, which 
is an evergreen greenhouse plant from 
Quatemala. It h^ prettv yellow flowers 
produced in autumn, and borne in bunches 
at the extremities of the shoots like those 
of Habrothamnus, to which it is in habit 
very similar. The propagation and after 
treatment required are iaentical with those 
of Habrothanmus, which see. 

OHAllSDOBEA. 

This genus of stove Palms contains 
several species that are amongst the most 
elegant in habit of the whole family. Thev 
require comparatively small pots, and sucn 
species as C, glaucifolia wul srow to a 
height of 9 or 10 feet in a lO-inch pot 

Propagation and cultivation given under 
Palms, general details of culture. 

C, elegans. An elegant straight-stemmed 
kind, with long pinnate drooping leaves. 
Handsome in either a small or la^e state. 
It comes from Mexico. 

C. Emesli'August'L A comparatively 
dwarf species ; the stem is slender and 
supports a head of handsome lobed plaited 
leaves, wedge-shaped at the bottom. From 
New Grenada. 

(7. glaiLcifolia, One of the most elegant 
of the genus ; the thin straight stem 
carries a well-proportioned head of 
spreading pinnate aeep green leaves, which 
droop gracefully at the extremities. From 
Guatemala. 

t\ graminifoliou A beautiful species 
with slender straight stem, the leaves are 
pinnate, the pinnae narrow and long, 
drooping in a plume-like manner. From 
Costa Bica. 



C, WendlandvL An exquisitely beautiful 
species with straight reed-uke stem. 
Leaves long and pinnate, the pinnse 
moderately broad. A good companion 
plant to CocoB WedaeUiana. From 



OHAllSBOPS. 

These are comparatively low growing 
Palms, with fan-snaped leaves. Tney are 
among the most useful of all Palms for 
decorative use ; those named below will 
thrive continuously in a greenhouse, or in 
the open air in summer. They are slow 
growers and are many years before they 
become too large for keeping in a small 
house. 

The method of propagation and after 
management will be found imder Palms, 
general details of culture. 

C. Fortunei (syn. : C, sinensis), A 
strong-growing stout-leaved species, that 
will bear much hard usage ; the leaves, 
which are fan-shaped, deeply divided, 
and borne on longish slender stalks, 
assume a horizontal position. It does well 
out-of-doors, and stands the winter in the 
southern counties of England. From 
China. 

C. hvmUis, The only European Palm 
existent A beautiful species ; the leaves 
are not near so large as those of the 
preceding. They are fan-shaped, and 
deeply divided and supported on some- 
what slender stems ; they are erect while 
young, but ultimately assume a drooping 
position. It freely produces suckers wnich 
if taken off wiU form roots in a brisk heat; 
it can in this way be increased. There are 
several varieties of this plant differing 
somewhat in appearance, but all bearing 
the general character of the type. Indi- 
genous to Southern Europe. 

C. hystrix. A handsome species with 
pretty fan-shaped leaves ; a suitable com- 
panion plant to C. humilis. Of SouUi 
America origin. 

C. Palmetto (syn. : Corypha Palmetto J, 
A distinct-looking plant; the leaves of this 
kind also are fan-shaped and divided at the 
extremities to a considerable depth. An 
American species from Carolina. 

OHEILANTHES. 

A small-growing, but most beautiful 
genus of Ferns, comprising both stove and 
greenhouse species. Several of them are 
among the handsomest of all Silver Ferns ; 
the fronds of C. farinosa are so heavily 
powdered as to be perfectly white on the 
under surface. 
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For propagation and cultivation, see 
Fems, general details of culture. 

STOVE SPECIES. 

C, farinosa. East Indies. 

C. hirta EUisiana. South Africa. 

O. pvXveracea, Mexico. 

GREENHOUSE SPECIES. 

(7. elegans. Tropical America. 

0. fragrans. Madeira. 

C. frigida. South America. 

0. leTidigera, Spain. 

0, profuscL 

C, piUcheUa, 

0, tenuifoUa, Ceylon. 

OHTKTTA. 

Low-growing Gesnerads, that take up 
little room. They are very effective when 
in flower, and suitable for standing on the 
front stage of a stove or intermediate house. 
C. sinensis, and its variegated form C. 
sinensis variegita, will succeed in a warm 
greenhouse. They require the same treat- 
ment as advised for Gloxinias, which see. 

The undermentioned are pretty kinds: — 

C. MoonvL Has blue, or purple, and 
yellow flowers, produced in summer. A 
native of Ceylon. 

G, sinensis. Flowers lilac; blooms in 
summer. From China. 

C. sinensis vomegaJta, A variegated form 
of the last-named. 

0H0IS7A TERNATA. 

An evergreen shrub, all but hardy in 
the south of the kingdom, but worth a 
place in the greenhouse. It produces large, 
many-flower^, somewhat lax heads of 
white flowers from the points of the shoots, 
the individual blooms are in shape like 
those of an Ixora, but longer and larger ; 
they are sweet-scented. It can be in- 
creased by shoot cuttings put in during 
either spring or autumn, and treated in the 
way required by other shrubs of partially 
hardy nature. Introduced from Mexico. 

CHOBOZEMA. 

These are greenhouse plants, and all 
natives of New Holland or New South 
Wales ; the brilliant coloured blossoms of 
the varieties most generally found in 
cultivation render them striking objects 
when in flower. Their peculiar spiny, 
hoUy-like leaves (large for such slender- 
wooded plants) give them a very distinct 
appearance, and render them desirable in 
contrast with the more ordinary forms 



usually met with in hardwooded plants* 
There is also very great difference in their 
general habit, from the comparatively 
weak-growiM C. Henchmannii, the some- 
what bushy C. varium nanum, to the strong? 
free-growing C. Lawrenceanum and C. 
varium ChandleriL The two latter varieties 
frequently push shoots 4 or 5 feet in length 
in one season, and their vigorous growth 
adapts them either for training bush 
fashion, as specimens, or for greenhouse 
or conservatory climbers. In the latter 
position they look well, not taken up the 
roof, but trained to wires between the 
upright sashes ; here they should not be 
kept tied or stopped in too closely, but 
simply attached to the wires or trellis- 
worK for support, and allowed to droop 
loosely down. They will continue to- 
flower through the winter and spring 
months most profusely if well managed. 
But here they should not be planted out 
in the borders, as they sometimes are, 
among plants of much larger growth and 
greater rooting powers, that rob such things 
as these of their due share of nutriment^ 
and thereby reduce their existence to a 
mere struggle for life, which quickly ends 
in the weakest succumbing. In situations 
such as those under consideration, they 
should be grown in pots, in the way de- 
scribed furUier on, for trained specimens, 
the difference in their general treatment 
principally consisting in their being en- 
couraged to make as much growth as 
possible without much stopping. 

In the selection of these and other small 
hardwooded plants, for growing on, great 
care should be taken that they are perfectly 
free from scale insects. Even the least 
trace of these most objectionable pests 
should at once suffice to condemn any 
plant, however strong and healthy in other 
respects ; for although it is possible by 
perseverance to completely destroy the 
insects, it is always done wim more or less 
injury to the plants, and the labour it 
involves costs more than the value of com- 
paratively cheap plants. All the varieties, 
except C. Henchmannii, will succeed in 
either peat or loam, or a mixture of both ; 
yet we prefer peat whei^e it can be had 
good, with plenty of vegetable fibre in it 
These plants are quick growers, and con- 
sequently will bear more liberal treatment 
as to root-room than most hard-wooded 
subjects. Chorozemas strike readily from 
shoot cuttings ; these should be taken off 
with a heel when in a half-ripened condi- 
tion, such as obtainable about midsummer. 
Put several together in 6 or 7 inch pots, 
keep close, moist, shaded, and under a bell 
glass or in a propagating frame in an inter- 
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mediate heat ; when fully rooted move 
them singly into small pots, and as soon 
as the shoots have begun to extend freely 
pinch out the points, still keeping the 
atmosphere a little close, shading, and 
syringing overhead regularly when the air 
is shut ofif in the afternoons. Continue 
this until the end of August, when 
give more air and no shade except when 
Uie sun is very bright Keep through the 
winter at a temperature during the night 
of about 60*. Towards the end of February 
move the little plants into 3-inch pots, 
using soil such as already advised, maldng 
it fine and potting moderately firm. Qive 
a little shaae as soon as the sun gets more 
power, and avoid side air until the weather 
IS warmer ; syringe overhead in the 
afternoons later on. Again pinch out the 
points of the shoots, and keep them stood 
weU up to the glass. By the end of June 
Uiere should be enough root progress made 
to admit of shifting them on into 6-inch 
pots, after which keep the atmosphere a 
little closer for three weeks, and continue 
to treat in other respects as before. Cease 
shading and syringing at the end of August, 
and winter at abaut 46** by night To- 
wards the end of February, give pots 3 
inches larger. Let the drainage be ample 
— say two and a half inches, as from the 
amount of growth they make when doing 
well they require a good deal of water, and 
provision should be made to enable it to 

C freely off. Use the soil in a somewhat 
py state, broken to the size of small 
walnuts, with one-sixth sand ; pot toler- 
ably hard. Tie all the strongest branches 
out horizontally down to the rims of the 
pots, and place them in a house where they 
can be treated to a somewhat close atmo- 
sphere of 46° night temperature, with 6° or 
10** rise by day. As soon as they show 
that they have taken to the soil, pinch out 
all the points of the shoots, and pick ofif all 
flowers, so as to direct the whole energies 
of the plants into growth. By the begin- 
ning ot May, as the weather gets warmer, 
svringe overhead every afternoon, keeping 
the stage (or, what is still better for these 
plants to stand upon, some medium that 
wiU retain moisture, such as fine ashes) 
damp ; through the summer season they 
will be much benefited by slight shading 
from direct sun during the hottest part of 
the day. When the shoots have made 6 
inches of growth pinch all the points out, 
and as soon as they have extended another 
6 inches thev must again have their points 
pinched back ; this stopping oftener than 
would be required with most plants, is, 
with the strongest-growing Chorozemas, a 
necessity, to keep them bushy and from 



getting too straggling. If this is not done 
wiey will require cutting back, which 
simply means a waste of time and vigour 
in tne plants. After the middle of August 
shade no more, but continue the use of the 
syringe every bright afternoon, until the 
middle of September ; after this they will 
not make so much growth, but will begin 
to set their flowers ; winter at about 40" oy 
night. From the rapid growth the more 
vigorous varieties of these plants make, 
they will by the end of this season be nice 
decorative examples for tiie conservatory, 
or wherever required. They are best 
trained to a few sticks, just sufficient to 
give support ; wind the strongest branches 
round them, and leave the weakest to hang 
loose ; do not tie them in too closely. In 
this way they look much better than if 
trained too formally. They will begin to 
open their flowers during the early spring, 
and will continue for two or three months 
more or less in bloom. By April this 
season they should be shifted into pots 
from 4 to 6 inches larger, and treat them 
as before ; use soil in a little rougher state. 
Their general management through the 
summer should be the same, in respect to 
slight shading, syringing, stopping the 
shoots and keeping them trained, as last 
season. If all goes well they will last in 
good condition for several years without 
more root-room by the use of clear weak 
liquid manure-water once or twice a week 
during their growing season. 

If required for exhibition puiposes they 
must be placed, at the beginning of 
February, in a house with a northern 
aspect to be retarded, as from their earlv 
blooming disposition they would, if left 
in a house where exposed to the full action 
of the sun, be past their best before the 
time required ; at the same time they must 
not here be exposed to too much cold, or 
they will not flower kindly. 

The following varieties are the best of 
the genus : — 

C. Henchmannii. Is quite a different 
habited plant from the others, having 
small narrow leaves supported on slender 
shoots ; the flowers are produced in pro- 
fusion, but are not nearly so bright in 
colour as the others. It is also a compara- 
tively slow grower. The cultivation of 
this species is similar to that recommended 
for the others, except that it does not re- 
quire so much stopping ; and we have 
found it do best in peat and sand alone. 

C. Latmrenceanum. A tall-growing varietv ; 
if grown as a trained specimen it must be 
diligently attended to in stoppingthe shoots, 
or it will get straggling. 

C varivm Chandlerii. This is a free 
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strong grower, with long racemes of par- 
ticularly bright yellow and red flowers, 
produced freely and lasting for a long time 
in beauty. One of the best 

C. varium nanum, A much more com- 
pact-habited plant, requiring little stopping 
to ensure a sufficiently compact growth. 
It has fine, glossy, Holly-like leaves, larger 
than most of the other varieties. A pro- 
fuse flowerer, and altogether a very desir- 
able plant. 

Insects. — So far as we have been able 
to observe they possess a complete im- 
munity from mildew, otherwise they would 
be ill able to bear the continued use of the 
syringe through the whole of the growing 
season, which is an absolute necessity to 
keep down red spider. To this latter they 
are more than ordinarily subject, and if 
allowed to get ahead upon them, it will 
quickly cause quantities of their leaves to 
fall, after which they seldom do much 
good. This pest is not confined to the 
under surface of the leaves of these Choro- 
zemas, as in the case of the majority of 
plants affected by it, but establishes itself 
equally on the upper portion, necessitating 
a thorough apphcation of water to every 
part of the plants. In addition they 
should be frequently examined through 
the growing season, and if found affected 
with the insect should be at once washed 
with a weak solution of insecticide ; after- 
wards continue the use of the syringe with 
clean water. If brown scale happens to 
get established upon them, the best plan 
18 to cut back all soft growth, and wash 
with insecticide, which should be used 
strong enough to kill the insects ; repeat 
the dressing in eight or ten davs, before 
tlie plants have pushed any fresh growli. 
Greenfly will sometimes establish itself on 
the points of the shoots ; fumigating is the 
best remedy, the plants, from their hard 
foliage, standing it sufficiently strong to 
destroy the insects. 

OHRTSANTHEMUM. 

The Cliinese and the Japanese Chry- 
santhemums are too well known to require 
describing, and we need only point to their 
beauty and extreme usefulness, thriving as 
they do freely with ordinary attention, and 
blooming profusely during the last months 
of the year, when there is comparatively 
little in the way of flowers to enliven our 

Jlant-houses. In more recent years the 
apanese varieties, with their elegant 
tasseled flowers, have come much into 
favour, and are likely to continue so, as 
they are devoid of the somewhat ball-like 
formality which the ordinary large-flowered 



kinds possess. Chrysanthemums are among 
the easiest to grow of all flowering pLmtB 
subjected to pot culture, yet they are not 
always seen so well managed as they should 
be. There are few plants that require such 
liberal feeding, ana it is more to the ab- 
sence of a siScient supply early enough 
in the summer than to any other cause 
that the imsatisfactory condition they are 
often seen in is attributable. They strike 
readily from cuttings made of the young 
shoots that are produced freely at the base 
of the plants ; they may be struck either 
in the latter months of the year or towards 
spring. In most cases the earlier period 
will be found best ; about November select 
stout shoots that have not been drawn 
up weakly through the plants being too 
much crowded, rut them singly in small 
pots, or several together in larger one& 
three parts filled with fine loam, sand, and 
a little leaf-mould, with a layer of sand on 
the top ; stand the cuttings on a moist 
bottom in a cool house or pit that can be 
kept at a greenhouse temperature, cover 
with a propa^ting glass and keep moist. 
Here they will root in the course of six 
weeks without the tops being at all drawn 
in the way that is unavoidable when they 
are subjected to heat As soon as the 
cuttings are well rooted remove the glasses, 
and put them singly in S-ineh pots, using 
soil similar to that in which they were 
struck, but with less sand in it ; when top 
growth fairly begins pinch out the points 
of the shoots, and treat generally, in the 
matters of air and water, as required for 
other softwooded greenhouse plants. About 
the end of March move them into 6-inch 
pots, well drained, using soil well enriched 
with rotten manure ; in April put them in 
a cold frame or pit^ where they can be 
kept close to the glass and have plen^ of 
air, with means to just keep out the m)st 
on the sharp nights that often come about 
that time. At the beginning of May inure 
them to the open air by taking off the lights 
in the daytime ; a little later on stop the 
shoots, and stand the plants out in the full 
sun, with the pots plunged in ashes, not 
too close together. In June, before they 
get at all pot-bound, move the plants into 
their blooming pots, which may be from 
10 to 12 inches in diameter, according to 
the size they are intended to be grown to. 
Use plenty of drainage material, and do 
not make the soil too fine ; put more 
rotten manure in it than most plsmts would 
bear, and a good sprinkling of sand. 

Tie the shoots well out to sticks so as to 
keep the centres of the plants open, and 
plunge the pots in ashes, standing them 
far enough apart to prevent their being in 
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any way drawn. Syringe overhead every 
afternoon in dry weather; see that the 
Boil never seta dry bo as to cause the leaves 
to flag in the least, and in six weeks after 
potting be^ to give manure- water each 
alternate time they require watering, using 
it somewhat weak at first and stronger as 
the season advances. See that the snoots 
are kept well supported with sticks strong 
enough to prevent their being broken by 
the wind. In Autumn as soon as the 
buds are large enough to admit of thinning 
this must be attended to or the flowers 
will be smalL It is not well to take the 

Slants indoors sooner than necessary, but 
o not let them remain out to get frozen. 
When housed they must not be stood too 
dose, and should have plenty of air day 
and night, with a little neat turned on u 
the weather is frosty. 

If very large flowers of the large varieties 
are required the plants should be confined 
to from three to five shoots each, with all 
the buds removed except one to each shoot. 
If miniature plants in small pots are wanted, 
it is best to plant some out in the open 
ground early in summer, and when the 
flowers are set bend the shoots down and 
layer them in the soil ; in a month or five 
weeks they will have made enough roots 
to allow of their being cut from the old 
plants and put in 6-inch pots, and if well 
supplied with manure-water they will 
bloom well 

LAB6E FLOWERED, INCURVED VARIETIES. 

Beverley, Creamy white. 

Bronze Jardin des Pla/rUes, Bronze and 
yellow. 

Empress of India, White. 

Fingal. Ilosy violet 

Oeneral Slade, Indian red, and orange. 

Oolden John Salter, Golden yellow. 

Golden Queen of England. Canary 
yellow. 

Guernsey Nugget, Yellow. 

Hennoine, Blush white. 

Jardin des Plantes, Bright golden yellow. 

Lady Hardinge, Hose pini. 

Lady Slade, Lilac pinK. 

Lady- Talfourd. Rosy lilac. 

Lord Derby, Dark purple. 

Mr. George Glenny. Straw colour. 

Mr. Gladstone, Chestnut red. 

Mrs, Dixon, Yellow. 

Mrs, HaUihurUm. Sulphur white. 

Mrs, Bundle, White. 

Prince Alfred. Rosy crimson. 

Princess Teck. White. 

Princess of Wales. Pearl white, with 
lilac tint 

Queen of England. White. 

JFhiU Globe. White. 



White Venus. Pure white. 

LARQE FLOWERED, RECURVED VARXETIBS. 

Annie Salter, Gk»lden yellow. 
Christine. Peach. 
Dr, Sharpe, Crimson. 
Golden Christine. Gk)lden buflT. 
JtUie Lagravhe. Velvety crimson. 
King of Crimsons, Crimson. 
Prince Albert, Crimson. 
Progne, Amaranth. 

ANEMONE FLOWERED. 

Astrea. Lilac blush. 

Empress. Lilac. 

Fleur de Marie, White. 

George Sand, Red, centre gold. 

Gluck. GJolden yellow. 

Grace Darling, ^lush lilac 

Jean Hachette, White, centre yellow. 

Lculy Margaret. White. 

Louis Bojiamy. Lilac. 

Marguerite de York, Sulphur yellow. 

Marie Stwurt. Blush lilac, centre sulphur. 

Marquise de Croix. Blush lilac 

Miss Nightingale. Blush, centre white. 

Mr. Astie. Golden yellow. 

Mrs, Pethers. Rosy lilac 

Prince of Anemones. Blush. 

Princess, White, shaded lilac 

Princess Marguerite. Lilac pink. 

Beins des Anemones. White. 

St. Margaret Bronzy orange. 

Virginale, Pure white. 

POMPONES. 
Andromeda. Creamy white. 
Bob. Deep crimson. 
Crimson Perfection, Bright crimson. 
Dwpont de VEure. Golden yellow. 
Golden Mademoiselle Martha. Yellow. 
Lilac Cedo Nulli, Rosy lilac. 
Mademoiselle Martha Pure white. 
Marabout. White. 
Salamon^ Rosy carmine. 
Snowdrop. White. 
White Cedo Nulli. White tipped. 
White Trevenna. Pure white. 

JAPANESE. 

Blanche Fleur. Blush changing to pure 
white 

Bronze Dragon, Bronze yellow. 

Chang. Orange red and yellow. 

Dr. Masters. Ked and gold. 

Elaine. White. 

Emperor Nicholas. Red and gold. 

Fair Maid qf Guernsey, Pure white. 

Gloire de Toulouse. Amaranth, white, 
and crimson. 

Golden Dragon, Yellow. 

Hero of Magdala. Bright red and 
orange. 
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James Salter, Lilac 

Madame C, Andiguter. Rosy lilac 

Madame Oodillot. Brownish red. 

Madame B. Bendatler, Yellow, shaded 
rose. 

Mademoiselle Anna Delaux, Milky 
white, tinted rose. 

Mea Merrilies, Sulphur white. 

Boo Boy, Reddish purple and amber. 

Wizara, Reddish maroon. 

EARLY FLOWERING POMPONES. 

Bois Duval (syn,: Scarlet Oem). 
Maroon red. 

Chrome Stella. Yellow. 

Early Casse, Lilac rose. 

Fred PelS, Reddish crimson and gold. 

Golden Madame Domage, Qolden 
yellow. 

Hendersonii, Yellow. 

Illustration, Light pink and orange. 

Le Luxemburg, Bronze yellow. 

Madams Desgrange. White, centre 
yellow. 

Nanum. Blush. 

St, Croutts, White, pink tipped. 

St, Mary. White. 

Insects. — Aphides are often trouble- 
some, and as soon as the plants are found 
to be aflfected they should oe fumigated, or 
dipped in tobacco water. The leaves are 
also sometimes attacked by a grub which 
affects them in the same way as the larva 
of the celery fljr, getting between the upper 
and lower cuticles of the leaves ; directly 
this t>est is seen it must be crushed with 
the fingers or it quickly spoils the plants. 
If mildew is troublesome dust with nowers 
of sulphur. 

OHBTSANTHEMUM FBUTESOENS. 

These, the Marguerites of the French 
flower markets, are pretty free-blooming 
plants. Their flowers are well adapted for 
various purposes in a cut state, and the 
plants are equally so for the decoration of 
greenhouses. Their propagation and after 
groMrth is of the easiest possible description; 
cuttings made of the points of the soft 
young shoots will strike at any time of the 
year in a week or two in warmth ; if put 
in about the end of February in sand, 
and kept close and moist in a temperature 
of 60** they will strike in ten days. As soon 
as they are well rooted move singly into 
3-inch pots, pinch out the points of the 
shoots, and keep them in a temperature 
similar to that in which they were struck ; 
give air according to the state of the 
weather, with a little shade when the sun 
becomes powerful. In a month or six 
wedcs they will need more room. They 



will flower in 6 or 7 inch pots if required, 
or, if larger specimens are wanted, they 
may be at once put in 8 or 9 inch pots ; if 
to be grown large, the shoots should again 
be stopped. By midsummer they will have 
grown to a handsome size, and will keep 
on blooming continuously all on through 
the autumn and winter if kept in a tem« 
perature of about 46* or 60". They will 
grow in any kind of soil, peat, or loam, 
with some rotten manure and sand added. 
They do well struck in spring, planted 
out in the open ground about the end of 
May, and lifted and potted towards the 
beginning of Septemli^r ; so treated fine 
specimens for winter blooming can be de- 
pended on. 

There are many forms of both the white 
and the yellow varieties, nothing more 
than differences in the seedlings. It is 
best to get a free-flowering, compact- 
habited variety of each colour, and propa- 
gate successional stock each year to take 
the place of the old ones to be discarded 
after flowering. 

Insects. — Aphides are the only insects 
that affect these plants so as to give much 
trouble ; for these fumigate. 

OIBOTIUM. 

A magnificent genus of Ferns, most of 
which are Tree species that will thrive in 
a greenhouse temperature, but are better 
with the atmosphere kept a little closer 
and more humid during the growing 
season than that of a greenhouse. C. 
Barometz has creeping stems, and if planted 
out will cover a large space with its stately 
fronds, the texture of which is such that 
they will last in good condition for a very 
long time ; few Ferns will keep fresh so 
long in water when cut. It comes from 
China. 

For propagation and cultivation, see 
Ferns, general details of culture. 

GRBENHOUSB SPECIES. 

C, Barometz, China. 

C. pruinatvm^ Sandwich Islands. 

C, regale. Mexico. 

C, Schiedei, Mexico. 

C. spectoMe, Mexico. 

OINEEABIA. 

In times past the raising of new varieties 
of this useful greenhouse plant was con- 
fined to a few individuals, and propagation 
by suckers was the usual course adopted by 
the generality of cultivators. But in 
recent years so much improvement has 
been maide in Cinerarias, that they may be 
had good enough for all purposes from seed 
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saved from carefully-selected plants of a 
sood stram ; this method also ^ves much 
less trouble than in the case of increase b^ 
suckers, and the plants are more vigorous. 
When required for early flowering— say 
to come in at the beginning of the year — 
the seed should be sown aSout the end of 
Ifarch in pans, drained and filled with soil 
composed of three parts good fibrous loam, 
sifted, to two of leaf-mould, with a good 
sprinkling of sand added. Press the soil 
moderately firm, and sow the seeds evenly 
and not too thickly, or the young plants 
get crowded and drawn up before they are 
large enough to transplant Just cover the 
seed with fine soil, and press it slightly ; 
stand in a temperature of 55*, where tne 
sun will not reach the soil so as to make it 
necessary to give much water before the 
plants vegetate. As soon as they appear 
place the pans as near the glass as they can 
be got, shade slightly from the sun, and 
give a moderate amoimt of air, which in- 
crease as the seedlings gain strength. When 
the young plants are big enough to handle 
prick them out three inches apart in pans, 
or shallow boxes, filled with soil similar to 
that in which the seed was sown, and treat 
as before. Give shade when necessary, 
with air through the day and plenty of 
water to keep the soil moist. Before thev 
get crowded move them singly into 4-incn 
pots ; use soil as before, but it should not be 
sifted, and should contain a little less sand. 
An ordinary garden frame will now be the 
best place for them ; stand it so as to face 
north, in which way the sun will not have 
80 much power on the glass. Keep close 
for a few days until the roots get hold of 
the new soil, after which give air freely 
and shade from the sun in the middle of 
the day ; give plenty of water, and syringe 
overhead in tne afternoons. Cinerarias 
are quick-growing and free-rooting plants, 
and must not be allowed to remain in the 
pots they now occupy until the roots be- 
come matted, or in anything approaphing a 
pot-bound condition, or they cannot after- 
wards be got to move freely. Consequently 
when the soil is fairly filled with roots 
they must be moved to their blooming 
pots ; such as are 6 or 7 inches in diameter 
will be quite large enough, provided the 
plants are attended to with manure-water 
as they require it. Without a liberal 
supply of this they cannot be had in such 
a good condition. Some rotten dung may 
at this point be added to the soil, and the 
pots should be drained welL In a few 
days after potting the lights should be 
tilted b&ck and front in the day so as to 
allow plenty of air, and be removed alto- 
gether in the night when the dews will 



benefit them ; keep the material on which 
the pots are stood during the summer 
always damp, syringe the plants overhead 
in the afternoons, and as soon as the roots 
have got fairly hold of the soil give manure- 
water at each alternate watering. 

In the cultivation of Cinerarias it is all 
through the several stages of their growth 
necessary to stand them sufficiently far 
apart to prevent their being at all drawn, 
for should this occur, the large l)ottom 
leaves which add so much to their appear- 
ance and are e<|ually essential to a strong 
vigorous condition are sure to die off before 
the time of flowering. Directly there is 
any danger of frost they must be moved to 
where it cannot reach them, but they 
should if possible not be stood on dry 
shelves or stages as they dislike a dry 
atmosphere, and this also is injurious to 
the leaves. Standing the pots through the 
winter as hitherto advised on ashes or 
other material that will hold moisture, 
will do much towards keeping them free 
from insects and preservmg the lower 
leaves. In a temperature of 40° to 46® in 
the night, the earliest will come into 
flower hy Christmas ; those that show a 
disposition to be later will do with a tempe- 
rature of from 36* to 40°. For sprmg 
blooming a second lot of plants should be 
raised ; the seed should be sown about the 
end of May, and the treatment in other 
ways be as recommended for the earliest. 

If it is intended to save seed the plants 
that bloom in spring should be closely 
looked to as flowers begin to open ; select 
the best forms and most distinct colours, 
and- as soon as any of decided merit appear 
at once remove tnem to small frames, each 
colour separate, and all at some distance 
away from the general collection. By this 
means and this alone can the strain, even if 
good to begin with, be kept up to the 
required stwidard. Should any varieties 
appear of extraordinary merit they may be 
propagated by division of the suckers 
which the plaiits produce after flowering ; 
put them smgly in small pots and keep 
close until established, after which treat as 
advised for the stock raised from seed. 

Insects. — Cinerarias are very subject to 
greenfly, which establishes itself on the 
undersides of the lower leaves and increases 
apace. Tlie stock should be often examined, 
and immediately the aphides are found on 
a plant it should be dipped in tobacco 
water, which will be found a much better 
as well as more expeditious way of dealing 
with the pests than allowing the whole to 
get affected before taking means for their 
destruction. Fumigation with tobacco will 
kill them, but the leaves are often injured 
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in the attempt to destroy the insects. 
Thrips and red spider are sometimes trouble- 
some, but rarely affect them if the cultiva- 
tion is such as advised. Dipping in a 
weak solution of insecticide will kill the 
spider; fumigate for thrips. 

CISSUS. 

(Stove,) 

Among all the variegated stove plants 
that have been introduced to this country 
there are few, if any, that have attracted 
so much attention as Cissus discolor, the 
exquisite markings of its leaves being very 
handsome. It is a climber, easily propci- 
gated, and its subsequent management is 
equally easy. Cuttings made of the young 
shoots, consisting of some three or four 
joints each, put singly into small pots in 
sand and kept in a close, moist atmosphere 
in a brisk heat form roots quickly, after 
which they should be inured to the air of 
the house and moved into proportionately 
larger pots. Use good open rich soil — 
eitlier peat or loam will answer — as the 
plants are such free-rooters that they grow 
and do well in anything, provided it is not 
retentive of moisture, so that the large 
quantity of water they need can pass freely 
oflf. 

If to be trained on trellises they should not 
be put on these until in the pots which 
they are for some time to occupy ; conse- 
quently, in their younger stages, the shoots 
should be trained round a lew sticks till 
they are large enough to be placed in the 
pots in which they are to be confined. One 
stopping will generally be sufficient to 
cause enough snoots to break to furnish 
the specimens sufficiently. A brisk stove 
temperature, with shade when the sun is 
powerful, is requisite to grow them well ; 
shade is especially necessary in the case of 
C. discolor, the variegation of which can- 
not be preserved if the plants are too much 
exposed to the sun. Large pots are required 
to grow the more vigorous kinds, such as 
C. discolor, which will fill a 12-inch or 
15-inch pot in six or eight months after it 
is struct When to be planted out so as 
to cover a pUlar or portion of a wall in the 
stove, for which purpose they are well 
adapted, the plants may be turned out as 
soon as they have filled 6-inch pots with 
their roots. In all stages of their growth 
they require to be plentifully supplied with 
water and syringed overhead daily during 
the growing season. In the winter they may 
be cut in freely to keep their heads in 
bounds. If grown in pots, they may, as 
soon as they have broken again into 
growth, be partially shaken out an4 fresh 



soil given. When planted out they soon 
exhaust the material in which their roots 
are placed, and should be assisted by eur- 
fjELce dressings of good loam, enrichea with 
decomposed manure. The plants can be 
used for filling large baskets for hanging 
up, where they can be kept in a stove tem- 
perature, without which they make little 
pr^ess. 

There are a number of species in culti- 
vation, but the undermentioned kinds are 
the ones that find most favour with the 
generality of cultivators : — 

O, discolor. This is a climbing plant 
from Java, of very free growth, with ob- 
long cordate leaves, deeply ribbed, ground 
colour deep green, beautifully marbled with 
white, and while young with pinkish red. 

CglortoscL, Another free-growing climber, 
with velvety green leaves, veined with red. 
Introduced from Costa Rica. 

C. LindervL Also a climber, like C. 
discolor, with tendrilled branches ; the 
leaves are medium-sized, bright green, 
mottled with white. It comes from 
Colombia. 

(7. porphyrophylla. A free grower, very 
suitable for covering a wall in a hothouse 
where th^re is not so much light as most 
plants reouire. A native of India, not 
nearly so handsome as the preceding. 

Inbectb. — Thrips, aphides, meidy bug, 
and scale will all live on these plants, but 
the daily use of the syringe will usually 
be foimd sufficient to keep the least trouble- 
some in check, and should bugs or scale 
affect them sponging must be resorted to. 

OISSUS. 

(Oreenhotue,) 

Most of this genus are stove species, but 
there are a few that will thrive with green- 
house treatment They are climbing plants, 
and have handsome foliage ; the nowers 
are insignificant. 

The mode of increase is by cuttings 
struck in spring in the usual way ; when 
they are rooted pot them, and grow on in 
moderate heat until they have got well 
established, after which give pot-room as 
required until they are large enough for 
planting out in the positions they are to 
occupy. 

Tne following are the most suitable for 
growing in this way : — 

C. antardica. New South Wales. 

C. cofentis. Cape of Good Hope. 

G, quinata. Cape of Good Hope. 
Insects. — Aphides are frequently trouble- 
some on the young shoots ; as soon as dis- 
covered they must oe destroyed by fumiga- 



Digitized by 



Google 



OLAYIJA. 



Oreenhouse and Stove Plants, 



109 



tion, or they will disfigure the leaves, for 
the appearance of which alone the plants 
are grown. SjrriMe daily through the sum- 
mer to keep u*ee m>m red spider. 

OITRUS. 

The Common Orange and the more or- 
dinary kinds of the Citrus family, are too 
well known to require any description here. 
The plants of the different kinds, from the 
large Shaddock to the small Otaheite 
Orange, are very ornamental, either in 
bloom or bearing their beautiful fruit 
Lai^ge healthy examples in either condition 
are amongst the most attractive plants that 
can be used in a conservatory. 

Thev are mostly increased by budding 
or grafting on stocks raised from the seeds 
of any of the freer-growing species, per- 
forming the operation in the ordinary 
manner ; but most growers will fijid diffi- 
cultjjr in proceeding this way, and would 
prefer commencing with established plants, 
which if healthy and vigorous will grow 
fast if kept in sufficient warmth. Suppos- 
ing that such are obtained early in spring 
in 8 or 9 inch pots, they should at once 
be examined, and if more root-room is 
required they ought to be moved to larger 
pots, being careful not to give too much 
room ; good rich yellow loam, to which 
has been added some rotten manure and 
sand, will answer. Although the different 
kinds of the Orange family are often grown 
under cool treatment, sucn as in company 
with greenhouse plants, yet thev do very 
much better if kept warmer both summer 
and winter ; about 50** in the night in the 
latter season with a little more in the day ; 
and a night temperature of about 60" or 
65** in summer, with 10" or 15" or a little 
more in the daytime, in very hot weather, 
will answer. In this way they will thrive 
much faster and have a better appearance. 
If after potting they are put in a tempera- 
ture sucn as here indicated, they will grow 
apace, syringing freely every afternoon, 
imd gi^^ng a thin shaae when the sun is 
powerful. Should any of the shoots show 
a disposition to take too much lead they 
should at once be shortened so as to dis- 
tribute the stren^h evenly through the 
branches, giving air daily according as the 
state of the weather permits, with water 
when the condition of the soil is such as to 
require it Admit still more air in 
autumn, reducing the temperature through 
the winter to the point named above. 

Such of the plants as have filled the soil 
with roots should again be moved in spring 
U> pots 2 or 3 inches larger, raising the 
temperature as before through the growing 



season, and treating in other respects as in 
the previous summer. By continuing this 
course the plants will grow fast, and in a 
few years attain a handsome size. With 
fair usage. Oranges are among the longest 
lived of aU cultivated plants. Where 
there is not the means of giving them 
warmth as above advised, tney can be 
grown under creenhouse conditions, but 
9ie progress wUl be slower ; when kept in 
a low temperature through the winter 
corresponding caution must be used in 
watering them. During the growing sea- 
son, soot water in a clear state, given once 
every three or four weeks, is a great assist- 
ance to the plants, not onljr by invigo- 
rating them, but it likewise rids uie 
soil of worms, which if present do much 
harm. 

The following are desirable kinds : — 

C AuraiUium, The sweet-fruited 
Orange. 

(7. AuraiUivm Bigaradia. The bitter 
Orange. 

(7. AwrarUvwm sanguinea. The Blood 
Orange. 

C. decumana. The Shaddock. 

G. japonica. The small Otaheite 
Orange. 

C. Limomum, The Lemon. 

(7. nobUis, The Mandarin Orange. 

Insects. — Oranges are very susceptible 
to the attacks of insects, particularly scale, 
which should be carefully removed by 
sponging. Should mealy bug become 
troublesome, sponge and syringe. The use 
of the latter will generally be sufficient to 
keep them clear of other pests. 

OLAVIJA. 

Evergreen, low-growing stove trees, 
only suitable for a large house, where 
there is room to admit of their being seen 
in something approaching their true 
character. 

They are increased by shoot cuttings, 
which should be put in to strike towards 
the end of summer, when the wood is 
approaching maturity ; the cuttings oujjht 
to consist of the points of the shoots, with 
three or four leaves attached, and should 
be put singly in pots large enough to hold 
them, filled with sand, kept close, moist, 
and shaded in a temperature of 60" until 
the base is callused, when they may have 
75". By spring the pots should be suffi- 
ciently full of roots to admit of their being 
moved into larger ones ; they will thrive 
in good turfy loam, with enough sand 
added to keep it open ; this is essential, as 
with these and similar plants there is no 
chance of the old soil being replaced with 
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new, as any attempt at shaking out the 
roots would end in disaster. Give ordi- 
nary stove treatment through the summer 
in respect to heat, moisture, and shade, 
which latter should not be used further 
than to keep the leaves from scorching. 
Syringe the plants freely daily until 
autumn, when admit more air to solidify 
the growth. Winter at 60" in the 
night, with 5** more by day ; give 
larger pots in spring, and treat through 
the summer as advised for the preceding 
year. All subsequently required is to 
continue the course so far indicated, giving 
more root-room imtil the plants are large 
enough to turn out in a bed of well pre- 
pared soil, or move into large tubs that 
will hold sufl&cient material to support 
them for some time, to assist which give 
manure-water once a week through the 
growing season. 

The following two species are both hand- 
some : — 

G. mcLcrocarpa (syn. : C, macrophylla). 
Has white flowers ; it blooms in autumn. 
A native of Peru. 

G. omata. A yellow-flowered species 
that blooms in autumn. From the 
Oaraccas. 

Insects. — Scale and mealy bug will 
thrive apace on these plants ; if the latter 
is troublesome, syringe freely with in- 
secticide. To remove scale, a hard brush 
should be used to the old wood, sponging 
the young growth and leaves. 

OLEMATIS INDIVISA. 

This is a strong-growing, very handsome 
evergreen greeimouse cumber, bearing 
white flowers in great profusion during 
ihfi spring months. It is from New Zea- 
land, and is a very suitable nlant for a 
lai^e house, where a considerable space has 
to be covered, and where it has room to 
develop itself sufficiently to exhibit its 
natural character. It is a free-rooting 
subject, and requires to be planted out, as 
no ordinary sized pot could contain enough 
soil to support the growth which it makes ; 
but in commencing with young plants it 
is better to grow Siem on for a time in 
pots, so as to get them well furnished with 
roots before turning out into a prepared 
border. 

This Clematis will strike from cuttings, 
but much the best method of propagation 
is grafting small bits of the shoots on 
pieces of root of any strong-growing kind ; 
this should be carried out early in the 
spring, keeping the grafted plants in a 
warm, confined atmosphere until a union 
is effected, and they nave begun to make 



growth, after which they must be gradually 
inured to more light and air, and kept on 
in a growing temperature until there is 
enough solar heat to keep them growing 
freely through the summer ; move ihem 
into larger ^ots as these are required, 
training the smgle shoot which each young 
plant should have to a stick. Keep through 
the autumn and winter in an ordinary 
greenhouse ; in April move into pots 3 or 
4 inches hunger, stopping the points of the 
dioots. The plant grows well m a mixture 
of half peat and loam, with a moderate 

?[uantity of sand added to it For this, as 
or other free-rooting things, it is well not 
to make the soil too fine ; oreak the turfy 
pieces into bits the size of walnuts, and 
mix the sand well with it After potting 
insert in the pots several tall sticks, round 
these twine the shoots, which should be 
confined to from one to three in number, 
so that the plants may be induced to make 
considerable progress during the season. 
When potted place them in an ordinary 
greenhouse, and encourage growth by the 
usual means of damping the atmosphere in 
bright weather, and shutting up early with 
sun-heat, as also syringing freely overhead. 
Beyond this nothing will be required 
through the growing season except Keep- 
ing the shoots regularly trained round the 
sticks. If this is not attended to they get 
entangled in a way that renders it difficult 
afterwards to separate them. As autumn 
approaches give more air, and discontinue 
the use of the syringe. Winter the plants in 
the usual greenhouse temperature of about 
40* in the night Warmer than this they 
should not 1^ kept, or they will be in- 
duced to make growth through that which 
ought to be a season of complete rest pre- 
vious to planting out This will be un- 
derstood from the plant being indigenous 
to a country where the winters are cooL 
Prepare ^e border in which they are to 
be planted by efficient drainage, well- 
secured from tne soil getting down into it 
by a layer of fibrous material, than which 
for a strong-growing subject of this descrip- 
tion there is nothing better than a thii, 
turfy sod of about an inch in thickness 
that has lain together sufficiently long for 
the grass to have become decayed. Thia, 
if put on the turfy side downwards, will 
for years exclude the finer particles of soil 
from getting down into the drainage, 
which IS better for being some 6 inches in 
depth. Previous to planting out this and 
all other climbers, especially in green- 
houses and conservatories, care should be 
taken that they are perfectly free from any 
of the worse lands of insects, such as scale 
or mealy bug, for, if plants to occupy a 
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position over the other occnpants of the 
noose such as these roof-climbers are at all 
infested with these pests, as a natural con- 
sequence they affect every plant standing 
tinder them that the insects will live upon, 
entailing an endless amount of labour. 
The position of plants thus trained on tibe 
roof renders them much more difficult to 
clean than when grown as ordinary pot 
specimens ; it is eaually of importance 
that any plants at all affected with these 
insects that are introduced to the house in 
which roof-climbers are grown should 
never be stood in contact with the stems 
of the climbers, for if so placed the pests 
are sure to be communicated to them, the 
worst results of which must follow. Let 
the planting-out be done sufficiently early 
in spring, before any growth has com- 
menced, 80 that the necessary disentang- 
ling of the roots from the iJall of eartn 
with a view to spreading them in the new 
soil, can be carried out without injury, 
which would follow if growth in either 
roots or branches had begun. After plant- 
ing give no more water until they have 
commenced to grow ; this is necessary to 
ke^ the soil in a suitable condition. 
During the growing season keep the shoots 
regularly tied up into the place allotted to 
them, and supply the roots with water. 
This Clematis is very appropriate for plant- 
ing at one end of a house, ana training under 
the ridge. When allowed to hang thinly 
in festoons it has a good effect, and is more 
fiUing for being] so grown than things 
which are not naturally calculated for ex- 
tending far. As the soil in which the 
roots are placed gets exhausted, recourse 
must be had to stimulants in the shape 
of copious waterings during the growing 
season with liquid manure and renewal of 
the surface soil in the spring by removing 
an inch or two from the top of the border 
the roots occupy, and replacing it with 
new. When the space is nlled which the 
plants are intended to occupy, each year, 
alter flowering, the knife should be freely 
used so as to reduce the shoots within 
proper limits, and to allow room for the 
season's growth. 

Insects. — Red spider will, during hot 
weather, sometimes make its appearance 
on this Clematis, and should be guarded 
against by a fi-ee use of the syringe. Brown 
s^e can be removed by sponging in the 
usual w^. If white scale gets upon this, 
or any plant grown overhead on the roo^ 
there is no chance for its extirpation except 
cutting the head close in during the winter 
when at rest^ and dipping or washing the 
affected stem and remaining shoots with a 
strong solution of insecticide. 



OLEEODENDBON. 

There are three very distinct sections of 
Stove Clerodendrons ; one consists of de- 
ciduous twiners, of which C. Balfouri may 
be taken as a representative ; a second is 
C. splendens, which is also a twiner, but 
differs from the last-named section in being 
evergreen and in requiring different treat- 
ment ; then comes the thira division, which 
consists of evergreen shrubs very distinct, 
and which neea treatment different from 
the others. A selection from these sections 
may with advantage find a place amongst 
the best collections of plants ; they have 
much to recommend them, inasmudi as 
they pow freely, and succeed with less 
attention than most things, not being im- 
patient of either drought or moisture to 
such an extent as the generality of culti- 
vated plants. The Chinese C. fragrans is 
one ot the sweetest-scented flowers grown. 
Another advantage which Clerodendrons 
possess is, they can be flowered in either a 
large or small state, several of them being 
alike suitable for twining round a piUar or 
for draping a rafter. Where room is a con- 
sideration, there is another property pos- 
sessed by the shrubby species that is de- 
serving of attention ; it is the way in whidi 
they may be cut in every autumn, so as to 
occupy Httle room during the winter ; not 
only will they bear this freatment without 
injury, but to keep them in their wonted 
shape it is necessary to so reduce their size 
as to literally head them down. 

As regards cultural requirements, let us 
commence with the shrubby kinds, of 
which we may take C. faUax as a good 
representative. This is a vigorous growing 
shinib, with ample lively green leaves, 
supported on stout petioles 8 or 10 inches 
in length ; above these, from the points of 
the current season's shoots, sprmg the 
flowers, which are bright scarlet in colour 
and borne in very large stately, erect 
panicles, 10 inches in diameter and a foot 
high. This sort strikes readily from 
cuttings, which can generally be obtained 
about the end of June. "When they can 
be got 6 inches long they should be taken 
off with a heel and inserted singly in 3-in. 
pots in half sand and finely-sifted loam ; 
the soil ought to be kept moist and the 
propagating glasses sufficiently close to pre- 
vent the leaves flagging ; these, from tneir 
size and somewhat soft texture, will not 
bear so much air as some kinds of foliage 
until roots are formed. They should be 
in a temperature of TO*" at night, and 
allowed 10*" more in the daytime during 
bright weather. The cuttings will root in 
a few weeks, when the glasses may be re- 
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moved and the plants placed for a week or 
two in a li^ht situation ; they should then 
be moved into 6 or 7 inch pots, according 
to the quantity of roots which they are 
found to have made when turned out of 
the cutting pots. Let them be potted in 
good fibrous loam, not broken too fine. To 
this should be added one-fifth rotten 
manure and an equal quantity of sand ; 
make the soil quite firm in the pots, and 
place them on a shelf as near the glass as 
they can be got This is important in order 
to keep them dwarf and short-jointed, upon 
which in a great measure depends theirgood 
appearance afterwards more than in the 
case of most plants ; if allowed to become 
at all drawn no subsequent treatment can 
furnish them with stout, healthy leaves 
down to the pots until they have been 
headed down, which would entail the loss 
of a season. They must never be allowed 
to suffer from want of water, or the leaves 
will be injured. Syringe freely every 
afternoon both the upper and under sur- 
fifiujes of the foliage ; they will require 
slightly shadinc in very bright weather 
imtil the middle of September, when it 
should be discontinued; give more air 
and reduce the temperature to 65° at 
night, and proportionately low during the 
day, lowering it 5" more as the days get 
shorter. During winter little growth 
will be made, and correspondingly less 
water must be given ; but as these Cle- 
rodendrons do not require the wood to be 
ripened so much as that of most plants, 
they must never be allowed to get too dry 
at the roots, so as to cause the leaves to 
flag, or they will be injured. Keep them 
where they will have plenty of light, and 
continue this treatment until the middle 
of February, when the temperature should 
be raised 5** day and night, and the plants 
moved into 10-in. pots, now using the soil 
in larger pieces than before, but with a 
similar quantity of manure and sand added. 
After this be careful not to give too much 
water until the roota have got well hold of 
the soil ; towards the latter end of March 
raise the temperature 5** more, and begin 
to syringe overhead in the afternoon. 
They will now grow fast, and should have 
a little air in the daytime ; as the sun gets 
powerful a slight shade will also be neces- 
sary in the middle of the day. They make 
roots freely, and by the end of May they 
should be moved mto 13-in. pots, whicn 
size will be large enough for the present 
season, using soil such as that recom- 
mended for the previous shift The 
temperature may now be kept at 70* in 
the night if the plants are required to 
flower early in the season, but with this 



heat they must be placed near the glass 
and be allowed a moderate amount of air 
every day. About the end of June they 
should show bloom, when they may have 
manure-water given twice a week. In a 
few weeks the flowers will commence to 
open ; the plants can then be moved to 
the coolest end of the stove, or if a house 
is available where an intermediate tem- 
perature is kept up they may be removed 
to it, which will prolong their time of 
blooming. When the flowering is over, 
if the spikes are cut out at the bottom just 
above where they spring from the upper 
leaves, and the plants are again subjected 
to a brisk heat, they will push up one or 
more shoots from the pomts from which 
the flower-stems were removed, and will 
bloom again in September ; after this they 
may be cut down to within 8 or 10 inches 
of the bottom, and should be kept at about 
65"* at night and a little higher in the day- 
time, syrmcing daily, but not giving much 
water to tne soil until they have again 
begim to grow ; the temperature may be 
lowered as in the preceding autumn, 
wintering them as before. As the days 
lengthen give them more warmth ; m 
March take them out of their pots and 
remove one-third of the old soil, putting 
them in others 2 or 3 inches larger ; press 
the soil moderately firm, and treat them 
in every way as during the previous 
summer, except t^t they will not require 
potting a second time ; they will flower again 
twice, but they must not be cut back 
after the first blooming further than just 
removing the flower-stems. Plants Uius 
treated will last for years, and may, if 
desired, be grown in 18 or 20 inch pots, 
in which way they will attain a large size, 
bearing eight or ten spikes of bloom at a 
time. 

G, Kcempferi, This handsome South 
American species bears scarlet flowers. 
It Tand also C. fallax) can be raised from 
seeas sown as soon as ripe in autumn ; but 
in order to obtain them the first flower- 
stems of the season must not be removed 
but allowed to remain on the plant until 
the seed is matured. Sow the seeds 
singly in small 3)ots, covering them with a 
quarter of an inch of soil. They will soon 
vegetate, and will require treating in every 
way similarly to young plants raised from 
cuttings. 

(7. fragram JL-pl This is a weaker 
growing plemt than the preceding, produc- 
mg close, compact heads of pinkish white 
double flowers, so highly and agreeably 
scented as to be preferred oy many to those 
of Daphne indica, Tuberose, or the old Clove 
Carnation. It requires similar treatment 
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to the two first-named kinds, but does not 
need so much root-room. It is a native of 
China. All the above are sufficiently stout 
in their habit of growth not to need anv 
support beyond a single stick to each 
shoot 

G. tpleTidens. This is an evergreen twiner 
of moderate, but not very quick growth. 
The flowers, which are deep scarlet, are 
produced in slightly drooping panicles 
from theyoung wood, and are very hand- 
some. Tnis species is well adapted for 
clothing a pillar or rafter, and looks well 
trained on a moderate-sized wire trellis. 
It is firom Sierra Leone, and can be propa- 
gated by means of cuttings, but these re- 
quire to be selected with judgment, as if 
made from hard, wiry shoots, they do not 
either root or grow freely, and, on the 
other hand, if too soft they generallv damp 
off. The best cuttings are those obtained 
&om a strong, mature branch that has 
been cut back. The young shoota that 
afterwards break fix)m it should be taken 
off with a heel when about 8 inches long. 
These can be got in the summer, and will 
root in sand. They should be placed singly 
in small pots under a propagating glass in a 
temperatiire of TS**, and when well-rooted 
they should be moved into 6-inch pota in 
fibrous peat, to which has been added one- 
sixth of sand. When they begin to grow 
place a stick in each pot for support, giving 
them a light situation, with air every day, 
and shade when the weather is such as to 
require it, syringing overhead when the 
house is closed imtil autumn. Reduce the 
heat 5*" day and night as the sun gets less 
powerful, and in winter a night tempera- 
ture of 60** will be sufficient About the 
middle of February give them 6** more 
warmtli, which will induce the roots to 
move, and a month afterwards shift them 
into 10-inch pots, again using good peat 
and enough sand to keep it open ; pinch 
out the points of the shoots m order to 
induce them to break back. During the 
spring and summer they will bear a 
temperature of 70** at night, giving air 
when the thermometer rises to 80" ; shade 
in sunny weather during the middle of the 
day, and syringe freely overhead when the 
house is closed, which should be done early 
in the afternoon. As the growth requires 
support, put in each pot four or five sticks, 
round which train the shoots, but do not 
allow them to become entangled one with 
another, which often happens if not 
attended to. Keep them in these pots 
during the season, again lowering the 
temperature in autumn, and discontinue 
the use of shading and syringing ; winter 
as last year, gradually raising the tempera- 



ture when the days lengthen sufficiently 
to require it About the same time in 
spring shift them into their flowering pots, 
which for this first season should be 13-in. 
ones ; put them in soil similar to that 
previously recommended, and place a wire 
trellis to each plant, over which train the 
shoots evenly. Give heat, shade, and air 
as during the previous s]^mmer, and also 
water to the roots and overhead. By 
midsummer they may be expected to show 
flowers, which will continue to open and 
remain in good condition for sevenfl weeks, 
during which time the plants may be 
placed where they can be kept a little 
cooler, but they must not be put where 
they will be subjected to draughts or to too 
low a temperature, or the flowers will fall 
off before they open. Keep ,the shoots 
regularly trained as hitherto. After the 
blooming is over, they may, if too full of 
growth, be slightly cut in and kept through 
the autumn and winter as before. Again 
about the time that growth is commencing 
the plants should iS turned out of their 
pots, removing any loose soil that may 
exist, but they must not be shaken out, as 
is often done in the case of deciduous 
subjects, or the leaves will suffer ; move 
them into pots 3 inches larger, using soil 
the same as previously, and treating them 
in every way similarly. They will last for 
many years by removing a little of the 
surface soil each spring without disturbing 
the roots too much ; they will also be 
benefited by receiving manure- water in the 
growing season. When this Clerodendron 
IS used as a climber it is better to grow it 
in a pot, as from its moderate habit of 
growth the roots are not so well calculated 
for planting out C. speciosum, which is 
a handsome variety of C. splendens, may 
be treated in every way like it. 

C. Balfouri, Among deciduous, twining 
Clerodendrons this is much the befit It 
is a vigorous, quick grower, and may be 
either planted out or grown in a pot, for 
which latter purpose it is well adapted 
either for flowering in a small state, or for 
crowing into large specimens. It strikes 
freely from cuttings, which should be taken 
off with a heel as soon as they are 8 inches 
long, and if the plants have been started 
about the begiiming of February, the 
cuttings will be large enough to take off 
by the end of March. Put them singly in 
3-inch pots, filled with two-thirds sand to 
one of loam, sifted fine. Being very soft, 
they require to be kept moist, or they will 
flag if much air is given. Keep them until 
rooted under a propagating glass in a night 
temperature of 70 , with a little more heat 
during the day. Qive just as much air as 
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will prevent damping. They will root in 
a very short time, after which place them 
where they will receive a fair amount of 
light for a few weeks ; then move them 
into 6 or 7 inch pots. The soil should 
consist of four parte good turfv loam to 
one of rotten manure and sane) in equal 
quantities ; pre^s it firmly in the pots, and 
pinch out the points of the shoots to induce 
a branching habit ; let them have plenty 
of light, and water freely. When the roote 
have begun to move well they will bear a 
temperature of 70** at night and 10" higher 
with sun heat, syringing overhead at the 
time the house is closed. When the shoote 
have grown three or four jointe past the 
point at which they were first stopped, 
they should be again stopped. By the 
end of July they will want moving into 
10 or 11 inch pote, but this time do not 
break the soil nne ; each pot should now 
have four or five sticks, a yard high, placed 
just inside the rim round which to train 
the shoote ; very little shade is required, 
full exposure to the light being necessary 
to induce their flowering profusely. Give 
a moderate amount of air all through the 
summer, and increase it in September, at 
the same time discontinue the use of the 
syringe. About the close of the month 
water should be withheld from the soil 
until the leaves flag considerably, after 
which give a little to freshen them up, 
again allowing the soil to become dry, so as 
to cause the foliage to droop before water 
is applied. Keep on repeating this process, 
whicn will stop further extension of the 
shoots, harden up the wood, and ultimately 
cause the leaves to turn yellow and fall off ; 
after that re<luce the temperature to 55" 
during the winter, giving no more water 
than will just keep Uie soil slightly moist 
When starting them into growth, which 
may be at any time from the end of Feb- 
ruary -to May, they must have the ball of 
earth well moistened at the time when they 
are subjectel to a higher temperature. 
This will be best managed by soakmg them 
in a pail of tepid water, letting them 
fitand, pot and all, in it for twelve hours. 
After this raise the heat 5% at the same 
time training the shoots neatly round the 
sticks. When they have made a few inches 
of growth the temperature may be raised to 
65* at night, giving 8* or 10* more during 
the day. Syringe regularly overhead in the 
afternoon. In a lew weeks they will 
show flower, which will grow rapidly, 
and as a rule begin to open in eight 
weeks from the time when the pl^mte were 
first started. If bloom^ early it will 
be necessary to keep them in a tempera- 
ture aimilar to that in which they nave 



been brought on, but if not flowered until 
later they may be moved when in bloom 
to a conservatory, where they will last in 
good condition tor several weeks. After 
this they can be at once shifted into 16 or 
18 inch pote. The shoote should then be 
untied from the sticks, cut back to 4 or 6 
feet in length, and each plant trained near 
the roof in a house or pit where they will 
receive plenty of light, with a temperature 
during summer such as that of the preced- 
ing season, treating them in other respects 
similarly, and drying them off in autumn 
as before. After this a strong wire trellis 
should be fixed on each pot, over which 
the shoote may be evenly tied. Winter in 
a similar temperature, and again bring 
them into flower when required. After 
blooming this season they should be well 
cut back, turned out of their pots, and one- 
third of the ball of earth removed, re- 
placing them in the same pote in new soil, 
and growing them through the season, as 
recommended for the last. They will now 
be benefited by manure-water when grow- 
ing ; managed in this way, they will last 
for several years. If required for planting 
out, they should have a well-drained border 
in which there is not too much room for 
the roote, or over-luxuriant growth may be 
the result The soil ought to be similu* to 
that which has been advised for pot-culture, 
drying the plante off similarly in autumn. 
After the first season a little of the surfisu^ 
soil should be removed each year, replacing 
it with fresh material and giving manure- 
water liberally ; prune well in each season 
after flowering. C. Thomsonae and C. 
Rollissonii wiU succeed under the same 
treatment 

Insects. — As regards insects, deciduous 
Clerodendrons are not much subject to 
them. Bed spider will sometimes make 
ite appearance, and if not removed soon 
injures tibe leaves. For this the best we- 
ventive is a free use of the syringe. The 
shrubby species are often attacked by both 
brown 'scale and mealy bug, but diligent 
use of the syringe and sponging will keep 
them in check. When they are headed 
down affected plante should be well washed 
with insecticiae. The large-leaved kinds 
are sometimes infested witn red spider if 
the undersides of the leaves are not kept 
well syringed. C. splendens and C. 
speciosum should be treated in a like 
manner if troubled with insects. 

OLETHSA. 

Handsome evergreen shrubs that grow 
to a considerable size ; very effective either 
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in or out of flower. Suitable for a large 
greenhouse or conservatory. 

Clethras are increased by cuttings of the 
iluree-parts ripened shoots^ put in about 
August, several together, in pots filled with 
sand, kept moist, shaded, and covered with 
a prop^ting glass, in a temperature of 
65 . When rooted move them singly to 
3-inch pots in peat and a little sand, 
and keep them a little close for a few 
weeks until the roots have begun to 
move freely. Then dispense with the 
glasses and reduce the heat somewhat for 
the winter — say to 55* in the night — but it 
will be well to keep them at about this for 
the first season, as they will then attain a 
much better size than if allowed to remain 
stagnant until spring. About April they 
will most likely require moving into pots 
2 inches larger, using soil similar to that 
given at the firet potting. If a little more 
warmth than that of a greenhouse can be 
given the plants until the end of May it 
will be an advantage. Now stop the shoots ; 
let them have plenty of lights with air and 
a little shade wnen the sun is bright^ syring- 
ing overhead every afternoon. During the 
aummer an ordinary greenhouse tempera- 
ture will suffice, as also through the autumn 
and winter. Again in spring give them a 
2 or 3 inch shift, according to Sie progress 
made. Keep a little close for a weec or 
two, and then treat as recommended the 
previous summer. After this all that is 
necessary is to give pot-room as required 
80 as to get the plants on in size, as they 
are much more effective then than while 
small. They will last for many years if 
^ven enough root-room and manure- water 
m the growing season. 

The following kinds are the most suit- 
able for greenhouse cultivation : — 

C. arborea. Flowers white, blooms in 
summer or autumn. A native of Madeira. 

C. arborea minor. A smaller growing 
variety of the above ; the flowers are 
similar, and it blooms at the same season. 
Madeira. 

C. ferruginea. Flowers white, blooms in 
Bununer and autumn. Introduced from 
Peru. 

Insects. — Aphides sometimes attack the 
youn^ shoots ; to destroy them fumigate. 
Should scale be troublesome sponging must 
be resorted to. 

OLIANTHUS PUNiaCUS. 

This, the Glory Pea of New Zealand, is 
a most distinct and handsome as well as 
free-flowering evergreen greenhouse plant 
It produces its snlendid crimson-coloured, 
singularly-shaped flowers fr^y in bunches, 



almost as large as an epaulette, during the 
summer months, at which time it is a very 
suitable subject for conservatory decora- 
tion, where it will last for a considerable 
time in bloom, and is not so liable as some 
other things are to be injured by being for 
a time somewhat confined. It possesses 
also the great recommendation of naving a 
cood constitution, it is a free grower, and 
does not often get out of health. Good 
sandy fibrous loam will grow it well ; peat 
may be used if the former is not at hand, 
but where loam such as above described 
can be had, it will induce a fi^er disposi- 
tion to flower. 

This Clianthus is easily increased from 
cuttings of the young shoots, taken off 
when 4 or 6 inches long, with a heel — 
these may usually be had in right condi- 
tion about May. Put them singly in small 
pots filled with sand, and kept close, moist, 
and shaded in an intermeaiate tempera- 
ture, they will root by the middle of J une, 
when inure them to more air and less 
shade. In the course of a month they 
should have made enough roots to bear 
moving into 4 or 6 inch pots ; pinch out 
the points of the shoots, after which con- 
tinue to keep them warm and modei-ately 
close, so as to encourage both root and top 
growth. Give a littie shade when the 
weather is bright, and syringe overhead in 
the afternoons. At the end of August give 
more air, and cease shading and springing 
so as to get the growth solidified. Through 
the winter the usual greenhouse treatment 
as to warmth, air, and water will suffice ; 
about the beginning of April the roots will 
commence to move, and they may be 
turned out of their pots and their condi- 
tion examined. If wdl rooted give a 3-inch 
shift ; this will be enough^ for, although, 
as has been above stated, the plant is a 
good grower, it does not make roots in 
such quantities as some subjects of even 
smaller growth. Let the soil be weU 
broken by hand, and as much sand added 
as will keep it in the requisite porous state ; 
drain the pots sufficiently and make the 
soil moderately firm, then at once tie the 
branches well out 

It is of a somewhat stiff erect habit of 
growth, and, unless the training is attendcKl 
to in the early stages, it becomes difficult 
subsequently to deal with and liable to 
break. From this cause the plants gene- 
rally seen are somewhat leggy and soon get 
bare at the bottom, a condition that cannot 
afterwards be corrected. At the time it is 
thus tied out take off the points of the 
leading shoots, place the plants in a pit or 
house, amoncst any ordinary young nard- 
wooded stock, where they will be kept a 
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little close for a short time after potting, 
when they may be given a fair amount of 
air in the early part of the day ; close the 
houde in good time in the afternoons, and 
syringe them freely tdways when the air is 
shut off. This must not be omitted after 
growth has commenced and the weather 
gets at all warm, as they are very subject 
to red spider ; but, by timely and con- 
tinuous syringing through the summer, 
no inconvenience will he experienced ; 
turn them round once a weeK, so that 
they may get their leaves regularly wet 
on all sides. They will probably not 
require anything more, except a regular 
supply of water to the roots when the 
Hou seems to want it ; do not let the 
latter become so dry before water is given 
as is necessary with plants of a more tender 
nature. 

If any shoots show signs of out-growing 
the others pinch out their points ; give 
more air by the middle of August, but keep 
on using tne syringe until the end of Sep- 
tember — it will not induce a soft condition 
of the wood, as with some things, and as 
this Clianthus is not much liable to mil- 
dew no harm will be done bv the continued 
use of water overhead. Winter them as 
advised for the preceding season, and again 

Sot in the spring ; this time, if they have 
one well, tney will require a 3-incn shift, 
with soil as before recommended. Still 
keep the shoots trained out, using a few 
neat sticks to keep the branches in their 
wonted position, but it is a plant that does 
not neecf much support ; treat after potting 
and during the summer as last year. They 
will most likely flower from the principal 
shoots in July or August, consequently 
these must not be stopp^i, or the blooming 
will be interfered with ; when in flower 
they can be placed in the conservatory, 
where their bright-coloured blooms, dif- 
ferent in every way from most of the other 
occupants, will make them noticeable. 
After they have done flowering shorten 
the strong shoots back, and treat as during 
the previous autumn and winter. Again 
move them in the spring, giving pots as 
much larger as last season ; this sunmier 
the plants will make a good deal more 
growth, from the increased root-power 
which they have attained, and will pro- 
duce more flowers. If the pots are well 
filled with roots the ensuing spring, and it 
is deemed advisable to grow them into 
large specimens, they may oe again moved 
into bigger pots ; but if moderate-sized 
plants are preferred give manure-water 
once or twice a week, and in the spring 
remove 2 or 3 inches of the surface soil, 
and replace with new, to which has been 



added one-fifth of rotten manure : treated 
thus they will last for years. 

This Clianthus makes a good plant for 
covering a back wall or clothing a pillar^ 
either planted out or grown in a lai^e pot^ 
the principal thing being to keep it well 
and regularly syringed all through the 
growing season. Handsome as it is, with 
many growers it has got into bad repute, 
because it is subject to red spider ; this, if 
allowed to accumulate upon it, makes the 
leaves shabby and prevents free growth, yet 
nothing more is required to dislodge it than 
the free use of the syringe, as already advised. 

C. magnificus differs little in its flowers 
from the preceding, but is of a rather more 
vigorous or larger habit of growth. It re- 
quires the same treatment in every way, 
and is in some respects a better plant for 
training to a pillar or similar situation ; 
like C. puniceus, it must have a free appli- 
cation of the syringe. 

Insects. — 'f'hese Clianthus are not much 
troubled with insects, except scale and 
spider, as already mentioned ; if they get 
affected with brown scale they should be 
occasionally well sponged over, and in the 
winter, when at rest, syringed with insecti- 
cide. If the white species of scale gets upon, 
them there is no recourse but heading back 
into the hard wood when the plants are in 
a dormant state, and washing repeatedly 
with a strong solution of insecticide. Should 
they be attacked by aphides, fumigate. 

COB^A. 

Where quick-growing evergreen green- 
house climbers, such as will cover a large 
space in little time, are required, these 
plants suit Although their flowers are 
not showy they are borne in the greatest 
profusion, and from their graceful droop- 
ing habit of growth they are very effective. 
Cobseas may be propagated either firom 
seeds or cuttings ; if the latter course is 
adopted pieces about 3 or 4 inches lon^ 
shoidd in spring be taken off with a heel 
and put in small pots in a mixture of sand 
and loam, in moaerate heat under a bell- • 
glass. Kept moist and shaded they will 
root in a short time, and when the soil is 
fairly filled with roots move them into 
pots 6 or 7 inches in diameter, using 
ordinary sandy loam well enriched with 
rotten manure. Each plant should have a 
tall stick to support the shoots ; after they 
have begun to grow freely a greenhouse 
temperature will be best ; give air daily 
and water sufficient to keep the soil moist, 
and sprinkle overhead every day with the 
syringe. By the end of July the plants 
should be large enough for turning out 
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where they are intended to be grown. 
They will thrive in either peat or loam, 
-and should have the bed or border in 
which they are planted confined to from 
18 to 24 inches square (except where 
•a very large space is to be covered), other- 
wise they grow so fast as to be un- 
manageable. Little further is required 
«tcept training the shoots as they grow, so 
as to fill the desired space, and cutting the 
plants in freely each spring to keep them 
within bounds. 

The following are the kinds usually 
grown : — 

C, scandms, A quick grower, with 
pnrnle-tinted flowers. Mexico. 

U, scandens pendtdiflora. A strong- 
growing, drooping-flowered kind. 

C. gcandens variegata. A variegated 
leaved variety, with pretty foliage. 

Insects.— Free syringing all through 
the summer is generally sufficient to keep 
them clear from the usual pests. If affected 
with any of the more obiectionable para- 
fites, wash with insecticide when cut oack 
in the winter. 

OOCCOOYPSELUM BEPENS. 

This is an old, creeping, ever^en stove 
plant It is only worth growing for its 
perries, which are effective, and deep blue 
in colour. The shoots being of creeping or 
trailing habit, render the plant suitable 
for growing in hanging baskets, in which 
way its pretty berries are best seen. It is 
easily managed, and can be increased by 
shoot-cuttings struck in spring, and grown 
on in moderate stove heat, giving addi- 
tional pot-room ajB requir^. It comes 
from the West Indies. 

OOOHLIOSTEMA JAOOBIANUM. 

In this valuable introduction from 
Ecuador we have a stove plant not only 
of distinct and stately appearance but of 
remarkable beauty. It resembles a Brome- 
liad with a very short stem. Its leaves 
grow to a length of from 2 to 3 feet, and 
they are 7 inches broad at the widest part. 
They are arranged somewhat closely in a 
tuft-like form, springing from the short 
stem, which gives the plant the appearance 
of a huge Tillandsia. They are spreading, 
«lightly recurved, and of a somewhat pcue 
green colour, their appearance being much 
•enhanced by the beauty of the large spikes of 
flowers wluch are produced freely^ from 
their axils. A strong specimen will con- 
tinue blooming, more or less, for three or 
four months m succession. The flowers 
may be described as of a bluish- violet, and 



are borne upon smooth, stout pink stalks 
from 12 to 18 inches in length and as thick 
as a man's finger. These are furnished 
with pale pink bracts from 3 to 4 inches in 
length by 2 inches in breadth, which, 
contrastii^ with the flowers, produce a 
charming effect, altogether different from 
anything else. It usually commences 
blooming in spring, the particular time, of 
course, being influenced by the condition of 
the plant and the temperature in which it is 
^own. In addition to its fine appearance 
it possesses the good properties otnot being 
dimcult to manage, and it can be placed in 
a conservatory wnen in bloom during the 
summer months without sustaining iniury 
therefrom, when care is taken not to allow 
it to stand in a draught or too near where 
air is admitted. At the same time with 
this, as with most other stove subjects, it 
does not under such conditions make much 
growth, and consequently must not receive 
too much water ; for alfliough it delights 
in plenty of moisture when in active 
growth in a moderately high temperature, 
an over-wet condition of the soil when 
there is little root development going on 
is calculated to endanger its health. For 
a considerable time after its introduction 
its high price, owing to the slow rate of its 
increase, kept many from growing it, but 
now that it is cheaper it ought to find a 

?lace in even the most choice collections, 
t has an agreeable, but not over-poweiful 
perfume. 

It may be propagated by means of 
suckers, which are produced near the base 
of the plants. These, when sufficiently 
strong, may be taken off in the spring, 
stripping on a few of the under leaves, and 
placed singly in pots proportionate to their 
size in soil consisting of half sand and 
loam ; they will soon root in a temj>e- 
rature of 70* kept moderately, but not too, 
close. When sufficiently rooted, the young 
plants should be gradually exposed to 
the full air of the house, giving them 
plenty of light, but not direct sunshine. 
They should, however, by no means be 
shatied by other plants, for if so they will 
never make enough roots to support a 
vigorous head of leaves, without which the 
plant cannot be seen in its best condition. 
When the pots are moderately filled with 
roots shift into others 7 or 8 inches in 
diameter. It will succeed in a mixture of 
two-thirds good yellow turfy loom and 
one of fibrous peat, to which a liberal ad- 
mixture of Sana, broken crocks, or char- 
coal should be added, and a little chopped 
sphagnum. Drain the pots well ; crocks 
to one-fifth of their depth will not be too 
much, as, in common with other things of 
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ft kindred nature, it cannot bear stagnant 
moisture in the soil. The temperature 
during summer may be kept at from 65" 
to 70' by night, air being given in the. day 
when it rises by sun heat to 80% and the 
house closed in the afternoon while the 
.sun is up ; sprinkle overhead at the same 
time with tne syringe. As autumn ad- 
vances give more air and less shade, dis- 
continue syringing, and reduce the tem- 
perature, keeping it through the winter at 
alx)ut 60" in tne night and 5° higher during 
the day, giving considerably less water to 
the soil. Increase the heat 5" at the be- 
ginning of March, and when growth has 
fairly commenced shift the plants into pots 
4 inches larger than those they now occupy, 
using soil in a more lumpy state than before. 
In re-potting do not disturb the roots more 
than can be avoided, but merely remove 
the drainage material from the bottom of 
the balk. As the weather gets warmer 
raise the night temperature to 65' or 70", 
with a proportionate increase by day, at- 
tend to air and shade as reauired, and 
r'n syringe overhead when the house is 
Bd in the afternoons. Under such con- 
ditions the plants will grow apace, and 
when the roots have got a good hold of 
the soil they must be liberally supplied 
with water. Most probably a few spikes 
of flowers will make their appearance this 
season, but these are of secondary impor- 
tance, as Uie aim of the cultivator should be 
to grow the plants to as large a size as possible 
during the summer. No attempt should 
therewre be made to move them from the 
stove when in bloom during the present 
season. About July they ought to have 
another shift, this time putting them in 
15 or 16 inch pots, with similar soil and, 
as before, plenty of drainage. Give less 
water for two or three weeks until the 
roots penetrate the new material, after 
which treat in every way as in the early 
part of the summer. As autumn advances 
again reduce the temperature and dispense, 
as before, with the use of the syringe and 
shading ; also maintain a drier condition 
of the atmosphere, and winter tliem as 
previously. In spring again increase the 
temperature, and ^ive additional water, 
with shade as required. If all has gone 
well, and the plants have made the pro- 
gress which they ought to have done, tney 
will begin to push up their flower-spikes 
about the beginning of May, producing 
from a dozen to a dozen and a half at or 
near the same time. It will be better not 
to move them to cooler quarters until mid- 
summer, as while the spring growth is 
somewhat tender and the nights cold they 
will be liable to suflfer in a way of which 



tihere will be no danger later on in the- 
season ; the successional flowers which 
they will produce will render them an 
acceptable addition to the conservatory, 
where they may remain up to the end of 
August, being placed again in the stove 
before the weather gets cooL Winter as 
previously, and in the spring, before 
growth has commenced, turn them out oT 
their pots and work away as much of the 
soil from the upper portion of the ball as 
can be done without injuring the roots to- 
any extent ; regulate the draina^ add 
new soil, and put the plants back into the 
pots out of which they were turned, unless 
there is a desire to grow them on to a very- 
large size, in which case they may be- 
shitted into others 2 inches larger. Treat 
during the summer as in the preceding^ 
one, but this season give them a little 
weak, clear manure-water once a week ; 
this will compensate for the want of addi- 
tional root-room. Their autumn and winter 
management should be the same as before, 
in spring removing some of the old soil^ 
giving Iresh material in its place, and 
again assisting them with manure-water* 
When suckers are made they should, as 
they get larce enough, be removed and 
struck, as already recommended ; these 
will take the place of the older plants when 
they get shabDV in appearance. 

Insects. — The character of the leaves of 
this Cochliostema and the continuous use 
of the syringe during the growing season 
keep down, as a rule, the smaller kinds of 
insects that afl^ect the occupants of the 
stove ; if scale makes Hb appearance it is 
easily removed by sponging, and mealy 
bug can be washetl off by syringing with 
tepid water. 

oocos. 

A very beautiful and also interesting 
genus of stove Palms, from the fact of one 
of the species, C. nucifera, yielding the 
Cocoa Kut of commerce. In addition to 
this some of the species are so extremely 
elegant in appearance as to be ranked 
amongst the most select of cultivated plants. 

For propagation and cultivation, see 
Palms, general details of culture. 

C. elegantissima. A remarkably elegant 
species that attains a medium size : the 
leaves are pinnate, the pinnae narrow ; the 
stem is slender, and tnis, combined with 
the plume-like character of the leaves gives 
the plant a beautifid appearance. From 
Soutn America. 

C. nucifera. The species from which 
the edible Cocoa Nut is obtained. In a 
state of nature it is not usually found hr 
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from the sea. It is a handsome plant, but 
requires much room if grown sufficiently 
lai^ to exhibit its true character. From 
India. 

(7. Wedddliana, One of the most 
beautiful of all Palms, resembling much in 
general appearance the most elegant-habited 
kinds of Cnainsedorea. The stem is slender, 
the leaves pinnate, pinnsB long and very 
narrow, foot-stalks short : collectively this 
plant has a charming appearance. Bio 
Negro. 

COFFEA. 

The Coffee of commerce. Both C. 
arabica^ a native of Yemen, and C. liberica, 
from Liberia, are handsome evergreen 
trees, interesting on account of the im- 
mense extent to which the berries are 
used in so many parts of the world. 

They are easily raised from seed, which 
should be sown in shallow pans filled with 
a mixture of sifted peat and sand, standing 
the pans in a temperature of 70®. When 
the plants come up place them near the 
light If the seeds are sown during the 
latter end of summer the plants may 
remain in the seed-pans until the following 
spring, when they must be moved to 3-inch 
pots, in soil sinular to that in which the 
seed was sown ; as solar heat increases 
raise the temperature, giving air daily, 
with a little shade, and syringing overhead 
freely in the evenings. Through the latter 
part of spring and summer a night tempera- 
ture of 70* with 16" more in the day will 
be found suitable ; winter at about 60". 
In spring a^n give larger pots, and raise 
tiie heat as m the preceding year ; during 
the season of active growth ^ve water 
finely, and apply less in winter. A 
continuance of tne treatment so far advised 
is all that is necessary, with additional 
pot-room as found requisite. The plants 
attain considerable size if sufficient nead- 
room and root-space are given them. The 
flowers, which are white, are interesting as 
weU as the berries. The two kinds are 
much alike in their habit of growth. 

Insects. — Scale is the worst insect to 
which these plants are subject ; sponging 
is the best means of keeping it down. 
Mealy bug, which will also live on them, 
can be removed b^ laying the plants on 
their sides and syringing freely with tepid 
water. 

COLEONEMA. 

There are two or three kinds of Coleo- 
nema in cultivation, C. album, C. rubrum, 
and C. tenuifolium. They are low-growing 



evergreen greenhouse shrubs, from the 
Cape of Good Hope, with small insignificant 
flowers. They are now seldom met with^ 
being of little value from a horticulturfld 
point of view. They will succeed under 
treatment similar to that advised for 
Adenandras, which see. 

OOLEUS. 

Softwooded stove plants, so well-known 
for the exceedingly bright colours of their 
leaves as to require no comment here, 
further than saying, that the varieties 
ndsed from seed in recent vears possess 
colour such as can scarcely be surpassed. 
Their colour, combined with the excellent 
habit of the plants, the ready way in which 
they may be propagated and afterwards 
grown on, and their adaptability for 
aecorative use, renders them mdispensable. 
They may be struck from shoot-cuttings at 
any time of the year in heat^ confined in a 
close moist atmosphere and shaded from 
the sun ; when thev are rooted they must 
be potted on in rich loamy soil witn some 
leai-mould added. Give pots proportionate 
to the size the plants are required to be 
grown to, and shade slightly from the sun 
in verjr bright weather, but at the same 
time give plenty of light, with enough air 
to keep the shoots from getting drawn. 

The following are fine kinds : — 

C. Allan ChaTuJUer, Maroon, crimson 
and green leaves. 

C. CanneWs Lovely. Ground colour 
crimson, with chocolate and green markings. 

C. Conrad Rosenthal. Leaves a mixture 
of yellow, red, green, and maroon. 

C. Ethel Baxter. Cream colour, bright 
green and carmine. 

C. Ernest Berw/ry. Yellow, crimson and 
green. 

G. Fair Maid of Kent. Scarlet and 
yellow. 

C. Oeorge Simpson. Maroon and crimson. 

C. Harry Veitch. Yellow, green, and 
chocolate. 

G. Illuminator. Green, magenta, and 
maroon. 

G. John Senary. Bright scarlet and 
yellow. 

G. Maggie. Crimson, yellow, bronze, 
and green. 

G. Miss Rosina. Yellow, maroon, crimson, 
and pale green. 

G. Mrs. Baxter. Crimson and green. 

G. Mrs. George Simpson. Deep crimson 
and mulberry colour. 

G. Mrs. Knatchhull'Hitgessen. Gold and 
deep maroon. 

CI Pompadour. Pink, with white and 
green marbling. 
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C. Reine des Beiges. Carmine, light green, 
and maroon. 

(7. Troubadour, Bright green, creamy 
white, and crimson. 

Insects. — Few insects affect these plants, 
their sap being of too crude a nature to be 
palatable to the parasites. Aphides some- 
times make their appearance, for which 
fumigate, and if red spider is at all trouble- 
some syringe freely with clean water. 

COLUMNEA. 

These are remarkably free-growing and 
equally free-flowering stove Gesnerads that 
continue in bloom for a long time. Plants 
of a scandent habit when grown with 
nothing to cling to or to support them 
naturally droop, and become suitable for 
hanging baskets. Many that possess this 
form, however, grow too long and straggling 
to be of use for cultivating in this way ; 
hence it is that we have not too many 
that can be made to adapt themselves to 
this purpose. On this account one of the 
Columneas, C. scandens, is valuable for 
suspending in the stove or intermediate 
house, where its bright tube-shaped flowers 
show themselves off to the best advantage. 
They bloom for a considerable time during 
the summer and autumn. 

Cuttings made of the points of the shoots 
taken off in April, put singly in small pots 
in sand, placed in a propagating frame in 
ordinary stove heat ana kept moist, will 
strike in a short time, as they emit roots 
not alone from the joints, but all up the 
stem. After they are rooted treat them 
like the general occupants of the stove as 
to warmth, water, air, and shade ; the last 
they do not require so much of as more 
delicate plants ; and they should receive 
only what is found necessair to keep them 
from getting scorched. Pinch out the 
points of the shoots as soon as they have 
begun to grow, after which move them 
into 6-inch or 7-inch pots, which will be 
large enough for the first summer ; in July 
again pinch out the points of all the shoots 
and repeat the operation later on in the 
summer if the growth made is such as to 
require it, the object being to keep them 
as Dushy as may be. Reduce the heat in 
autumn ; a temperature of about 60° will 
suffice through the winter. In spring, 
about the end of March, those that are 
intended for growing in baskets should 
have those prepared tor them ; they may 
consist of the ordinary rustic pattern, made 
of wood, or of iron wire. They can be 
lined with moss, and then have tne plants 
turned out into them in the usual way, or 
they may be moved to larger pots and 



plunged in moss within the baskets ; in 
either case the baskets should be of a good 
size, as the plant* are free growers. If to 
be grown in the ordinary way they will 
require 12-inch pots ; use good turfy loam 
with a little sand and leaf-mould, and 
again stop tlie shoots. They will need 
more warmth as the solar heat increases, 
with a plentiful supply of water when free 
growth sets in. The shoots should then be 
supported with sticks and ties ; if in 
baskets, as a matter of course they will re- 
quire to be allowed to han^ down. It 
would not be advisable to again stop them, 
as this would interfere with their blooming. 
Treat generally as during the preceding 
summer. 

The flowers are produced at the axils of 
the leaves, and have a verjr distinct and 
handsome appearance ; individually they 
are not unlike single blooms of some of the 
larger Qesneras. When they have done 
blooming, the branches should be cut close 
in, after which keep them moderately 
warm, so as to encourage them to break 
into • growth ; winter as before. When 
they are inclined to start in spring, turn 
them out of their pots, remove a consider- 
able portion of the old soil and replace it 
with new. The pots they have occupied 
last summer will be big enough, unless very 
large plants are wanted, in which case they 
must nave more room. As soon as the 
soil has got well filled with roots give 
manure-water ; this will support them 
without the necessity for large pots. After 
the second year's flowering they may be 
discarded, and young stock struck to take 
their place. 

The family is limited to a few species, 
the two best of which are : — 

C. erythrophceoy which has long-tubed 
red flowers, and is a native of Mexico, and 

(7. scandenSy which bears bright scarlet 
flowers, and comes from the West Indies. 

Insects.— The hairy stems of these 
plants afford shelter for mealy bug, which 
will live upon them, but the texture of the 
stems and leaves is such as to admit of their 
being freely syringed with tepid water if 
they happen to get affected, laying them 
down on their sides at the time. 

COMBRETUM PUBPUBEUM. 

This belongs to a somewhat numerous 
family, mostly evergreen twiners from hot 
regions, but it is the only one that has 
found favour with plant growers. It does 
not get so large as many stove climbers, 
and on that account is more suitable for 
places where the space that can be afforded 
to it is limited. Its flowers, which are 
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very handsome, are borne in larce, spread- 
ing, fan-shaped sprays a foot in length and 
nearly as much in width ; the colour, red- 
dish crimson, is rich and deep ; the flowers 
are individually small, but they are pro- 
duced in large numbers, standing close and 
erect on the upper surface of the spike, 
which assumes a norizontal position. The 
plant is suitable lor twining round a pillar, 
clothing a rafter, or training as a specimen 
on a trellis. In the latter case it can be 
used when in bloom for decorative pur- 
poses in a warm conservatorv or heated 
Fern house ; yet it must not be subjected 
to draughts in a cool house, as it is essen- 
tially a warm stx)vc plant, coming from the 
hot, moist regions of Madagascar, and 
therefore cannot bear for any length of 
time either a low temperature or a dry 
atmosphere. 

It IS increased by cuttings, which by 
many are found rather difficult to strike. 
The strong young shoots are somewhat 

?ithy, long-jointed, and liable to damp oflF. 
f cuttings made from growth of medium 
strength that has got two-thirds ripened 
are in the summer put singly in small 
pots, filled with clean sand, placed in a 
brisk heat moderately moist and kept 
close, they will callus in a few weeks and 
idtimately emit roots. As soon as these 
-exist in sufficient quantities to support the 
cuttinss, they should be graduaUy inured 
to air by tilting the propagating glasses bv 
degrees until they can oe dispensed with 
^together. The young plants should be 
kept at the warmest end of the stove, and 
when they have got enough roots to bear 
moving, ought to be put in 4-inch or 5-inch 
pots. The soil should consist of good 
nbroos peat, without anything added, 
•except sufficient sand to ensure dts keeping 
for years quite porous. This latter is 
•essential, as the plant, from its evergreen 
character, cannot bear shaking out like 
some things. The soil must be kept 
moist, but not too wet Svringe daily 
overhead, and slightly shade from the sun 
until the middle of September, when both 
may be dispensed with till the spring. As 
the days set shoiter reduce the tempera- 
ture, which may be kept during the season 
of rest at 60° to 65'* in the night, with 5° 
higher by day. Less water should be 
given thix>ugh the winter. About the 
middle of February let them have a little 
more heat day and night, but do not pot 
them until the roots have begun to move 
freely, as they do not require nearly so 
much root-room as some plants. At the 
beginning of April they may be moved 
into pots 3 inches lar^r, eiving them soil 
similar to that in which mey were potted 



before. They should now have a few neat 
sticks inserted in the soil, round which to 
be trained. They ought to have their 
points pinched out, so as to induce them 
to make several shoots. The night tempe- 
rature further on may be raised a lew 
degrees, and in the daytime be allowed to 
run up to 80*, after wtach give air, closing 
with sun-heat and syringmg each after- 
noon. A thin shade will now be required 
in bright weather. Do not over- water, as 
this Combretum is comparatively a slow- 
rooting plant, and untfl the roots have 
begun to enter the new soil it is better to 
keep it a little dry. Continue to syringe 
overhead when the house is shut up in the 
afternoon, with a moist atmosphere day 
and night As growth is made keep the 
shoots trained regularly round the sticks, 
for if allowed to become entwined in each 
other, they are liable to get injured when 
being undone. 

Nothing further will be required, except 
a continuance of this treatment until the 
middle of July, when, if the plants have 
made sufficient progress to bear a second 
shift, again give them pots 3 inches larger, 
usin^ the peat in pieces a little larger than 
previously. It is safer practice with sub- 
jects of this description, which do not make 
rapid growth, to give two moderate shifts 
in the season than one large one, as, if the 
work is carefully done, they will not 
receive any check. They will now need 
larger and stronger sticks to support them, 
ana through the remainder of the summer 
will simply want attending to as before. 
In September cease to syringe or shade, 
giving more air and less moisture in the 
atmosphere, as well as at the roots, so as 
to discourage their making much growth, 
and to ripen up the shoots. Reduce the 
temperature 5" both day and night through 
the autumn, ultimately lowering it to the 
point recommended for the preceding 
winter. During the winter keep them in 
a light situation well up to the glass, for 
upon the wood being well-matured will 
depend their flowering freely the ensuing 
summer. As the days lengthen, again 
raise the temperature gradually as before, 
and in April move them into pots 2 inches 
or 3 inches larger, according to the (quantity 
of roots they are found to have ; in these 
they must remain through the summer. 
They should now be taken off the sticks, 
and have stout wire trellises placed to the 
pots, round which the shoots should be 
trained so that the bottom of the trellises 
shall be well covered. Their treatment 
through the growing season will require to 
be similar to that which was recommended 
for the preceding. By midsummer they 
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will show flower, which will open some 
weeks later on. It will not be advisable 
to remove them from the stove to cooler 

Suarters this season, as it would check 
leir prc^ess, and the object will be to 
increase their size and ability to bloom the 
ensuing summer. As the autumn advances, 
again give more air and less moisture, 
treating them as before through the winter. 
Before growth commences the ensuing 
spring, u any over-long shoots exist they 
may be shortened back, but the knife must 
on no account be used too freely, or it will 
limit their power to flower. About the 
same time as previously they should be 
turned out of their pots, and any loose soil 
at the tops of the balls that the roots have 
not taken hold of ought to be removed. 
Give them a 2-inch or 3-inch shift, and 
treat subsequently through the season as 
previously. When in flower they may be 
moved, as sJready mentioned, to a some- 
what lower temperature during the warmest 
part of the summer. Each spring they 
ought to be turned out of the pots, and as 
much of the soil removed as can be got 
away without much disturbing the roots, 
replacing it with new material ; but the 
pots already recommended will be large 
enough for ordinary purposes, the plants 
being assisted during the growing season 
with manure- water once or twice a week. 
When grown on the roof or similar posi- 
tion, all that is required is to keep tnem 
regularly trained, not tying the shoots in 
too closely ; in most cases it will be found 
better to confine the plant to a pot than to 
turn it out — not the least advantage of 
this plan is that so grown it can be at anv 
time moved to another place, and it will 
last for years in a pot when fairly treated. 
Insects. — Aphides, thrips, and red 
spider can easily be kept down by the use 
oT the syringe. If affected with scale or 
mealy bug, dip in or syringe with insecti- 
cide. 

CONOOLINinM. 

Pretty flowering plants that thrive in an 
intermediate temperature. 

They can be raised from seeds sown in 
spring in moderate heat in a mixture of 
loam and sand ; after the plants are large 
enough to handle move them singly into 
3-inch pots filled with material similar to 
that in which the seed was sown. Stand 
them near the glass, in a temperature of 
55' or 60** in the night, with air and shade 
by day, keepinj? the atmosphere moderately 
humid, and syringing overhead in the after- 
noons. By the end of June give pots a 
size larger, treat afterwards until autumn 



as in the early part of summer, and winter 
at about 50 . More pot-room wiU be 
required in spring, but tnev do not need so 
much root-space as many things. 

The undermentioned are the most de- 
serving of a place : — 

C, atronioens. Is sufficiently distinct to- 
be worth growing. 

(7. iantkinwm, A distinct kind that 
bears interesting flowers. 

Insects. — Aphides are troublesome on 
these plants during the summer ; for their 
destruction syringe freely with clean water 
and fumigate with tobacco. 

OONVALLABIA MAJALIS. 

(Lily of the Valley.) 

This deservedly popular plant is one of 
the best for winter forcing. To have it 
early, say by Christmas, it is necessary to 
have strong well-developed crowns that 
have completed their growth early, such 
as the roots grown in Germany or other 
parts of Europe, where the climate permits 
of earlier maturity than is possible m ours. 
They are now imported in quantities for 
early forcing. This Convallaria will bear^ 
in tne matter of heat, treatment different 
from that of most plants, and to get it in 
early it is necessary to subject it to a high 
temperature. Unlike other plants that re- 
quire to have time aft«r potting for root- 
action to precede their forcing, it will 
submit to a high temperatui-e as soon as 
potted. Select the larjjest and strongest 
crowns, and put them nine or ten togetner 
in 5 or 6 inch pots, using ordinary loam 
with a little sand. In ]>otting leave the 
tops of the buds above the soil, which press 
moderately firm abi^ut the roots ; then 
immediately plunge the pots in a bottom 
heat of 85°, putting some light material such 
as leaf-mould or cocoa nut fibre over the 
whole to the depth of an inch or two. In 
the course of a fortnight the crowns will 
have so far started into growth Uiat the 
flower stems will be visible ; then lift the 
pots out of the plunging material and put 
them in a shallow fmme with a light to fit 
it, which frame the house the plants are in 
should be provided with ; tilt the light an 
inch or two, shade the glass heavily so that 
little light will reach the tender Iblanched 
growth. If exposed to much light at first 
while in this condition failure will follow, 
as the flowers will not move further. As 
the white shoots get harder gradually 
remove the shading, tilt tlie lights more 
and give water as required. The plants 
will soon bear the full light of the nouse 
so as to be stood well up to the glass ; 
during the time tliat elapses after removal 
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from the bed in which the pots were 
plunged the temperature should be kept 
up to 70° so as to\eep the growth moving 
m^y. Under this high pressure forcing 
the crowns should be started about four 
weeks before the flowers are wanted. 
When clumps are used instead of selected 
crowns, they require larger pots, and they 
are better adapted for later flowering when 
slower forcing will suffice. 

CONVOLVULUS MAURITANIOUS. 

Among the large number of the climb- 
ing or twining kinds of Convolvulus there 
are few held in much favour for cidtivation 
in greenhouses, yet the species under notice 
heaves effective flowers, and the habit of the 
plant is such as to render it suitable for a 
greenhouse. 

It is an herbaceous perennial, and can be 
raised from seeds sown in pots filled with 
ordinary loam in a greenhouse early in 
spring; move them singly into pote as 
soon as large enough to handle, after which 
grow on under greenhouse treatment, 
training the shoots over the space they are 
to cover, and giving increased root-room as 
it is reauired. The flowers are blue ; it 
blooms for a considerable time in summer. 
From Sicily. 

Insects. — Greenfly frequently affects the 
young shoots ; fimiigation is the remedy. 

OOPROSMA BAUEELANA 
VARIEGATA. 

A variegated evergreen plant from New 
Zealand, that, when well grown, is effective 
among the green-leaved inmates of the 
greennouse. 

It is propagated by cuttings of the soft 
shoots taken off in spring when about 2 or 
3 inches long, put in pots tilled with sand, 
and kept close, shaded, moist, and warm. 
The treatment required from the cutting 
stage and onwards is such as Fuchsias need, 
and the young plants should be kept warm 
so as to accelerate growth untQ they get 
to moving freely. The leading shoots 
should have their points pinched out two 
or three times during the spring and 
smnmer to cause freer growth in the side 
branches, which in their turn must also 
have their points pinched, otherwise the 
plants have a straggling appearance. 
Each spring cut the shoots in moderately 
before growth begins. Ordinary loam and 
sand with some leaf-mould is the best 
material to grow this plant in, withpot- 
room such as reauired for Fuchsias. There 
is a green-leavea form that succeeds under 
like treatment 



Insects. — Thrips, aphides, and red spider 
often attack these plants in spring and 
summer ; to keep them down syringe daily 
through the growing season. 

CORDTLINE INDIVISA. 

This is a greenhouse ornamental-leaved 
plant from New Zealand, nearly allied to- 
the Dracaenas, but requiting to be diffe- 
rently treated, and is so much more difficult 
to grow that it is better to treat of its cul- 
tivation separately. When fully grown 
and in good condition, it is one of the 
handsomest of the vaiiegated-leaved plants 
that aie now so much cultivated. The 
leaves are pale green, the midrib and 
lateral nerves of a beautiful coral red. 

It is raised from seeds which should be 
sown at the beginning of the year in large 
pans in a mixture of nne-sifted loam, peaty 
and sand, covering the seed slightly ; keep 
in a temperature of about 60^ in the night, 
just moistening the soil sufficiently to- 
enable the seeds to vegetate. In the 
spring, or as soon after as the seedlings are 
large enough to move put them in 3-inch 
pots, now using good yellow loam with a 
moderate addition of sand, draining the 
pots well, as the plant is very impatient of 
anything approaching stagnant moisture 
about the roots. The best place for the 
young stock through the summer will be in 
a pit which can be kept a little closer than 
an ordinary greenhouse ; this will slightly 
accelerate their growth. Shade slightly in 
bright weather. It may be well to mention 
here that this Cordyline requires to be very 
carefully watered in all its stages, but more 
particularly as it gets large with a con- 
siderable body of soil about its roots, 
consequently it must never be watered 
until the soil is approaching a condition 
of dryness such as the roots would not longer 
bear without checking growth ; when 
water is given it must be in quantity that 
will fairly moisten the soil, not more. 
Winter in a temperature of about 60** by 
night, and early in spring move the plants 
into pots 4 or 5 inches larger, using soil as 
before, and keep them through the summer 
at a greenhouse temperature with plenty of 
light. They should now do without 
shading except so far as may be necessary 
to prevent the leaves getting scorched 
should the glass in the roof be of a de- 
scription likely to thus injure them, in 
which case a bttle shade in the middle of 
the day may be needful. It is well always 
to keep this Cordyline a little warmer m 
the winter than most greenhouse plants, 
say 45® in the night, or a degree or two 
higher will benefit it If they do well 
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thev should each spring require pots 2 or 3 
incnes larger untu they get into such as 
are 18 or 20 inches in diameter ; never in 
potting attempt to disturb the roots further 
than taking away the drainage crocks. 
As they get large weak manure-water in 
the growing season will assist them. The 
plant will sometimes keep in a healthjr 
condition for eight or ten years, but, it 
oftener goes off at the roots before this age 
is reached, which keeps it scarce. 

Insects. — This Coniyline is not usually 
much affected with insects, but red spider 
and thrips sometimes attack the leaves, 
getting on the undersides ; these must be 
sought for and at once removed by spong- 
ing. 

OORONILLA. 

The greater number of these plants are 
hardy, but a few require greenhouse treat- 
ment, and are sufficiently distinct from most 
other thinffs to deserve a place. They are 
increased by cuttings in the same way as 
advised for Croweas, which see. 

The following are the best for pot cul- 
ture : — 

(7. glauca. A yellow-flowered species 
fix)m the South of Europe. It blooms in 
summer. 

C. glauca vwriegata, A variegated form 
of the above ; flowers and general character 
in other respects similar. 

Insects. — For aphides fumigate, and 
syringe freely if red spider appears. , 

COBBEA. 

The varieties of these evergreen green- 
house plants mostly grown are hybrids, 
raised oy crossing the New Holland or 
New South Wales species, the best origi- 
nating from the scarlet-flowered C. speciosa 
crossed with the green- flowered C. virens. 
They vary in colour — from scarlet to deep 
crimson in the tube, with a green or lighter- 
coloured band near the apex of the flower. 
They are very free-growing plants, of com- 
pact habit, much easier to manage than 
many things that have been introduced 
from the same countries. They are free 
flowerers, different varieties coming in 
bloom from April until the close of the 
year, individualljr lasting in flower for two 
or three months in succession. The flowers 
are tube-shaped, about 2 inches long, hang- 
ing from a stalk produced from the mature 
growth. Why these Correas are not more 
g^rown for conservatory and general decora- 
tion seems unaccountable, as they have 
much to recommend them for such pur- 
poses, not the least of which is their ability 
to bear, whilst in flower, being placed in a 



more confined situation, with a less amount 
of light than many subjects would stand 
without injury. The absence of these and 
a number of other things that, when well 
grown, are both very handsome and alBO 
distinct^ can only be attributed to fashion, 
the infectious influences of which are very 
often as apparent in the plants we grow, as 
in many other matters. This, and the too 
general disposition evinced to grow sub- 
jects that are difficult to manage, shuts out 
from general cultivation in our ^reenhous^ 
many plsmts that might with advantage be 
much oftener met with. 

The Correas, being comparatively strong 
rooters, will succeed pottea in either peat or 
loam, but, where the former can be nad in 
good quality it is preferable ; it should not 
be us^ too fine, and ought to have added to 
it a fair quantity of sand, so as not alone 
to ensure porosity when the plants are first 
placed in it, but to maintain this condi- 
tion for years, as with ordinary care they 
will last long. They should never be sub- 
jected to any reduction of the ball, or 
shaking out process, consequentiy it is 
necessary in the first instance to prepare 
the soil so as to ensure its lasting capa- 
bilities. 

All the different sorts strike from shoot- 
cuttings, but we have not found them so 
certain in rooting as many things unless 
when taken off with a heel ; to obtain cut- 
tings in this condition a plant should have 
its l)ranches all, or in part^ cut back in 
February, immediately placing it in a little 
warmth to cause it to break more freely. 
By this means cuttings about 3 or 4 inches 
long may be had by the middle of May ; 
put these in an inch or two apart in 
pots filled with sand, placing them in an 
intermediate temperature, kept moderately 
close, moist, and shaded ; they should be 
rooted in two months, when give more 
air and reduce the shading ; move sin^y 
into small pots and encourage growth by 
keeping them moderately warm until the 
end of August, in the interim pinching out 
the points. Keep through the winter at 
about 45** in the night, and towards May 
they should bear moving into 4-inch pots, 
using soil such as above indicated ; during 
the growing season let them be a little closer 
with an atmosphere somewhat more moist 
than needful for larger stock, syringing over- 
head daily. Again towards autumn keep 
cool, and the atmosphere drier, and winter 
as before. Correas do not make so much 
root as many hardwooded plants, there- 
fore it is not advisable to attempt giving 
them more than one shift during the year. 
It is best to re-pot them about the middle 
of April. If tne pots are well filled with 
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roots give them a 3-inch shift : make the 
new soil tolerably firm. A day previous 
to potting see that the ball is well mois- 
tened, but do not give any water afterwards 
until it is absolutely required. If the mate- 
rial on which the pots stand is kept damp, 
the length of time betwixt the operation of 
potting and the necessity for giving water 
will be prolonged. To further extend this 
keep the house a little close, the increased 
warmth produced by which will assist 
growth. After potting immediately train 
the shoots out so as to give a well-furnished 
bottom to the plants. They are rather in- 
clined to an erect habit of growth, and are 
sufficiently strong in their wood to do 
without much support from sticks. This 
latter frequently leads to the omission of 
tving them out whilst young, which has 
the certain effect of spoiling them by their 
inuming up and leaving the bottoms scant 
of shoots. Stop the points to induce them 
to break back and form bushy specimens. 
All through the spring and early part of 
summer close the nouse soon in the after- 
noons to assist growth, and damp the 
plants overhead at the time of shutting 
up ; in very bright weather a little shade 
in the middle of the day will help them. 
Do not let the soil ever become so dry be- 
fore water is given as in tlie case of delicate 
hardwooded subjects. Should any shoots 
take the lead so as to unduly rob the 
weaker ones, pinch the points out and 
bend them down so as to give the others a 
chance of equalising the ^wth. 

In August cease syringing overhead, and 
give air plentifullv night and day to ripen 
up the growth. This is necessary to mature 
the young wood, which will cause it to 
flower more freely, but the ripening process 
need not be carried so far as with many hard- 
wooded plants, Correas not being at all sub- 
ject to suffer from mildew. They should 
now be wintered a little cooler than recom- 
mended for the previous winters. About 
the same time in the spring as before re- 
pot, a^in giving a 3-inch shift, and use 
the soil in a little more lumpy condition. 
They will flower nicely this season if all 
goes well with them, yet in the case of 
these plants it is better to pot at the time 
advised than to defer it until after they 
have bloomed, as it will in no way in,ter- 
fere with their flowering. Whilst in bloom 
they may be placed anywhere in the con- 
servatory where they will not be too much 
crowded with other things. When the 
flowering is over they should at once be 
moved to a situation such as that in which 
they have been grown, and their shoots 
shortened back and tied out. Winter as 
previously, and again move into larger pots 



in the spring, giving them 2 or 3 inches 
more room, according to the greater or less 
quantity of roots they are found to have ; 
treat as before through the early part of 
summer. This season they wOl make well- 
furnished small specimens, and will bear a 
good head of bloom. Attend to the tying, 
so as to keep them in shape ; but at no 
time will they require more than a limited 
quantity of sticks to hold the principal 
snoots sufficiently open. After tney have 
flowered again go over them, and shorten 
back the growth. It will not be advisable 
to repot in the ensuing spring as before, 
for unless very large plants are required 
they may be kept for years in a healthy 
flowering condition by the use of manure- 
water, given once a week or so through 
the growing season. They will be found 
to answer for ordinary decorative purposes 
better when thus grown to a moderate size 
than if larger ; and as these Correas are 
not difficult subjects to manage, a few 
young ones can from time to time be 
started to take the place of such as get old 
and worn out. 

C. bicolor, C. Brilliant, C. cardinaUs, and 
C. magnifica will all be found worth a place, 
and repay the comparatively little care re- 
quired to grow them in a much better con- 
dition than they are often seen in. 

Insects. — Correas are little subject to 
the attacks of such insects as usually infest 
the greenhouse. Thrips sometimes make 
their appearance upon them, and must be 
destroyed by fumigation or dipping. They 
also sometimes get affected with scale, both 
white and brown, if they are placed under 
or in contact with other things on which 
the insects exist. Remove the brown 
species by the use of sponge and brush ; 
for white scale repeated dipping, or syring- 
ing with strong insecticide in the winter 
season will be necessary. 

CORYPHA. 

A genus of handsome fan-leaved mostly 
stove Palms. They are robust gowers, 
ultimately requiring a good deal of room. 

Propagation and cultivation given under 
Palms, general details of cultui-e. 

(7. australis (syn. : Livistona australis). 
A strong-growing greenhouse species with 
large leaves, deeply divided, and thick in 
texture. In a young state it is one of the 
most useful kinds for decorative purposes. 
A native of New Holland. 

C. umhraculifera. A stove species, yet 
it will stand much hard usage, and bear in 
summer a lower temperature than the 
stove. The leaves are plaited and divided 
at their outer edge. From India. 



Digitized by 



Google 



126 



Greenhouse and Stove Plants, 



CBASSULA. 



COSMELIA RUBRA. 

An evergreen New Holland shrub, the 
only representative of the genus in cultiva- 
tion ; it is not equal to many things that 
require greenhouse protection. 

It can be increased by cuttings, and 
grown on afterwards similarly to Epacris, 
which see. 

Flowers red and produced in spring. 

COSSIGNIA BORBONIOA. 

This is a handsome evergreen hard- 
wooded shrub from the Mauritius ; con- 
sequently it requires a brisk heat in which 
to grow it well. Its beauty piincipally 
consists in the leaves, which are pale olive- 
green, with a handsomely coloured midrib. 
This plant has been much prized by culti- 
vators of ornamental -foliaged subjects, 
from the fact of its being a slower grower 
than the generality of fine-leaved plants, 
and on this account not so liable to out- 
grow the limits of the space allotted to it. 
When it has attained sufficient strength, it 
usually branches out freely, forming a good- 
aized bush, like a large Croton. 

It is a somewhat aifficult plant to pro- 
pagate, the cuttings being harder to strike 
than those of many things, but they may 
be rooted if the young shoots are taken off 
with three joints or so when in a three- 
parts matured condition. Put them singly 
in small pots in sand, covered with a bell- 
glass, ana set them in an ordinary stove 
until they have got callused, which will 
sometimes take several months to effect 
They should then be placed in a bottom- 
heat of 76**, still kept moderately close and 
shaded ; the sand all along must be main- 
tained in a fairly moist condition, but not 
too wet. A still more certain way is when 
there is a strong plant to cut some or all of 
the branches back to where the wood 
is quite hard in early spring before 
growth commences, and then to subject 
it to more warmth, which will cause the 
back buds to break These should be 
grown on cjradually under the influence 
of plenty of light, so as to keep them from 
being weakly. When the shoots have 
reached a length of about 5 or 6 inches 
they should be taken off with a heel of the 
old wood, and put separately in small pots 
half filled with sandy peat, the surffice all 
«and, kept close enough to prevent flag- 
ffing, in a bottom-heat of 80 and shaded 
from the sun, which would injure them. 
So treated, a good percentage of cuttings 
may be inducedi to root, after which they 
must be gradu^ly inured to bear the air 
of the house. Wnen the pots are fiedrly 



fiUed with roots move into others 5 inches 
in diameter, giving them good fibrous peat 
and sand enough to make it porous. The 
plants, as soon as pretty well established, 
should be stood near the glass, so that they 
may not be disposed to get drawn up 
weakly. This Cossignia in its first stages 
is inclined to be of an erect habit, and it is 
useless attempting to stop it before it has 
got sufficient strength to enable it to sup- 
port side branches, which wiU hardly take 
place before the second year. A second 
shift may be required during the summer, 
but not a large one ; one or two sizes 
bigger pots than those into which the 
plants were moved from the cutting pots 
will be large enough. Air must be ^ven 
through the growing season in the middle 
of the day, and shade from the sun when 
full on the glass will be required ; syringe 
daily to keep down insects. A day tem- 
perature in the growing season of 75° to 
85' should be given, and not lower than 
60* in the winter in the night time. In 
the spring the leading shoot ought to be 
reduced two or three joints, as now the 
plants may be supposed to have strength 
enough to break and maintain a couple of 
shoots, which by being tied down when 
they have grown to the length of 10 or 
12 inches will again break. Larger pots 
should be given as required. Managed in 
this way the plants keep on growing and 
attaining a more bushv condition for years; 
and if in the course or time they get at all 
bare of leaves about the bottom, the head 
and side branches may be cut well back in 
the spring and treated so as to cause them 
to break out afresh, when they usually 
make finer, better furnished specimens than 
when younger. 

Insects. — As to insects, the daily use of 
the syringe will generaUy be sufficient to 
keep down the least troublesome, such as 
aphides, thrips, and red CT>ider, and the 
smooth leathery nature of the leaves is 
such that they are easily freed from bugs 
or scale by sponging, snould these latter 
affect them. 

CBASSULA. 

This name was formerly applied to a 
handsome and well-known plant now in- 
cluded in KsJosanthes. There are one or 
two species of Crassula, sometimes used as 
greenhouse climbers, though not equal for 
this purpose to many others. The method 
of propacration ana after treatment ad- 
vised for Kalosanthes will answer for these 
Crassulas. 

The undermentioned are suitable for 
using as climbers : — 
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C. Candida, A summer flowering kind. 
From the Cape of Good Hope. 

C, spathulata. Flowers white, blooms 
in summer. Cape of Good Hope. 

ORINTJM AND H7MEN00ALLIS. 

These consist mostly of large-growing 
stove bulbous plants that bear very fine 
flowers ; they are so nearly allied to Pan- 
cratiums, that, so far as their cultural re- 
quirements are concerned, they need to be 
treated much in the same way that will 
suffice for the last-named division of 
Amaryllids, only there is this that must 
not be lost sight of in the management of 
the several species belonging to the col- 
lective Order, that they come from widely 
different parts of the world; some are 
found indigenous to the hot low districts 
of India, and also the warmer parts of 
America and the West Indies ; others, 
again, are met with in the cool hill regions 
o? India and at the Cape of Good Hope. 
Consequent upon this, although most of 
them enjoy a liberal amount of heat dur- 
ing the growing season, still there is a 
considerable difference in the degree of 
warmth they will stand when at rest. 
From this it is obvious that the cultivator 
will have to be guided by the temperature 
of the country from which the respective 
kinds come that he happens to grow. Like 
most plants of a kindred nature, after their 
growtn is completed they require a good 
rest, at which time they must pe kept dry. 
All the Crinums and Hvmenocallis can oe 
raised from seeds, which should be sown 
as soon as ripe ; when this will be, of 
course will depend on the time of their 
blooming. Supposing that ripe seeds are 
at hand during the later months of the 
year, prepare a large seed-pan, drain and 
fill it with sifted loam, to which add 
enough sand to make it moderately open ; 
press the soil firmly down and sta^w the 
seeds over the surface about an inch apart, 
sprinkling a very little soil over them ; 
stand in an ordinary stove temperature, 
and give as much water as will keep the 
material slightly moist ; in the course of a 
couple of months the young plants will 
appear, after which place them near the 
bgnt, continuing to maintain the soil in a 
healthy state as to moisture, but not too 
wet In the spring increase the heat as 
requisite for the other occupants of the 
house or pit in which they are located. 
Their growth is not nearly so rapid as in tiie 
case ofjplants that come sooner to maturity; 
they wul bear full exposure to the sun ex- 
cept in the brightest weather, and even 
then use no shading unless the leaves 



show signs of being injured. By mid- 
summer prepare some more pans or pots 
with soil a little less sandv than was used 
for the seeds, and prick the seedlings out 
2 inches apart, pressing the eartii quite 
solid about them. During the summer 
they will bear as much warmth as most 
stove plants, with a fair quantity of air 
daily, and water as is necessary to keep 
the soil in a fairly moist state. Give more 
air with a lower temperature in the autumn ; 
winter them in about 60", but do not let 
the soil get dry, as the object is not to 
subject the bulbs to a dry course of treat- 
ment until they are strong enough to 
flower. The spring following move singly 
into 6 or 6 incn puts, treating generally as 
hitherto, syringing overhead daily to keep 
down insects. If they have plenty of heat 
they will thrive fast this the second season, 
and by the autunm, when the temperature 
is again reduced, they will have grown to 
a considerable size. 

Winter as before, and in the spring they 
should be big enough for putting into 8 or 
9 inch pots. Their management through 
the summer will require to be similar to 
that to which they have so far been sub- 
jected, and in the autumn some of the 
strongest should have the soil gradually 
let to get into a semi-dry state, giving only 
as much water as will prevent their being 
injured by over-drying. Again start them 
with warmth and moisture in the spring, 
keeping the strongest that have been dried 
in the same pots, but giving a shift to the 
others. Through the summer those that 
have been submitted to dry treatment may 
be expected to fiower, after which move 
them into larger pots and encourage free 
growth till autumn. During the ensuing 
winter all that seem strong enough may 
be subjected to drier treatment, after which 
they may be expected to bloom regularly. 
Their natural time of flowering varies In 
the various kinds, and the treatment they 
receive causes a still further difference, so 
that with a sufficient number they may be 
had in bloom over a considerable portion 
of the year. All the species increase by 
offsets, which, when they have attained 
sufficient size, will bloom if left growing 
with the parent plant, in which case the 
size of pot is the only question, but 
mostly it will be found best when the off- 
sets have gained considerable strength to 
take them off and ^ow them separately ; 
this is best done in spring just before 
growth commences. The tr^tment of Uie 
divided plants will require to be in every 
way similar to that advised for the seed- 
lings. Like most other bulbous plants of 
a kindred nature, they do not like larger 



Digitized by 



Google 



128 



Cheenhouse and Stove Plants, 



CROTON. 



pots than necessary to grow and sustain 
them up to full size ; they want a good 
holding soil. 

There are a large number of kinds 
known to cultivators, but the following 
mil usually be found sufficient for ordi- 
nary use. Most of them bear umbels of 
from a dozen to thirty highly fragrant 
flowers. 

Ckinum amahile. This is a reddish purple 
species from the East Indies. 

(7. americanum, A well-known kind, 
with pure white flowers, very fragrant; 
from South America. 

C. asiaticvm. This is also a white- 
flowered species; it comes from China, 
and is a very desirable plant 

C. ervhescens. A white-flowered sort 
from the West Indiea 

G. giganteum, A large strong-growing 
kind that has very large umbels of white 
flowers ; a native of Guinea. 

C. Lindleyanum, Bears white and purple 
flowers ; a handsome kind introduced from 
Maranham. 

C. omatum Herhertianum, A garden 
hybrid, ground colour blush, striped with 
bright red. 

u. scdbrum. White, striped with red ; a 
native of California. 

Hymenocallis ccmbbcBa, A handsome 
white - flowered species that requires a 
strong heat to grow it well ; a native of 
the West Indies. 

H, macrostephana. A most beautiful 
dwarf-growing sort with white flowers, 
one of the finest of all the species. 

H, speciosa. Also a white-flowered kind 
from the West Indies. 

Insects. — These plants are not much 
subject to insects, altnough red spider will 
live on the foliage. But this can easily be 
kept down by syringing. If scale, mealy 
bug, or thrips attack them, sponging wiU 
be the most eflfectuaL 

CROSSANDEA INFUNDIBULI- 
FORMIS. 

A new evergreen stove Acanthad, from 
India, with orange flowers, tinged with 
red, produced in terminable spikes. 

The mode of propagation and after 
management is similar to that recom- 
mended for Aplelandras, which see. 

OROTON. 

(Syn,: CodicBum,) 

Few amongst the different kinds of fine- 
leaved stove subjects have been so exten- 
sively cultivated as Crotons, and there is 



no family of plants known to cultivators 
which gives so much variety in the way of 
form and colour in the foliage. All the 
variegated kinds (and these only are 
favourites with plant growere) come from 
hot countries, and require a high stove, 
temperature to grow them to anything like 
the condition of which they admit 

These plants are very easily propagated,, 
and quite as easily grown, provided sufli- 
cient care is bestowed upon them. Cut- 
tings will root quickly at any time of the 
year, but spring is the best season for 
putting them in. Small pieces of the 
shoots should be selected, always choosing^ 
those that have their leaves well variegated. 
This is necessary, as if shoots that are too 
green are struck they almost invariably are 
afterwards deficient in variegation. They 
should be put singly in pots just large 
enouffh to hold them, half tilled with sand 
and loam, the upper portion all sand. 
Kept warm, moist, with the air confined, 
and shaded, they will root in a few weeks ; 
then gradually dispense with the propaga- 
ting glasses ; they form roots qiiickly, and 
will soon require larger pots ; these should 
be drained and filled with good loam, 
liberally mixed with sand. If intended 
for large specimens, as soon as growth has 
commenced the points of the shoots should 
be pinched out to lay the foundation for a 
dense, bushy habit ; to further encourage 
this they ought to be kept close to the roof 
glass, and receive air every day through 
the crowing season when the weather is fit 
to admit it They do not require any shade 
from the sun ; unless the glass actually 
bums the leaves the more sun they get 
the finer coloured they usually are. They 
should be finely syringed daily, except in 
the dead of winter, as they are table 
to red spider and a minute yellow thrip 
that often attacks them, and which can 
only be kept down by a constant appL' ca- 
tion of water to the leaves. As the 
branches are produced they should be tied 
out, otherwise, if this is not attended to 
they get into too stiff an erect position to 
admit of their afterwards bending. The 
result of this is that they in course of time 
become denuded of leaves about the bottom, 
which makes them unsightly. These 
plants should alwavs present a close mass 
of healthy leaves fully clothing the wood, 
without which they, and similar things 
grown for the beauty of their foliage, are 
deficient in the first essential to make tiiem 
attractive. 

Crotons will grow in almost any descrip- 
tion of soil, and, like most other plants, 
make the most progress in peat, but they 
rarely have their leaves so finely coloured 
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in it as when grown in good loam. They 
also like manure-water, which, when other 
things connected with their successful culti- 
Tation are present^ causes the leaves to come 
yellower. The treatment from a young 
state up to the largest specimens, which 
may be 6 feet or 7 feet through by as much 
in neight, is of a routine character, such 
as already detailed, giving additional pot- 
room as they require it. When the plants 
get at all straggling they may be cut back or 
even headed down to within 18 inches of 
the collar, after which they will make 
specimens quite equal to young plants. If 
wanted in a small state for decoration, 
Crotons look much the best confined to a 
single stem, as when they have side 
branches they are not so elegant in ap- 
pearance. When required for use in this 
way young stock should be struck yearly. 
The long, narrow-leaved kinds, such as C5. 
angustifolius — still one of the handsomest 
for all purposes — are most suitable. 

There is an immense number of sorts 
now in cultivation, very many of which 
are so far inferior to others as to make 
their growth unnecessary. The following 
are all distinct and handsome : — 

C. angustifolius. Has narrow, drooping, 
yellow and green leaves, 12 inches to 24 
mches long when well managed, and still 
unsurpassed for elegant appearance. India. 

G, Crown Prince, Leaves a foot long, 
erect, bright green cround colour, central 
rib and nerves yellow. A bright and 
regularly variegated kind. 

C. Disraeli, One of the trilobed forms ; 
it has wedge-shaped leaves that grow 
broader outward, aividing into two oppo- 
site equal lobes, ground colour green, the 
midrib yellow, which, together with the 
considerable portion of the leaves that 
come blotched with yellow, turn crimson 
as they get older. From the South Sea 
Island R. 

C, Evansianus, Another distinct sort ; 
the leaves are lobed as in C. Disraeli ; the 
young ones pale green, heavily marked 
with yellow, as also the stalks ; the ground 
colour becomes much darker as the leaves 
get older. 

G, Hawkeri, A very distinct kind, with 
medium-sized leaves, more pointed than 
C. variegatus ; three-fourths of the central 
portion of the leaves yellow, edged with 
green. 

C, Joharvnis, A longer-leaved variety 
than the preceding, the yellow colour 
usually darker. A fine kind from the 
South Sea Islands. 

G. majeMticus, This is also a narrow 
drooping-leaved sort ; the foliage whilst 
young is deep green and yellow. As it 



gets matured, the ground colour changes 
to a very dark olive, and the yellow por- 
tions become deep crimson. A very fine 
sort from the South Sea Islands. 

G. picturatus. A most singular-habited 
variety from the New Hebrides ; the form 
of the leaves is extremely variable, some 
having the base almost heart-shaped, with 
a continuation of the midrib for several 
inches, from which again grows another 
narrow portion of leaf more or less length- 
ened, often being in all from 15 inches to 
18 inches long ; the midrib is red, the rest 
green blotched with yellow, turning to red 
when matured. 

G. Princess of Wales. A drooping-leaved 
kind, leaves about 2 feet long, ground 
colour pale green, heavily and evenly 
variegated with pale yellow. A native of 
the New Hebrides. 

G, Queen Victoria, Leaves of medium 
length ; when well grown they get about 
12 inches long ; the greater part of the 
leaves is of the richest golden yellow, the 
midrib and principal vems magenta, ulti- 
mately becoming crimson ; the combined 
shades are very beautifuL 

G, roseo-pictm, A hybrid variety of close, 
compact habit ; leaves smaller than C. 
variegatus, ground colour green, midrib 
and nerves banded with yellow ; a very 
bright sort. 

C, undulatus. A very distinct and hand- 
some kind, with leaves of medium length, 
elegantly undulated in the edges, deep 
green ground colour, the midrib and mucn 
of the surface yellow whilst young, turn- 
ing bright crimson when fully matured. 
A native of the South Sea Islands. 

G, volutvs. A very distinct kind, the 
leaves all rolled back, as its name implies ; 
ground colour green, midrib and nerves 
yellow, variegation constant and distinct. 

G, Warrenii. Leaves 2 feet to 2^ feet 
long by an inch broad, drooping gracefully, 
deep green in colour, profusely mottled 
witn yellow and red ; one of the best. A 
native of the South Sea Islands. 

G, Weismannii. Possesses a close, dense 
habit of growth ; the leaves are narrow, 
about a foot in length, ground colour 
bright green, mottled and striped with 
bright yellow. Also a native of the South 
Sea Islands. 

G. JFilliamsii. Has large, bold foliage, 
undulated on the edges ; ground colour 
bright green, the greater portion of the 
surface yellow whilst the leaves are young, 
turning red with age ; midrib red. 

Insects. — ^The smaller species, such as 
thrips and red spider, already alluded to, 
will not give much trouble if the syringing 
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and scale both affect them ; these can be 
destroyed by dipping in or syringing with 
a strong solution of insecticide. 

OBOWEA. 

These belong to a limited family of ever- 

freen greenhouse plants, introduced from 
Tew South Wales, that are of comparatively 
small, bushy habit of growth, producing 
their lively dark pink star-shap^ flowers, 
for two or three months in succession 
through the autunm, at a time when 
greenhouse-flowering subjects are few. 
Croweas have many things to recommend 
them to the general cultivator, not the 
least of which is their easy growth and 
adaptability for decorative purposes, espe- 
cially for the conservatory, where by regu- 
lating the time that they conmience grow- 
ing a succession of the plants may be had 
so as to have some in flower from the com- 
mencement of August, to be succeeded by 
others that will keep on until after the 
close of the year. They will also bear, 
whilst in bloom, placing in a confined 
situation in conservatories or similar places 
much better than most hardwooded sub- 
jects ; they likewise have the property of 
flowering freely in a very small state. 
Plants the first year grown from the usual 
nursery-sized stock will just bloom as 
plentifully in proportion to their size as 
when older. When they get large and are 
well-managed, they are useful fcr exhibi- 
tion, if required for this purpose, the nature 
of the flowers being such that they will 
bear a deal of knocking about without 
being bruised or disfigured. They make 
moderately strong roots, that are not at 
all delicate or liable to injury from 
causes that would result in the death of 
more tender things ; yet they do not form 
them in such large quantities as to need so 
much pot-room as many plants. All the 
kinds will grow in loam, and in it, when 
of a good description, the colour of the 
flowers is often a little higher ; but in peat 
they generally make quicker progress, and 
where the latter can be had of a fair 
character, we should recommend it in pre- 
ference to loam, using about one sixth or 
seventh of clean sharp sand intermixed. 

Although the Croweas do not require 
anything above a cool greenhouse tempera- 
ture to grow them, they are amongst a 
certain number of plants that will bear and 
make much more progress by having 
their growing season lengthened through 
being started in a little warmth in the 
winter. Their time of flowering can also 
be regulated by this. Plants that are thus 
started into growth in slight heat in 



February will bloom early in August if 
required, to be succeeded by others, tlie 
growth of which commenced with the 
advance of the season. Where there is the 
means of submitting them to a temperature 
of 60° in the night, with a rise of 8' or 10** 
by day, about February, we should advise 
tne young stock to be so started at that 
time. 

Croweas strike readily from cuttings 
which should be procured about April from 
plants that have started in an intermediate 
temperature in February ; put them several 
together in 6 or 6 inch pots in sand, sub- 
jecting them now to an ordinary stove 
temperature, with shade and a moist, con- 
fined atmosphere ; here they will root in 
six or eight weeks, when give more air and 
light. £a soon as they are fully rooted move 
singly to small pots, stopping the points 
and continuing the warm, moderately close 
treatment through the summerand autumn, 
keeping on in tne winter in a night tem- 
perature of about 50". In March the 
young plants should have made enough 
progress to admit of their being moved 
into 4 or 6 inch pots, stopping each shoot ; 
through the spring and summer give a 
little more warmth than usual for the 
generality of greenhouse plants, standing 
them on a moist bottom, with plenty of 
light and a little shade in very bright 
weather, giving a dash with the syringe 
every afternoon. Winter as before, and 
about the commencement of the year cut 
in the whole of the preceding summer's 
growth, leaving the shoots about 6 inches 
long from the point where they were 
shortened to the previous season ; tie them 
out in a horizontal position, and about the 
time and in the temperature above advised 
place them where tney will receive a fair 
amount of light, slightly damping them 
overhead with the syringe once a day ; 
here they will soon commence growth and 
be in a condition for potting. They will 
require a 2-inch shift, with a fair quantity 
of drainage, using the soil in a moaerately 
lumpy state, ana pressing it solid in the 
pots. Eeplace the plants in a similar 
temperature to that they have been in, and 
here let them remain until the beginning 
of May, when there will be enougn solar 
heat to keep them on growing without the 
assistance of fire ; after this, they will do 
along with other ordinary hardwooded 
stock, requiring like treatment through 
the summer as to air, syrin^ng overheiS, 
and closing the house or pit they occupy 
with the sun upon it in the afternoon. 
They will not need any stopping of the 
shoots, except such as happen to grow 
considerably stronger than the rest. The 
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reason that it is not advisable to stop these 
plants in the summer, as prescribed in the 
•cultivation of most hardwooded subjects, 
is that if pinched back nothing is gained, 
-as it rarely has the effect of causing shoots 
to break out several from each, as in the 
-case of most things, but simply stops 
growth altogether for the season, and 
hastens their flowering. Where there is 
not the convenience of a house in which 
they can receive a little heat early, as 
above described, all the difference in their 
treatment required is to pot them later, 
about April, with the other hardwooded 
greenhouse plants, and treat through the 
Bummer as before advised, but by the latter 
method they cannot be expected to make 
so much growth, nor flower so early. 
When they come into bloom they will 
make nice little plants for standing on 
front shelves or in any prominent position. 

When their blooming is over, remove 
the plants to where they will receive 
ordinary greenhouse treatment as to tem- 
perature, air, and water, cutting them back 
as in the preceding season so as to reduce 
the shoots to 6 or 8 inches in length from 
the point they were shortened to the year 
before, and again starting them in a Uttle 
heat as previously, or if a succession of 
bloom is required, a portion of the stock 
may be allowed to commence their growth 
later on in the greenhouse. This year 
they will bear a 3-inch shift, using the 
soil in a little more lumpy state, and 
keeping the strongest shoots well tied out, 
so as to clothe the base of the plants, 
treating them through the season as here- 
tofore. The treatment required during 
subsequent years will be similar in everv 
way, always cutting the shoots well back 
before growth begins, or a sufficiently 
dense, bushy condition will not be main- 
tained. It is not necessary to increase the 
size of pot beyond 15 inches in diameter, 
as this will be big enough for full-sized 
specimens. After the plants have been in 
pots of this size for a year or two they 
should be regularly supplied with manure- 
water through the growmg season. In this 
way Croweas may oe kept for years in a 
thriving, healthy state. 

The following varieties are all worth 
growing : — 

(7. elltpticct. A free-growing variety, and 
equally free in flowering ; has elliptic- 
shaped leaves. 

U. lalifolicb. As its name implies, a 
broad-leaved kind, with large flowers of 
great substance. 

C, tf^iffna truMor, A large-flowered form 
of the Willow-leaved C. sdigna, and much 
superior to the old variety. 



C. stricter An equally desirable sort, 
the habit of the plant more upright than 
the others. 

Insbcts. — Croweas are not much subject 
to the attacks of insects ; greenfly will 
sometimes affect them, but can be easily 
killed, the nature of the plants being such 
as to bear without iniuiy a strong applica- 
tion of tobacco smoKe. The use of l^e 
syringe to promote growth during the 
early part of the season prevents their 
suffering through red spider. Brown 
scale is troublesome if it gets upon them, 
but can be destroyed by strong applications 
of insecticide when the plants are at rest 
in the winter. Should white scale get 
upon them there is not much chance of 
eradicating it thoroughly, as it requires a 
stronger dressing of insecticide than the 
leaves will bear. 

OUPANIA. 

Since handsome-leaved plants became so 
popular for cultivation under glass many 
stove species have been used that grow natu- 
rally to a size such as would preclude ^e 
possibility of their being accommodated in 
ordinary sized structures when they have 
attained their full stature, but by confining 
their roots in pots and heading them 
down at intervals they can be kept within 
bounds. Of this description are the 
Cupanias ; the best and most suitable for 
cultivation is C. filicifolia, a West Indian 
species that, in its native coimtry, grows to 
a height of 16 or 20 feet. Its beautiful 
green, finely-cut Fern-like leaves are 
unsurpassed for their elegant plume-like 
appearance. The plant is one of those that 
should always be confined to a single stem ; 
if more are permitted to grow much of its 
elegance is wanting. It is easily grown 
witn enough warmth at command, a de- 
sideratum which its native country at once 
suggests. 

It may be increased at any time of the 
year, when cuttings composed, of the young 
shoots 5 or 6 inches long can be taken on 
with a heel, such as are obtainable from a 
plant that has been headed back ; they 
will root in sandy loam in a brisk heat 
with a confined moist atmosphere, and 
shaded from the sun, so as to prevent their 
flagging. When well-rooted gradually 
inure tnem to the air of the house, whicn 
keep at an ordinary stove temperature. 
Let them be where they will have abun- 
dance of light and enough air at suitable 
times to keep them stout and short This 
is necessary with plants like this, that are 
not to be stopped and grown in bush 
form, the object oeing to get them to make 
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large leaves as near the base as possible ; 
otherwise they will have a thin, straggling 
appearance, that can never be corrected 
until they are headed down. As this 
Gupania is a strong grower, it prefers good 
fibrous loam to peat. Move the young 
plants into larger pots before the roots get 
cramped, 6 or 7 inch will not be too lai^. 
During the spring and summer they will 
bear as much heat as most of the ordinary 
stove occupants, with a little shade in the 
middle of the day and air proportionate to 
the weather, syringing daily through the 
growing season ; this is necessary to keep 
down red spider and thrips, both of whicn 
frequently attack the plant A lower 
temperature in the autumn and winter 
will suffice, but it is not well to let the 
heat get below 60' in the night. Move 
into larger pots as more root-room is 
required ; the size of pots which are ulti- 
mately given will depend on the size the 
plants are required to be grown to con- 
sequent on the size of the house they are 
intended to be kept in. This Oupania is 
very effective for an exhibition group 
when it gets 8 or 10 feet in height but 
smaller examples will be more generally 
useful. 

When larger than required the best way 
to proceed is in the spring just before 
growth commences, to let the soil get 
moderately dry, and then to head down to 
within 6 or 8 inches of the pots, putting 
them at once afterwards in a orisk heat to 
assist them to break. All the shoots that 
are made, except one to each plant, may be 
taken off and struck in the way described ; 
the stools should then be turned out of the 
pots, any small roots that are matted at the 
bottom of the balls cut off, and most of the 
old soil shaken away, transferring them to 
smaUer pots, but large enough to admit 
the roots with a little fresh soil. Treat 
afterwards similarly to when the plants 
were younger, giving them above all plenty 
of lignt, so as to keep the growth short. 
After heading down, the young shoots will 
make much larger leaves near the bottom 
than were produced by the first growth, 
and be proportionately more effective 
amongst large plants. Heading back may 
be repeated as often as requisite. Where 
a brisk heat is maintained, two years will 
generally be as long as the heads can be 
kept within the bounds of an ordinary 
stove. C. undulata is a handsome plant but 
inferior to C. filicifolia. 

Insects, — In addition to thrips and red 
spider, aphides, scale, and mealy bug will 
live on Cupanias. The least objectionable 
of these pests can be kept under by syring- 
ing with tepid water ; for scaJe and bug 



syringe with some insecticide and sponge 
carefully. 

OUPHEA. 

Most of these pretty free-flowering plant* 
are eveiOTeen shrubs, with a low bushy 
habit, seldom growing much above a foot 
high. 

They are easily propagated, and as easily 

fro^vn, requiring treatment similar to- 
libonia floribunda, which see. 

A considerable number of species have 
been introduced, but most of them need 
more warmth than a greenhouse affords^ 
and are not of sufficient merit to be worth 
the room they occupy when such number* 
of better plaits are at command. 

The undermentioned will succeed under 
greenhouse treatment : — 

(7. dnnabcvrimja. Has pale crimson, 
flowers, and comes from Guatemala. 

C. eminens. Flowers red and yellow^ 
blooms in summer and autumn. From 
Mexico. 

C, platycentra. A Mexican sjpecies with 
scarlet and white flowers ; blooms con- 
tinually through the summer. 

CUBGULIGO. 

These are stove plants remarkable for 
their beautiful habit of growth ; the long 
lance-shaped leaves, borne on well-pro- 
portioned stalks, are elegantly curved so 
as to give them a distinct and well-marked 
character. The leaves are like those of 
some Pabns, while the latter are in their 
early stages before they are old enough to 
exhibit the divisions that later on are 
present. Few things that can be grown 
in such comparatively small pots are so 
effective for using among flowerinc plants, 
or with those that have massive foliage. 

They are readily increased from suckers, 
which as the plants get old and large are 
produced in moderate numbers ; these 
suckers should be taken off in spring before 
growth begins, put singly in pots large 
enough to hold them, and at once placed 
in a strong heat Ai^rwards give more 
root-room, maintain a brisk heat through 
the growing season, with plenty of light, 
give a moderate amount of air in the o^y, 
with a moist atmosphere, and shade when 
the weather is sunny. They must not be 
let to get too cold even in the winter when 
at rest They come from India. 

G. recurvata. A green-leaved species 
much used for decorativepurposes. 

G, recurvata striata, Tne leaves of this 
plant are deeply plaited like the green 
species, but have a well-defined white 
oand running down the centre. 
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G. recurvata variegata. This has noble 
plaited leaves, from 20 to 24 inches long, 
i)ome on stalks 15 to 18 in length, bright 
green in colour, irregularly bimded with 
nrhite. 

Insects. — Scale, mealy bug, and thrips 
sometimes are troublesome, but the cha- 
racter of the leaves admits of their being 
easily got rid of by syringing and sponging. 

OUECUMA. 

The species of Curcuma that find favour 
with cultivators are few in number ; they 
belong to a somewhat limited family of 
herbaceous plants, mostly indigenous to the 
hot districts of Eastern India ; and, there- 
fore, in order to grow them well, they re- 
quire a considen^le amount of heat C. 
longa produces turmeric, which is much 
used by the natives of India on account of 
its meidicinal properties. Curcumas are 
of moderate growtn, their leaves attaining 
a height of 2 feet. The flowers, which 
spring from the crowns of the plants, are 
borne on stout foot-stalks ; they are very 
singular in aspect, and last for weeks little 
imTOdred in appearance. 

Their distinctness of form renders them 
-acceptable additions to the occupants of 
the stove, especially where as much variety 
■as possible is desired. They come into 
bloom daring summer and autumn, when 
flowers are scarcer than earlier in the sea- 
son. After they have bloomed they may 
be dried ofl' like Gloxinias or similar things, 
keeping their roots in a tolerably warm 
place whilst at rest They may be increased 
by means of offsets. These, as well as the 
larger roots, should be potted and started 
into growth in the spring. The small 
offsets ought to be kept by themselves and 
grown on to acquire more strencth. An 
8-inch p<jt will be large enough lor four of 
the smaller roots, and a 10-inch or 12-inch 
pot for a similar number of the larger size. 
They will succeed in either peat or loam, 
or in a mixture of both ; but where peat 
<xa be had of good quality, containing 
plenty of fibre, it is to oe preferred ; that 
which is of a compact, soapy nature is not 
fit for Curcumas, even if incorporated with 
leaf-mould, rotten manure, or loam. Con- 
sequently where nothing better than such 
■can be obtained, it is advisable to grow 
them in loam, in all cases using plenty of 
sand to keep the soil in a thoroughly 
porous condition ; for if the water cannot 
pass freely through it, the feeding fibres of 
the roots will make little progress, and in 
that case the growth above ground will not 
be satisfactory. One-sixth rotten manure 
added to the peat or loam — whichever is 



used — will tend to greatly increase the 
strength of the plants. I'he pots should 
be well drained with 2 inches of crocks, 
over which a little porous material ought 
to be laid to keep the soil from getting 
down and clogging the drainage. Press the 
compost in the pots, filling them up to 
about two- thirds their depth ; then put in 
the roots, and cover over with soil to 
within an inch of the rim. Place them in 
a temperature of 66** at night, allowing 10** 
higher in the daytime, and do not give too 
much water to the soil until the young 
shoots have appeared above the surface, 
when it may l^ kept more moist When 
fresh started they may be set on a tan 
bed in the centre of the house ; but as 
soon as the young growths appear, they 
should l)e moved to where they will receive 
sufficient light to prevent the leaves be- 
coming drawn. This is of more importance 
in the case of these plants than in that of 
most others, as their flowein do not rise 
above the foliage in the ordinary way. 

A thin screen will be requirea when the 
weather is bright, but do not subject them 
to permanent shade. As the days lengthen 
and sun-heat increases, raise the tempera- 
ture to 70° at night, and correspondingly 
higher in the daytime. Give a moderate 
amount of air, but do not let them be in a 
draught *by placing them too near where 
air is admitted. With these, as with 
almost all plants that require heat, growth 
will be accelerated by closing the house 
whilst the sun is yet upon the glass, as the 
influence of solar heat in promoting growth, 
especially in the afternoons when the at- 
mosphere is well charged with moisture, is 
mucn more conducive to strength and 
healthy development than is fire-heat 
When the house is shut syringe overhead 
freely, and continue this treatment until 
they show flower, when the syringe will be 
of no further use, but the atmosphere must 
not be kept too dry. The flowers have a 
tubular 3-toothed calyx ; the tube of the 
corolla is dilated above, five of its lobes 
being equal, but the lip is large and spread- 
ing. As the flowers open the plants may 
be inured to more air, and when expanded 
they may be removed to the conservatory 
if it is kept at an intermediate tempera- 
ture ; but if not warmer than an ordinary 
greenhouse, they must not be aUowed to 
remain in it after the weather has become 
cold. After that they should be returned 
to the stove and supplied with warmth, 
and water at the roots imtil the leaves 
show signs of decay, when the amount of 
water may be gradually reduced in quantity 
till the tops are dead, when they should be 
kept dry. They should not, however, be 



Digitized by 



Google 



134 



Gh'eenho'iUie and Stove Plants, 



CTANOPHYLLUM. 



subjected to a low temperature, or they 
will be liable to rot Keep them through 
their season of rest about 60*, and early in 
spring turn them out of the pots, removing 
tne old soil completely, and repotting in 
new material as recommended for the pre- 
ceding season. 

The following are well worth cultiva- 
tion: — 

G, Amad(L A variety which comes from 
Bengal, a fine kind, whose red and yellow 
flowers are produced during the summer. 

0. aroinaJtica. Has yellow flowei-s, which 
are produced in the summer ; it comes 
from the East Indies. 

C, cordcUa. Another East Indian orange 
and rose coloured sort, which blooms in 
July and August 

6. Roscoeana. An East Indian kind, 
with orange bracts and red flowers, which 
are produced in July and following months. 

CC rubricaulis. From the East Indies, 
generally blooms somewhat earlier than 
the sorts just named ; its flowers are red- 
dish yellow in colour. 

Insects. — The continued use of the 
syringe through the growing season keeps 
in check red spider and thrips. Scale and 
mealy bug will live upon tnem, but they 
can be easilv removed by sponging, and 
the yearly decay of the leaves effectually 
destroys any perfect insects or their eggs 
that may have got on the plants during the 



CTANOPHTLLUM MAQNIFIOUM. 

This is the best of all the Cyanophyllums 
— so much so, indeed, as to make the others 
not worth growing. We shall, therefore, 
confine the details of cultivation to this 

Xcies, which is rightly named, for amongst 
the fine-leaved stove plants that have been 
introduced, if we except some of the best 
of the Palms and their allies, there are 
none yet that equal the majestic foliage 
which this plant when well grown pro- 
duces. A vigorous specimen will make 
leaves a yard long, by over 20 inches broad, 
their almost black -green silky upper, and 
reddish-purple under surface, affording a 
striking contrast to all other cultivated 
forms of vegetation. It is a Melastomad 
capable of bearing as high a temperature 
as the hottest stove plants require. A 
single stem is all the form of growth worth 
encouraging, although when strong it breaks 
freely. 

These side shoots or the extreme top 
make cuttincs that will root in a few 
weeks, placed singly in 3-inch or 4-inch 
pots, half filled with peatjr soil, the upper 
surface all sand, kept moist, confined, and 



shaded when requisite, in a temperature oV 
76* or 80*. Under such conditions they 
may be struck at any time of the year 
when cuttings are at hand, but, supposing 
them to be rooted in April, they should at 
once be stood where they will receive 
enough light, otherwise the leaves formed 
will be tmn, and not able to last long. To- 
grow this Cyanophyllum large it must have 
plenty of root-room ; the first move from 
the cuttiog state should be into pots 7 
inches or 8 inches in diameter, using good 
peat, in which the growth is quicker than 
m loam. Although the plant cannot b& 
grown too near the glafis, still its leaves are 
thin in texture, and if not shaded when 
the sun comes directly upon them with 
any considerable force they are liable to get 
injured ; but the shading should only oe 
used when the sun is likely to do harm.. 
Give air when the weather is mild, if only 
for a short time each day ; plenty of water 
must also be given. As soon as the roota 
have got well hold of the soil, move into* 
pots 15 inches in diameter, using peat in a 
lumpy state, with a good sprinklmg of sand 
and some rotten manure, for it is a gross 
feeder, and when the soil is full of roots it 
will take manure-water freely, which will 
much assist the leaves both in size and im 
the lustrous shade they get when the plant 
is well managed. It can be grown to a. 
handsome size in a single season, and very 
large with a second year's growth. In 
autumn cease shading and give more air, 
reducing the temperature gradually, so- 
that in winter it is about 65*, at which 
time keep the roots a little drier, but never 
withhold water to let them get as dry as 
many things require, or the leaves will 
suffer. Treat during the ensuing summer- 
as before ; in the autumn the extreme top 
may be removed and struck, which will 
have the effect of causing some of the lower 
eyes to break. When the shoots thus 
made are large enough, they can be taken 
off with a heel and struck. If required, 
the old stem may be headed down to the 
bottom, the ball half shaken out, and the 
stool repotted in new soil as soon as it has 
made a little growth ; after heading down 
in this way laiyer leaves will be formed 
than those proouced by the first growth- 
After the second season young plants will 
be preferable in some cases. 

bfSECTS. — The daily s)rringing which 
this Cyanophyllum should have during the 
growing season will suffice to keep down 
the smaller insects, but care must be taken 
that the water gets well to the under- 
surface of the leaves, or thrips will effect a 
lodgment Syringing will also keep down 
me^y bug, which is very fond of establish- 
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in^ itself in the inequalities at the under 
side of tlie leaves. 

C7ATHEA. 

A fine genus of Tree Ferns, the most 
important of which are greenhouse species. 
Several of them are unsurpassed for their 
majestic appearance. Among the finest is 
C. dealhata, which forms a heautiful, 
straight, well-proportioned trunk, sur- 
mounted by a ^rand head of plume-like 
fronds of endurmg character. C. medul- 
laris is one of the largest and handsomest 
species, requiring a large house for the 
^diibition of its true character. Cool 
treatment, with much less root-room tiian 
usnallv given these and other Tree Ferns, 
is preferable to the humid stove heat and 
over-potting often practised. 

For propagation and cultivation, see 
Ferns, general details of culture. 

GREENHOUSE SPECIES. 

C. Bwrkei. South Afidca. 

C. Cunninghamii. New Zealand. 

C, dealhata. New Zealand. 

C. DregeL South Africa. 

C. meaullaris. New Zealand. 

G, princeps, Mexico. 

C. Srtiithii. New Zealand. 

OYOAS. 

These are noble - looking plants, the 
leaves of which much resemble Tree Ferns 
in form, but are hard and tough in texture, 
enduring long on the plants. They are 
amongst the finest ornaments of the stove 
or conservatory. Their flowering in this 
country is not a very common occurrence, 
and when they do bloom the flowers are 
nothing more than a curiosity. 

They seldom produce suckers so as to 
give an opportunity of increasing them by 
this means. The plants are nearly always 
imported. Theii* cultivation is very simple ; 
ihey succeed in good ordinary loam made 
sufficiently porous by the addition of sand. 
The pots must be well drained, as the roots 
will not bear stagnant moisture. Most of 
the species do not require so much root- 
room as the generality of plants equal in 
size, and it is a mistake to overdo them in 
this respect An ordinary stove or inter- 
mediate temperature will answer for them 
summer and winter — there is no necessity 
for being particular to a few degrees ; 66' 
to 60** in the night during winter, with a 
proportionate rise by day, and 60' to 70' 
in the night in summer will answer. Most 
of the kinds, however, will bear as much 
heat as any of the stove occupants in the I 



day through the growing season, but there 
is no need for subjecting them to so much ; 
it is simply a question of their growing 
quickly or slowly. They may be kept for 
years in moderate-sized pots or tubs if a 
moderate shift is given tnem when they 
are moved. During the growing season 
thev should have plenty of light and room 
to nilly extend their leaves ; they also like 
a drier atmosphere than most plants. 

The following are fine kinds : — 

C, Armgtrongii. A handsome, bold- 
leaved sort. 

G, circinalis. A very large leaved, hand- 
some kind, requiring a good deal of room. 
A native of India. 

G. circinalis glauca, A glaucous-leaved 
form of the above. 

(7. media, A handsome kind, of mode- 
rate size. New Holland. 

G. plwmo9a. Has beautiful plume-like 
foliage ; a handsome species from India. 

G. revoltUa, A Chinese species that will 
thrive in a warm greenhouse. 

G, Eiuminiana. A fine kind from 
the Philippine Islands. 

Insects.— The hard nature of the leaves 
is such as not to afford much food for in- 
sects, but scale will sometimes become 
troublesome, and sponging is the best 
remedy. 

C70LAMEN. 

The Cyclamens now so largely used for 
pot cultivation are almost wholly confined 
to the race of seedling varieties of C. per- 
cisum that in recent years have been so 
much improved both in the size and colour of 
their flowers, as also in the disposition to 
produce them in much greater quantities 
than the original species could be induced 
to. . So great is the improvement that the 
Cyclamens of the present day are amongst 
the most beautiful and continuous bloomers 
of all greenhouse plants. 

The cultural treatment, with more 
warmth stimulating quick growth, that 
this new race is tound to best succeed 
with, is very different from the old slow 
method of growing thom, by which the 
plants were yearly, after blooming, sub- 
jected to a severe drying process whereby 
they were much enfeebled. The ordinary, 
and much the best way of propagation is 
from seed, which may be sown at different 
times of the year, according to the season 
they are required to flower. If well 
managed the plants will be large enough 
to admit of flowering when from fifteen to 
eighteen months old. To bloom in spring 
sow about November or December ; if 
wanted to come into flower during the 
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late autumn and winter months sow about 
the end of July, in wide shallow pans 
filled with a mixture of sifted fibrous loam, 
with some leaf-mould andalittlesand added. 
Press the mateiial moderately firm, scatter 
the seeds an inch apart over the surfeice, 
and cover them with about a fourth of an 
inch of the soil When sown at this time 
stand in a temperature of about 60**, where 
they will soon vegetate by keeping the 
soil a little moist ; to do this without 
giving too much water a thin paper may 
be laid over the surface and removed as 
soon as the plants are up, after which they 
must be kept close to the glass, and the 
sun not allowed to reach them. The best 
place in which to grow them through their 
eaiiy stages is a low heated pit where an 
intermediate temperature (which is neces- 
sary all through the first autumn and 
winter so as to get them on large enough 
to flower satisfactorily by the close of the 
ensuing year and on through the sub- 
sequent winter) can be kept up. Give a 
moderate amount of air aaily from the 
time the young plants are up, keeping the 
atmosphere a little moist, and syringing 
slightly in the afternoons ; as soon as 
large enough to handle move singly into 
small pots, using soil similar to that in 
which the seeds were sown. Stand them 
on a moist bottom, still close to the glass ; 
leave off shading as the sun decreases in 
power, and keep up a night temperature 
during the winter of about 60**, in which 
they will go on growing so as to require 
moving at the beginning of April into 3-in. 
pots. Then use similar soil, but add a 
little cow manure that has got old and 
mellow. They will now i*equire a little more 
warmth, and until the season is further ad- 
vanced enough fire should be used in cool 
weather to keep them up to 55" in the night, 
and proportionately higher by day when 
there is an absence of sun to raise the tem- 
perature. A thin shade will again be 
needful through the spring and summer 
whenever the sun comes on them. Care 
must be taken at all times through the 
season of growth that they never want for 
water at the roots, or they will receive a 
severe check. Keep the atmosphere and 
the material on which the pots stand 
moist syringe overhead each afternoon, 
all of which are requisite to keep them 
free from red spider. Give air every day, 
but avoid draughts ; towards the end of 
June move the plants into 6-inch pots, 
which will be large enough to flower Uiem 
in the first season, and use a fair amount 
of drainage. Continue to treat as hitherto 
advised in the early part of the summer 
until September, when give more air, and 



discontinue shading and syringing so as to 
solidify the growth and induce the forma- 
tion of flowers. Still let them have a 
position near the glass, but through the 
autumn and winter let the material on 
which the pots are be dry. If each plant 
is now stood on an inverted pot it will 
allow a better circidation of air round 
them ; with the same view do not crowd 
them too close — a condition that should in 
all the stages of growth be avoided or the 
leaves will get drawn and weak and the 
plants spoilt. If all has gone well they 
will now be sturdy examples, with short 
stout leaf stalks, the foliage half covering 
the pots ; they will flower freely through 
the last months of the year and early part 
of winter, during which they shoiud be 
kept in a night temperature oi 45** or 50^ 

After blooming keep a little cooler, and 
when all danger of frost is over they may 
bS turned out under a north wall, the pots 
plunged in ashes, or still better they may 
be kept in a cold frame, placed where they 
will De out of the fuD sun, and given 
enough water to prevent the soil getting 
quite dry. The plants will lose most of 
tneir leaves through the early part of 
sununer, but will afterwards push up 
quantities ; as soon as these are visible 

five more water, and when a little growth 
as been made move into pots a couple of 
inches larger, shaking away the ola soil 
and replacing it with new, of a like de- 
scription to that hitherto recommended. 
Afterwards stand them in a pit, frame, or 
house and treat as advised for the preced- 
ing season, except that they will not now 
require to be kept quite so close. The en- 
sxung winter the plants will yield numbers 
of flowers proportionate to the incre&aed 
size they have attained. After blooming 
again treat as in the previous spring and 
summer in the matter of standing out, re- 
potting, &C. They may be kept on after 
they have again flowered, or be discarded and 
their place taken by younger stock, which 
it is well to keep coming on by sowing 
some seed each season. When the sowing 
is deferred imtil autumn keep a little 
cooler both before and after the plants 
come up, and it will be well to prick them 
off, when large enough, 2 inches apart in 
pans, allowing them to remain until spring 
before potting singly ; afterwards treat as 
advised for the early sown 8t<»ck. 

Insects. — Red spider, to which they are 
liable, will usually be kept under by 
following the course of cultivation de- 
tailed. Thrips and aphides sometimes 
attack them, getting to the imdersides of 
the leaves and doing much mischief before 
being seen. These insects should be re- 
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peatedly sought for ; when discovered dip 
in tobacco-water or fumigate witJi tobacco. 

CTCLANTHUS. 

This is a small genus nearly allied to, or 
more correctly speaking a division of the 
naturall Order, Pandanacese. They are 
stove plants little cultivated, but those 
who are fond of fine-foliaged subjects may 
like them. 

The method of propagation is by suckers 
which require to be struck and grown on 
in the way advised for Pandanus, which 

The following are, we believe, all the 
species known in cultivation : — 

0. bipartitus. A handsome species with 
large leaves. From Trinidad. 

0, crutattis. A strong-growing kind, 
with longer and more massive leaves than 
the preceding. It comes from the West 
Indies. 

C. plicattat. This species is quite different 
in appearance from C. cristatus, being less 
vigorous in growth. 

G. Plwnurt. This is a distinct-looking 
sort, with well marked foliage. From 
Trinidad. 

CYPERUS. 

Orass-like stove plants much used for 
-d^rati ve purooses m a cut state for inter- 
mixing with flowers. They are also well 
adapted for use associated 'with blooming 
plants. 

They are easily grown and increased by 
■division of the crowns ; spring just before 
the growing season comes on is the best 
time to increase them. Plants composed 
of several crowns should tlien be turned 
out. of the pots, and divided into small 
pieces, which should be put singly in pots 
big enough to hold them. Ordinary loam 
with a little sand will grow them well ; 
when potted water freely. The plants are 
almost aquatic, growing as well in water as 
in the usual way. Stand in a temperature 
of from 65' to 65", a few degrees either way 
will not make material difference ; give 
shade and air such as re5[uired by ordinary 
stove plants. By the middle of June move 
into 6-inch pots, the size which will 
be most useful for general purposes. 
Treat as before through the summer, by 
the end of which the plants will be large 
-enough for use ; keep the soil a little drier 
•during the winter, through which a night 
temperature of 50" or 55" will be enough. 

The following are desirable kinds :— 

C. aUemifolius. Bright green leaves. A 
native of Madagascar. 



(7. aUemifolius variegatu8, A variegated 
form of the last-named. 

G. laacvs. A distinct and pretty green 
species. 

G. laxus varUgcUus. A variegated form 
of C. laxus, of recent introduction. 

Insects. — These Cyperus are little sub- 
ject to insects, on account of the quantity 
of water they require, but aphides are 
sometimes troublesome ; for tnese fumi- 
gate. 

CTBTOCERAS BEFLEZUM. 

This is a handsome free-flowering stove 
plant of moderate growth, very nearly 
allied to the Hoyas. In some respects, 
indeed, it closely resembles them, especially 
in the general appearance of the flowers 
and in the short spurs on which they are 
borne. The shoots are of a stout woody 
character, erect, and comparatively few in 
number, springing from the collar of the 
plant, and not much inclined to branch ; 
the leaves are thick and leathery and of a 
bright green colour. This plant is well 
adapted for cultivation by those who have 
not the convenience of a large stove, as it 
is a slow grower, and takes a considerable 
time before it occupies much space ; more- 
over, it beai"S cutting in freely when 
required, breaking up from the bottom if 
the heaaing down is performed in the 
spring. It is indigenous to Manilla, and 
consequently needs to be kept always 
warm, but when in flower during the 
summer it can, without injury, be moved 
to a conservatory ; it must not however be 
allowed to remain in a draught. Although 
it does not suffer from the drier atmosphere 
usually here maintained, like many stove 
subjects, this can be accounted for by the 
plant never requiring an atmosphere laden 
with moisture to such an extent as many 
occupants of the stove need ; in fact, if the 
air in which it is grown is too close and 
damp, it often has the effect of causing the 
flowers to fall off before they open. 
Neither does it thrive in so much shade as 
quicker-growing thinner-leaved plants de- 
mand ; it will be sufficient to slightly 
protect it from the direct rays of the sun, 
during the hottest weather, so as to prevent 
the leaves being scorched. 

It strikes freely in the spring from half- 
ripened cuttings, especially if tnese consist 
of side shoots that can be taken off with a 
heeL They should be inserted singly in small 
pots in a mixture of half sand and fine 
loam, placed in a brisk heat and covered 
with a bell-glass ; they will root in four 
or five weeks, after which inure them to 
more air, and let them have plenty of 
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light, but not much sun, until they have 
become more fully established, when they 
should be removed to 6 or 6 inch pots. 
It will succeed in either peat or loam, but 
we prefer the latter when it can be had of 
good quedity with plenty of turfy fibre in 
it Whilst the plants are small, it should 
be broken fine ; add about one-sixth of 
sand, according to the nature of the loam, 
and drain the pots well, as the plant cannot 
endure stagnant water. This Cyrtoceraa 
does not make a large quantity of roots ; 
consequently it must never be overpotted, 
and care should be taken not to give too 
much water, especially until the soil has 
got well filled with roots. As soon as they 
liave started fiBdrly into growth, the points 
of the shoots ought to be taken out to 
eauae them to bmik, as it has a natural 
tendency, if not checked, to extend without 
branching sufficiently. During the summer 
the night temperature should be kept 
about 70*, and air with a thin shade given 
in the daytime when the heat rises to 
80* ; syringing overhead in the afternoons 
will assist growth. Continue the above 
treatment until the weather begins to get 
cooler; then discontinue the use of the 
syringe, as also shading, giving more air 
and less water to the soiL Through the 
winter a night temperature of 60* will be 
sufficient, keeping the plants in the lightest 
and driest part of the stove. About the 
beginning ot February give them 5° more 
heat in the night, with a corresponding 
increase in the day, but do not repot until 
the roots have got well into motion ; and 
as one shift in the season will be quite 
sufficient, it is well not to move them till 
April, when they should be put into pots 
3 inches larger, now using the soil in a 
little more lumpy state. 

Tie the brancnes well out, bending them 
down close to the rim of the pot — this wHl 
have the effect of causing young shoots to 
push up from the collar ; at the same time 
pinch out the points of those existing. As 
the weather gets warmer increase the 
night temperature to 70* and propor- 
tionately more in the day, with a httle 
shade, damping overhead when the house 
is closed. All that will be requisite during 
the summer will be a continuance of the 
treatment recommended. Most likely a 
few flowers will be produced by the 
strongest shoots, but it will not be advisable 
to move them out of the stove, as the 
object will be to get them to make as much 
growth as possible. In the course of the 
summer the tops of the strongest shoots 
may be tied down ; this will still further 
induce them to break back, and at this 
stage of their growth will be found more 



effectual than stopping, which latter opeca- 
tion does not always cause this plant to 
branch out several shoots as in the case or 
the majority of things. Treat through the 
autumn and winter as before. Again in 
spring give more heat as the advancing 
season demands it, and move into pots 3 
inches larger, tying the branches well out 
so as to leave the plants quite open in the 
centre to still further induce the formation 
of young growth from the base. This 
Cyrtoceras is one among a number of 
subjects that re<]^uire especial treatment in 
this respect, for if left to its own course it 
would spire up to a considerable height 
and become naked at the bottom ; whereas 
if the strong shoots are kept well tied out,, 
the position to which they are thus bent 
causes them annually to produce fresh 
growth from the bottom, which takes the 
place of any branches that become denuded' 
of leaves at the base and which should be 
removed. If the progress made is satis- 
factory, the plants will this summer bloom 
freely, each shoot producing a number or 
their epaulette-like bunches of flowers. 
After the flowers are formed it is better not 
to syringe overhead, as this sometimes has 
the effect of causing them to drop off. 

The subsequent treatment of the plants 
will require to be similar to that so far 
advised. When grown to their full size, 
13 or 14 inch pots are, as a rule, large^ 
enough for them. After they are fully 
developed they should be turned out of the 
pots each spring, the drainage examined,, 
and such of the upper portion of the soil 
as is not occupied by roots should be re- 
moved and replacea with new. When 
they have arrived at a size such as we now 
suppose them to be, they will be much 
benefited, during the summer, by liquid 
manure once a week, but in using it . for 
this and similar spare-rooted plants it must 
never be given either so strong or in such , 
quantities as for naturally robust growers r 
it is even necessary to be careful never to- 
apply water at all until the soil is some- 
what drier than in the case of most stove 
plants, or destruction of the roots wiU, 
sooner or later, be the result, especially 
during the winter, when no growth is^ 
progressing. We may add that when this 
plant is thus injured at tbe roots it has not 
the power to recuperate itself, like many 
others. 

Insects. — The leaves of this Cyrtoceras 
are of too tough and leathery a nature to- 
be much hurt by the attacks of such 
insects as thrips, aphides, or red spider, 
except when these are allowed to get 
to a considerable head ; yet the insects 
will live upon them, especially if the^ 
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atmosphere in which the plants are grown 
is kept too dry. If i^ectei they should be 
laid on their sides and freely syringed, 
when the insects can be easily removed, 
the smooth sur&ce of the foliage, both on 
the upper and Tinder sides, not affording 
much harbour for them ; the stout sub- 
stance of the leaves also admits of the 
water being thus applied wiUiout injury. 
Where scale has made a home upon a 
plant it will be found necessary to resort 
to sponging and cleaning thoroughly with 
soapy water ; a good syringing should be 
afterwards given it to cleanse it from all 
impurities. 

cmsus. 

The kinds here treated of are free- 
flowering evergreen greenhouse plants. 
They are in no way particular as to soil, 

g "owing in either peat or loam, but the 
tter is preferable, as it causes a greater 
disposition to flower. 

The different sorts of Cytisus root freely ; 
cuttings put several together in 5 or 6 inch 
pots in March, filled with sand, and kept 
moist and close in moderate warmth, will 
be sufficiently rooted in five or six wedcs 
to move flin^ to small pots. Pinch out 
the tops at the same time, and encourage 
growth by keeping them a little close and 
moist through the spring and summer, 
shading a little in bright weather. By the 
end of June move to 4 or 6 inch pots, and 
pinch the points of the shoots when they 
nave made 3 inches of growth, closing 
the pit or house in which they are grown 
early in the afternoon, and moistening 
overhead at the some time. Continue 
this treatment until the end of August, 
when inure them to more air and cease 
syringing, keeping them through the 
winter at an orainary greenhouse tempera- 
ture. About the end of March or be- 
ginning of April give them a 3-inch shift, 
potting them in good fibrous loam, to 
which has been added one-sixth well-rotted 
dung, the latter passed through a fine sieve, 
so that all worms may be detected. Give 
a moderate sprinkling of sand and sufficient 
drainage ; pot firm, and pinch out the 
points of the strongest shoots. They 
require no support, but, like Acacias and 
some other strong-wooded things, unless 
the branches are tied down whust young 
they have a disposition to grow erect, and 
leave the bottom leggy and bare — conse- 
quently the necessary training should be 
attended to in the first stages of cultivation. 
Through the spring syidnge them overhead 
every afternoon, getting thoroughly to the 
under side of the leaves as well as to the 



upper surface, and turning the plants round 
occasionally, so that the whole may be 
reached by the water. This is necessary 
to keep down red spider, to which they 
are subject By shutting up the house 
early while the sim is on the glass growth 
will be encouraged, and as soon as the roots^ 
get well hold of the soil they must be 
uberally supplied with water, as when in 
free growth they require a good deaL 
Continue this treatment until the begin- 
ning of August, when the plants should be 
turned out-of-doors and stood on a bed of 
ashes, in a situation where they will be 
protected from the mid-day sun ; they will 
now require well attending to witli water 
at the roots, which will have filled the 
pots by this time. Continue also ta 
syringe overhead eveir evening during dij 
weather. By the middle of September it 
will be advisable to take them indoors ; 
they will do in any house or pit where 
there is a fair amount of light, and from 
which frost can be excluded. By placing^ 
a portion of them in a temperature of 60% 
about the close of the year, they can be had 
in flower early, and others will succeed 
them started later, to be followed by those 
that bloom with the advent of solar heat. 
After they have flowered, go over the 
whole with the knife and cut back the 
leading shoots so as to keep the plants in 
shape ; and when they have broken and 
the roots begin to move again, pot them,, 
giving a 3-inch shift, using soil similar to 
the preceding year, and treating in every 
way as before advised. They may be 
grown on to a large size if required, but 
will bear cutting back, the balls consider- 
ably reducing, and repotting in new soil,, 
but after this operation they shoidd be 
kept close and a little warmer until growth 
has fairly commenced. 

G. JUipes is a white-flowered species, of 
very Slender, graceful, drooping habit, and is 
much used grafted on straight, clean stems 
of tlie Laburnum, 2 or 3 feet high, so as to- 
form pendulous standards. So managed it 
is one of the most elegant plants grown, 
especially for conservatory decoration^ 
where, standing above lower -groining 
things, it is very effective. The stocks 
will succeed either from seeds or cutting 
After grafting the plants will thrive satis- 
factorily with general management such as 
ad^^sed. 

C. racemosus 8uperhu8. This is a garden 
hybrid, a considerable improvement on the 
old C. racemosus, and one of the most 
useful decorative plants grown, producing 
most freely its racemes of sweet-scented, 
bright yellow flowers through a good por- 
tion of the spring. 
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Insects. — As already intimated, red 
spider is partial to these Cytisufies, but where 
tne precaution of diligent sj^ringing is con- 
tinued through the growing season this 
pe8t can be easily kept in check. If by 
any chance it happens to get a footing on 
them it can be destroyed by dipping, or 
thoroughly syringing overhead with in- 
secticide, if affected with brown scale, 
dip or wash with strong insecticide when 
the plants have been cut back before 
growth commences. 

DJEMONOBOPS. 

A genus of quick-growing stove Palms, 
with somewhat slender stems, and large, 
handsome leaves. 

Propagation and cultivation given under 
Palms, general details of culture. 

D, jmus, A distinct and handsome 
species. From India. 

D. palembanicm. A stately species, with 
large arched pinnate leaves ; the pinnae 
long and about 3 inches broad ; the leaf- 
stalks are stout, proportionate in length, 
and furnished with large and formidable 
spines. It comes from Java. 

BALECHAMPIA BOEZUANA 
BOSEA. 

This plant is more singular than hand- 
some ; the flowers, or rather the bracts, 
which are most conspicuous, are deep pink 
in colour, produced in summer, but are not 
so eff'ective as to give it a high position 
amon)^ flowering stove species. 

It 18 easily propagated from cuttings 
of the soft shoots, which if put in sand 
during spring, kept moist, close, and 
shaded in a temperature of 70**, will 
root in a few weeks, when they should be 
moved singly to 4-inch pots. Ordinary 
loam with a little leaf-mould and sand 
will grow the plant well ; stop the points 
of the shoots, and keep in an orainary 
stove temperature, with shade and air in 
the day, and a moist atmosphere. It is a 
rapid grower, and will bear moving into 8 
or 9 inch pots by the middle of June, when 
again stop the shoots. Continue to treat 
as before until autumn, and winter in a 
night tempemture of 65"*. Give pots a 
couple of sizes larger in spring, raising the 
temperature, and treating generally as in 
the summer before. The plants will 
bloom for a considerable period during the 
season ; they will flower in a small state 
if little plants are Uiought desirable. 
From Vera Cruz. 

Insects. — Red spider and aphides are 
sometimes troublesome, especially the 



former, if syringing is not attended to 
daily in the growing season ; for aphides 
fumigate. 

DAMMABA. 

Most of the cultivated species of these 
plants attain the proportions of trees ; but, 
like the Araucarias, can be kept for a time 
so that they can be accommodated in a 
good-sized conservatory, where from their 
distinct appearance they are effective. 

They tnrive under conditions such as 
advised for Araucarias, which see. 

D. alba. Origin uncertain. 

D. BrowniL Origin imcertain. 

D. Moorei, A native of New Caledonia. 

D. ohtiLsa, Comes from Aniteura. 

DAPHNE INBICA. 

This highly fragrant evergreen green- 
house plant, of which two varieties occur, 
is a native of China. It is a somewhat 
slow grower, compact in habit, and does 
not attain a large size, but it has a re- 
markably free disposition to bloom. There 
are few flowers, excepting the Rose, 
more prized for their fragrance than these 
Daphnes. A small plantwhen in bloom will 
scent a whole house. For this purpose 
they are highly esteemed for placing in 
conservatories, especially when these are 
connected with dwellings where the pre- 
sence of fragrant flowers is a desideratum. 
The large number of Daphnes annually 
propagated in some nurseries, coupled 
witn tneir being such general favourites, 
would lead to the supposition that they 
would be more fi-equently met with than 
they are. That they are not so much 
grown is accounted for by the fact that, 
although easy enough to grow when they 
receive the treatment they re5[uire, they 
are almost certain to die or linger out a 
dwindling existence if managed on the 
unintelligent svstem of treating all things 
alike that will conform to any particular 
temperature, more especially in the two 
very important operations of potting and 
watering. 

It is to the fact of these plants being too 
often treated after this general sort of 
fashion that their not thriving with many 
growers is to be attributed. Either when 
grafted or on their own roots they are vfery 
spare rooters, and cannot bear over-potting. 
If as much root-room is ^ven them as re- 
quired by many things it is all but im- 
possible to keep them in health. They 
are also very impatient of too inuch water, 
and never, even when making active 
growth, must water be given before it is 



Digitized by 



Google 



DAPHNE INDICA. 



Greenhouse and Stove Plants, 



141 



required by the soil, wliich, in tlieir case, 
should be allowed to get drier than with 
most plants, yet not so as to allow the 
young growth to flag. But it is in the 
dormant season, after the growth is com- 
pleted, that it is necessary to exercise 
more than ordinary care that water is not 
applied too soon. We prefer plants struck 
from cuttings, but these are seldom to be 
met with, as the demand is such that 
grafting is generally resorted to, on ac- 
count of their being so much more rapidly 
increased by this method. 

In private gardens we should advise the 
plants being propagated from cuttings, 
which should oe composed of the points 
of the shoots, about 3 inches long, taken 
oflf towards August and put in pans 3 inches 
apart in sand, coverea close with a pro- 
pagating glass, shaded, and kept moist in 
a cool house or pit until the oase of the 
cuttings is callused over. When this has 
been eflfected put them into a temperature 
of 50* by night, where they will make 
roots, stiU keeping them moderately close 
until well rooted, after which dispense 
with the glasses. They should be in a 
condition tor moving singly into 3-in. pots 
by the end of March ; give an intermemate 
temperature through the spring, pinching 
out the points as soon as the little plants 
have got their roots freely in motion and 
are making top-growth. Towards July 
^ve pots an inch or two larger, and keep 
in the same genial warmth through the 
summer and autumn. Althou^, strictlv 
speaking, greenhouse plants they make much 
greater prepress, especially while young, 
if kept in a temperature of 60** by night, 
and proportionately warmer in the day, 
if a house or pit is available, where they 
can be accommodated through the winter 
with a temperature such as above-men- 
tioned, they should by the beginning of 
April be moved to pots 2 inches larger; 
but, as has been already stated, they must 
not have too large a shift at any time. 
They succeed the best in good fibrous peat 
four parts to one of thoroughly rotten 
dun^, with a liberal addition of sand. 
Dram the pots well, and over the crocks 
place some fibrous material to keep them 
quite free from the soil, as if the crocks 
become clogged up ever so little the roots 
will suffer. Stand them in a moderately 
light position, and syringe slightly over- 
head m the afternoon, but be sparing of 
water to the soil until ihe roots have made 
some progress. 

When the shoots have pushed about 2 
inches pinch out the points to induce them 
to break, and continue them in an in- 
tennediate temperature all through the 



spring and summer, tying out the growths 
to a few neat sticks, so as to lay the foimda- 
tion for bushy specimens. Give air mode- 
rately during the day, but close the house 
with sun-heat and plenty of moisture in 
the atmosphere ; in bright sunny weather 
they will be benefited by a thin shade 
during the middle of the day, but this 
must not be used so as to induce weak 
growth. By the end of August, if all has 
gone well, the plants will have pushed 
their shoots 3 or 4 inches beyond the point 
to which they were stopped, and if the in- 
tention is to grow them on to a consider- 
able size as quickly as possible — which is 
much the best method of treating these 
Daphnes — they should be kept on through 
the winter and during the ensumg summer in 
an intermediate-house temperature. Where 
it is decided thus to deal with them they 
ought at the end of August to be moved 
into pots an inch or two larger, according to 
the quantity of roots they are found to 
possess when examined ; pot in similar 
soil to that recommended for them in the 
spring, and again pinch out the points of 
the shoots. Syringing overhead may now 
be dispensed with for some time, but main- 
tain through the autumn a temperature of 
as near 50 in the night as convenient, and 
be careful how water is given to them ; if 
very vigorous they will snortly break into 
growth, pushing three or four shoots from 
each point that was stopped — if not so 
strong they may not push growth for some 
months, but nevertheless much will be 
gained by keeping them a little warm, as 
the root-power will be increased. 

Treat through the early part of the 
ensuing season as advised for the preced- 
ing year, and towards May again turn 
them out of the pots to see if they require 
another shift, which will be the case if 
they have done well. If the roots are 
plentiful give them pots 2 inches larger, 
stop and tie out the shoots, letting the 
summer's management be similar to the 
last. By the close of the summer they 
will have grown into nice-sized plants, 
with a quantity of strong flowering 
growths that will have set their bloom 
bunches on all the points ; they may now 
be placed among the ordinary greenhouse 
hardwooded stock through the autumn, 
and if required to flower early a portion of 
them may be put in a little heat about the 
beginning of the year. If their flowers 
are wanted for cutting, choose those from 
the strongest shoots, such as have a strong 
terminal Dud at the base of each of the 
leaves with which the shoots are furnished 
for some distance from the points. The 
blooms being produced in compact bunches, 
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with no length of foot-stalk, it is necessary 
in cutting 5iem to take some little of the 
wood with several of the leaves attached. 

Growths that are weakly are generally 
•devoid of the buds above-mentioned, and 
if the flowers from them are cut with the 
buds that are immediately at the base of 
the flowers they rarely break freely, more 
often not at ail ; but when strong buds 
such as pointed out exist, these will push 
growth when the points of the shoots with 
the blooms have been removed. It is thus 
necessary to use discrimination in cutting 
the flowers of these Daphnes, or it will in- 
•duce the bare, naked condition so often 
seen. When it happens that a plant is 
altogether weak it snould not be cut at alL 
The treatment in after years should be 
similar to that which has been so far ad- 
vised, with the exception that it is not 
requisite to grow them in anything above 
a greenhouse temperature. A 12 or 14 
inch pot is big enough for them when they 
arrive at a large size. When the pots 
get full of roots the plants should be well 
supplied with manure-water during the 
growing season. Where there is not the 
convenience for giving them in their early 
stages a little extra warmth, as above aa- 
vised, they should not be potted before 
the end of April ; and during the summer 
ought to be kept as warm as circumstances 
will permit, bjr closing the house early, 
treating them m other respects as advised 
under the quicker method of growth. 

The two varieties, D. indica alba and D. 
indica rubra, differ but little in general ap- 
pearance. The flowers of the latter are 
nigher coloured than those of the former. 

v. jajxmica variegata is also well worth 
growing, both for its flowers and hand- 
some variegated foliage. It succeeds under 
similar treatment to the others. 

Insects. — These Daphnes are not much 
troubled by insects, but sometimes the 
young shoots are attacked by green- 
fly, for which fumigate with tobacco; 
thrip also will ^rey upon the leaves, and 
the best remedy is to dip or syringe with 
tobacco-water. If brown scale gets upon 
them it must be removed with a sponge, 
as any solution strong enough to kill it is 
liable to injure the leaves. 

DABLINQTONIA CALIFOBNICA. 

A most singular greenhouse plant, nearly 
allied to the Sarracenias, and even more 
curious in the formation of its leaves, 
which are hollow like those of Sarrace- 
nias ; in appearance they are most like S. 
variolaris, being hooded at the top like 
that species, but its leaves attain a much 



larger size, being, in a well grown example, 
as much as 18 or 20 inches high, and pro- 
portionate in circumference. The wnite 
and red variegation is very beautiful when 
the cultivation is such as to bring out the 
true character. 

The method of propagation is similar to 
that advised for Sairacenias, which see. 
Being a swamp plant, like the Sarracenias, 
it must have an abundance of water while 
making growth, and at no time must it be 
dry at the root. It will not bear as much 
warmth as even the coolest kinds of Sar- 
racenia like ; a cold frame with the pots 
plunged in some moisture-holding material, 
and the lights tilted so as to admit abun- 
dance of air, is what it likes ; or it will 
succeed in an airy greenhouse without any 
sliade, as plenty of sun is needful to bring 
out the full amount of colour in the pitchers. 
It comes from Calilbmia. 

DASTLIBION. 

These are very slow-growing ever^en 
greenhouse Bromeliaceous plwits, with a 
singular but elegant habit of growth. They 
form thick short trunks, like those of Cycas 
revoluta, and kindred species ; the stems 
are slowly developed, being formed as the 
leaves, which are very persistent, die off. 
The leaves of Dasylirions are long, narrow, 
and bayonet-shaped, and armed with spines 
along their whole length, erect at first, 
but as they get older assuming an elegant 
arched drooping position. The most singu- 
lar matter connected with Dasylirions, is 
that from the first of the leaves issuing 
from the stem the extremities for an inch 
or two are dead, the dead part as the leaves 
get older splitting up into thin filaments 
and reflexmg, assuming the appearance of 
a small brush, giving the plants a most 
distinct and singular aspect They are 
handsome decorative plants for a conserva- 
tory, and equally useful for standing out 
on a terrace or lawn in the summer time, 
the hard texture of their leaves fitting 
them well for exposure in the open air 
in this way. They are increased by suckers 
which are produced sparsely from the base 
of the stem of old plants, or from a large 
example that has bloomed, the flowering 
usually having the effect of causing the 
production of suckers. These suckers 
should be taken off when they have formed 
several small leaves, say about 6 or 8 inches 
long ; and the tufts of leaves, with a bit of 
stem attached, should early in spring be 
cut clean away from the old trunk, and 
put singly in pots sufficiently large to hold 
them, fSled with half sand and sifted loam. 
Stand them in a temperature of 60% shaded 
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4md moderately close, but not confined 
under a propagating glass or frame, which 
would most likely cause their destruction. 
Shade and give no more water than will 
just keep the soil dightly moist The 
suckers will form roots and get established 
through the summer ; winter in a tem- 
perature of 45", and in spring, if the soil is 
filled with roots, move them into pots 2 
inches larger, using good loam with a 
moderate quantity of sand added. The 
plants, as already said, are very slow 
growers, and from this time onwards will 
require nothing more than the usual 
routine of greenhouse treatment, with 
water given freely to the soil through the 
growing season, but more sparsely in 
winter, during which time they may be 
kept at about 40* in the night If suflS- 
<;ient root-growth is made to admit of their 
being put into pots a size or two larger each 
spring, they must have this attention ; if 
tne progress is slower than this only pot 
each alternate spring, regulating the size 
of pots by the progress made. As they 

^t large the shifts should be larger and 
not so frequent ; large specimens, say when 
they get into 18 or 20 inch pots, will do a 
number of years without moving if given 
manure- water during the growing season. 
There are several forms, differing princi- 
pally in the length of the leaves, and their 

-dense or sparse production. 

The following are distinct and desirable 

kinds : — 
D. acrotnchum, A kind with long arched 

.green leaves. A native of Mexico. 

D. glaucum. The leaves of this sort have 

a bluish metallic hue. From Mexico. 
D. gracHe. Is distinct in appearance 

froia both the above. Mexico. 

D, latifolium. A handsome form with 

stout foliage. A native of Mexico. 
Insects. — The hard texture of the leaves 

of Dasylirions is such that few insects 

molest them, except scale, which, if trouble- 

jsome, can be removed by sponging. 

DAVALLIA. 

This genus is amongst the finest of 
<;reeping stemmed Ferns ; it comprises 
both stove and greenhouse kinds, and con- 
tains a large number of species, from the 
-elegant little D. Tyennanii to the noble D. 
Mooreana, and D. polyantha. The magni- 
ficent fronds of botn of these species extend 
under liberal cultivation to a length of 6 
or 7 feet. The stout, heavily-clothed, 
creeping stems of many of the Davallias is 
not their least attractive property ; in D. 
canariernds this appearance is so marked as 
to give it the name Hare's-Foot Fern. 



For propagation and cultivation, see 
Ferns, general details of culture. 

STOVE SPECIES. 

D. cumUata. West Indies. 

D. fiji&ims major, Fiji Islands. 

D. Mariesii. Japein. 

D. Mooreana, Borneo. 

D. polyantha. Java. 

D, Tyermanii. Africa. 

GREENHOUSE SPECIES. 

D, bullata, Nepal. 
D. canari&nsis. Canaries. 
D. canarienais pulchella, 
D. dissecta, Java. 
D. elegans, Malay Archipelago. 
D. heterophylla. 

D. pyxidcUa, New South Wales. 
D, tenuifolta. East Indies, Japan, and 
China. 

DAVIESIA. 

Evergreen greenhouse plants that used 
to be much more frequently met with 
when hardwooded subjects were more in 
favour than of late. They are distinct in 
the appearance of their flowers, but not 
equal to many things requiring to be grown 
under similar conditions. They succeed 
with treatment such as recommended for 
Chorozemas, which see. 

The following will be found to suffi- 
ciently represent the genus :— 

D, coraata. A very distinct looking 
species, bearing in summer numerous 
corymbs of yellow flowers. It comes from 
New Holland. 

D, latifolia. This species also has yellow 
flowers, borne in racemes ; a summer 
bloomer. From New South Wales. 

DESFONTAINEA SPINOSA. 

The handsome appearance that this 
plant has even when not in bloom, densely 
clothed as it is with bright green. Holly- 
like foliage, renders it at aU times inte- 
resting, and when studded with its brillicmt 
crimson and yeUow flowers it is one of the 
most distinct and attractive subjects in 
cultivation. When, in addition to its 
other good properties, the plant is found 
easy to manage, it seems strange that we 
do not much oftener meet with it ; but 
this may be explained by the fact that to 
flower it well the usual treatment given to 
the generality of greenhouse plants will 
not answer. The wood when grown under 
ordinary conditions appears never to attain 
a sufficiently hard, npe state to induce 
the free formation of flowers. It is one of 
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a number of fine things that are thus con- 
signed to neglect, simply through a want 
of consideration of the conditions under 
which they exist naturally, and which to 
some extent must be imitated under culti- 
vation if success is to be attained. 

The plant is a native of Patagonia, 
where, according to Dr. Hooker, it occupies 
a position some 12,000 feet above the level 
of the sea ; from this it may be easily 
supposed that it is hardy in some parts of 
the kingdom. Many plants will flower 
freely even when their growth has been 
made under the necessarily somewhat con- 
fined condition of the air in a greenhouse 
during the spring months, if they are later 
on in the season subjected to a hardening 
process out-of-doors, whereby the wood is 
ripened ; but in the case of others, such as 
this Desfontainea, the growth of which is 
somewhat slpw and the wood and leaves of 
a very hard nature, unless the growth is 
made under conditions that ensure its 
being fullv solidified as it is formed, no 
amount of exposure to sun and air after- 
wards will make up the deficiency so as to 
enable it to set and produce flowers in 
quantity. This will be understood by 
growers of Cape Heaths, some of which — 
notably the species depressa— can never be 
induced to flower freely unless the greater 
portion of the growth is formed in the open 
air. With this kind the usual exposure 
out-of-doors in the latter part of summer 
will not suffice ; the plant, if it is to bloom 
well, requires its growth to be in a great 
measure made in the open air, fully exposed 
to the sun all through the summer. This 
is more fully exemplified in tlie case of 
Desfontainea, which should be stood out- 
of-doors from the time the frosts are over 
in the spring until the autumn is far ad- 
vanced, although this may not be advisable 
in the case of small plants, it being better 
to keep them under glass until they have 
attained some size, as in this way they 
will make quicker progress. It is free in 
forming roots, and will succeed in either 
peat or loam, but the latter is usually 
more conducive to the free production of 
flowers. 

The plant is propagated from cuttings of 
the young shoots m a semi-ripened state, 
taken off about August, and put 2 or 3 
inches apart in good-sized pans in sand, 
covered close with a propagating glass, 
kept moist and shaded m a cool house or 
pit through the autumn and winter, during 
which time the base of the cuttings wifl 
callus. About March put them in a little 
warmth, when they will soon root. By 
June they will be fit to place singly in 
3-inch pots, and should be kept a little close 



until they have begun to ^ow ; give more 
air in the autumn, and winter in a green- 
house or pit. About March pinch out the 
tops of the shoots, and as soon as they 
show signs of growing move into pots 3- 
inches larger. Select the beat turfy loam, 
retaining all the fibre ; add as much sand 
as will keep the soil for vears in a suffi- 
ciently porous condition, for an evergreen 
of this description will not well bear anv 
of the soU being removed from its ball, 
and as it is a plant that will last for a 
number of years with fair treatment pro- 
vision shoidd be made in having a material 
that is not likely to soon get into an un- 
healthy state. Drain the pots well, and 
ram the soil so as to make it firm ; during 
this spring and summer keep them along 
with the general stock of young hard- 
wooded plants, encouraging growth by 
closing the house early enough to secure 
for a lew hours a wann, growing tempera- 
ture made sufficiently moist by sprinkling 
water about and syringing the plants over- 
head. They are not liable to become 
drawn, but should, nevertheless, be stood 
where they will get plenty of light, or the 
base of the plants will not be properly 
furnished ; the somewhat rigid cnaracter 
of the shoots make them more difficult to 
bend, yet from the first they should be 
trained out or the bottom will ultimately 
become naked. So far as possible get the 
strongest shoots thus well out and as low 
down as can be at the commencement. As 
the roots enter the new soil freely give 
more water, for, like most plants from a 
high altitude, they do not like to be kept 
too dry ; they require only enough shaae 
to prevent the leaves burning. Continue 
this treatment through the summer until 
the middle of August, when turn the 
plants out-of-doors in the full sun, pro- 
tecting the pots from its direct force. 
They may remain out until the end of 
September, after which remove them to a 
house or pit where frost will be excluded ; 
give just as much water as will keep the 
soil in a healthy state. In March go over 
the plants and shorten back slighUy any 
shoots that are taking an undue lead of the 
weaker ones ; in April again give them 
fresh pots, proportioning the size of the 
shift to the root-progress they have 
made, and using similar soil in a little 
rougher state ; £e shoots should now be 
well tied out, so as to secure handsome 
symmetrical specimens. Do not keep the 
atmosphere too close, as it is not desirable 
that much tender growth should be en- 
couraged, as it would be liable to suffer 
from sudden exposure in the open air, to 
which the plants should be removed to- 
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wards the end of May ; again place them 
in the full sun, but screen the pots from 
its influence ; give regular attention in 
watering and syringing overhead in the 
evenings during bright weather, and occa- 
sionally turn the plants round so that all 
sides alike may come under the sun's 
power. 

Continue this treatment until the be- 
ginning of August, when discontinue the 
use of the syringe ; let them remain out 
until the end of September, when they 
must be brought in and wintered as before. 
It must now be determined whether they 
are to be used for indoor decoration, with 
what bloom they will make, or be grown 
on another season ; the latter course will 
generally be most advisable, and if decided 
upon they should be again potted in spring, 
turned out as in the last season, and any 
shoots that need it stopped. If they are 
removed to the conservatory during the 
time of flowering their next year's bloom 
will be interfered with, as the plant can 
seldom be induced to produce a fuU sheet 
of flowers on two seasons consecutively. 
Again in the autumn remove them inside ; 
the shoots will now require a few sticks to 
keep them in shape, although com- 
paratively little support is needed. It 
will be better not to pot in the spring, as 
it may in some measure interfere with 
their flowering, but turn them out about 
the same time ; they may be expected to 
bloom freely during the summer, at which 
time the plants can be used in the con- 
servatory or greenhouse, but there should 
not be shaded more than required. If 
they appear to want more pot-room, the^^ 
should have a shift after the flowering is 
over, placing them out-of-doors as soon as 
they have got hold of the new soil if the 
season is not too far advanced — if it is, 
they had better be kept under glass and 
treated through the winter as before ad- 
vised. Again in the spring expose them 
in the open air ; they will most likely not 
produce a full crop of flowers this season 
if kept long indoors during the previous 
summer — the object should be to prepare 
them for making a full display the ensuing 
year. It can easily be arranged to bloom 
a certain number each summer. By pre- 
paring them in the way described the 
plants will last for many years, if given 
mcreased root-room as they require it, and 
they can be kept in a vigorous, healthy 
condition with less pot-room if they are 
aasisted through the growing season with 
man ure- water. 

Insects. — ^The hard texture of the leaves 
renders them little subject to the attacks 
of the smaUer insects ; should they appear 



they can be easily removed by a free use of 
the syringe ; if brown scale gets upon them 
sponging may be resorted to with effect. 

DESMODIUM GYRANS. 

(The moving plant) 

A warm stove species, belonging to a 
family of plants most of which possess 
little beauty. Nor can it be said that this 
has anything effective in its flowers ; the 
interest attached to it lies in its leaves, 
which are constantly moving with the 
regularity of the pendulum of a clock, only 
much slower and in a different direction^ 
the motion being alternately upwards and 
downwarda This continuous motion has 
given rise to a good deal of speculation as 
to the cause among those interested in 
vegetable physiology ; its motion is not 
nearly so quick as that of the sensitive 
plants — Mimosa sensitiva, M. pudica, and 
others of that genus. True it is that this 
and other plants possessing singularity of 
habit rarely have nowers with fine colours, 
but it is well that they should not be 
lost sight of by cultivators ; of this there is 
some danger through the disposition that 
too often exists to give exclusive attention 
to things that are only noticeable for their 
highly-coloured flowers. 

The cultivation of this Desmodium is 
extremely simple, as all it requires is a 
brisk heat and ordinary attention in the 
matters of soil, water, and air, and a little 
shade in bright weather. It strikes freely 
from cuttings of the half-ripened wood 
taken off at any time of the year when 
obtainable. If its propagation is under- 
taken in the spring, cuttings consisting of 
points of the snoots a few inches in length 
cut to a joint, put singly in 3-inch pots, in 
sandy soil, the surface all sand, placed in 
a temperature of 70", covered with a 
propagating glass, and kept moist and well 
shaded, will soon make roots. Then 
dispense with the glass, and stand the 
plaiits in a fairly light place ; as soon as 
the small pots are tilled with i-oots give 
them a couple of sizes more room, usinc 
ordinary loam, to which add a little sand 
and rotten manure. Pinch out the leading 
shoots to cause them to break side branches, 
and give them ordinary stove treatment as 
to heat, light, water, and air, shading 
slightly when the weather is sunny. The 
plants soon begin to show the natural 
peculiarity of their leaves, and keep on 
moving regularly, the base of the stalk 
acting j ust like a hinge. All that is further 
required is an increase of pot-room when 
the soil gets full of roots. The plant 
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attains a height of about 3 feet, and does 
not need a great deal of room. It deserves 
a place in the gardens of those who are 
fond of singularities in the way of plants. 
It comes from India, and therefore likes a 
considerable amount of heat at all times. 

Insects. —Aphides and red spider, as 
well as others of the worst description of 
insects that prey on stove plants, will 
sometimes attack this Desmodium ; the 
daily use of the syringe during the growing 
season will generally sufl&ce to keep the 
smaller ones in check. Should scale or 
bug afifect the plants, sponge with tepid 
water. 

DIOHOBISANDRA. 

These are very distinct-habited stove 
plants indigenous to Brazil and South 
America ; they are evergreen herbaceous 
in habit, with strong Keed-like stems, 
growing to a height of fix)m 2 to 4 feet, and 
bearing broad, lanceolate, cordate leaves ; 
the flowers are produced in a compact 
cluster at the top of the shoots. They are 
principally late summer and autumn 
oloomers, at which season their decided 
blue flowers — a colour common to most of 
the species — are very eflfective. They are 
easily grown where a moderately high 
temperature can be kept up, and are well 
adapted for associating with most of the 
more easily cultivated hothouse plants, to 
which their erect habit presents a decided 
contrast. 

Their propa^tion is in no wajr difficult ; 
they are best increased by division of the 
crowns, which can be separated readily 
with a strong knife, retaining to each a 
portion of roots. This should be done 
early in the spring, just before they begin 
growth, which will, as a matter of course, 
be regulated by the amount of warmth the 
plants have been subjected to during the 
winter — their season of comparative rest. 
We have found them to succe^ best in peat 
to which has been added a moderate 
quantity of sand. When the crowns have 
been thus separated, they should be placed 
in pots lar^e enough to admit their roots 
with sufficient sou ; if they are strong, 
6-inch pots will not be too large. Put them 
at once in a temperature of 66°, or a few 
degrees higher in the night They will 
soon begin to grow, after which supply 
them liberally with water. Stand tnem 
where they will get a full volume of light, 
for if kept too dark the shoots will be 
drawn up too tall. In the matters of air 
and shade, treat as for ordinary stove 
plants, syringing them freely overhead 
when the house is shut up in the after- 



noons. By the middle of May the plants 
should be ready for larger pots ; 8 or 9 
inches in diameter will not be too big, 
using soil siitiilar to that alreadv advised. 
Through the summer they will bear a 
liberal amount of heat such as is found to 
answer for most stove subjects, regulated 
in accordance with the weather. Beyond 
this nothing further will be required. 
The strongest of the plants will flower 
through the autumn, after which they may 
be subjected to a gradually reduced tempe- 
rature, keeping them at about 60° in the 
night through the winter. In spring 
again give more heat and repot, giving 
them a 2 or 3 inch shift, treating sub- 
sequently in other respects as advised for 
the previous summer. In years to come 
the size of the plants will be regulated by 
individual requirements ; they may be 
grown large, so as to have a dozen or more 
flowering stems each season, in which case 
the root-room needed will be proportionate. 
The old stems should be cut away annually 
to make room for the young growth- 

As to the kinds grown, there is a con- 
siderable sameness in their appearance ; 
consequently it is not necessary nor 
advisaole to cultivate too many. Among 
the most desirable are the following : — 

D, albo-margiTicUa. Steins of moderate 
strength. Flowers white and blue. From 
Brazu. 

J), mosadca. Three to 4 feet high. 
Beautiful deep blue flowers, borne on 
handsome Bamboo-like stems ; the foliage 
bold and distinct A native of the Amazon 
countiy, and one of the best of the species. 

D, Sawndersii. Stems 2 to 3 feet high. 
This makes dense racemes of white violet- 
tipped flowers. Introduced fix>m Brazil 

x). ihyrsiflora, A strong grower, like 
those already named, of erect habit It 
blooms in summer; flowers deep purple. 
Brazil 

D. wndata^ A stout-growing plant with 
Reed-like stems ; the flowers olue, and 
produced in summer. From BraziL 

In addition to being deserving of 
cultivation on account of their flowers, all 
the above have handsome foliage. 

Insects. — Their smootii glossy leaves do 
not afford much harbour for insects, of 
which the least difficult to contend with 
will be easily kept down by syringing. If 
scale or mealy bug make their appearance, 
syringe with insecticide and sponge care- 
fully. 

DIOKSONIA. 

A small genus of magnificent greenhonfie 
Ferns, among which are sevmd of the 
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most iavoiirite Tree species, including the 
well-known D. antarctica, and others nearly 
allied. D. antarctica is more largely culti- 
vated than any other Tree Fern, its robust, 
hardy constitution befitting it for thriving 
well in a greenhouse. D. squarrosa is also 
a beautiful species, forming a straight, 
blender trunk, surmounted by an elegant 
symmetrical head of fronds. 

For propagation and cultivation, see 
Ferns, general details of culture. 

GREENHOUSE SPECIES. 

D, arUarciica. Australia. 
D, fibrosa. New Zealand. 
D, iquarrosa. New Zealand. 
D. Yaungii, New South Wales. 

DIDYMOOHLJENA LUNULATA. 

A very distinct-looking, dwarf Tree 
species of Fern, from South America, that 
will succeed in a greenhouse. It is often 
«poilt by being grown too warm, in which 
case the pinnmes frequently drop off. 

For propagation and cultivation, see 
Ferns, general details of culture. 

DIEFFENBAOHIA. 

Many of these thick, succulent-stemmed 
stove Aroids have very handsome varie- 
gated leaves, differing considerably from 
most other fine foliage plants, and havins 
a handsome appearance when associatea 
with flowering and other ornamental-leaved 
habitants of a warm house. Most of those in 
cultivation are from the West Indies or the 
hotter parts of Southern America, and there- 
fore require a good deal of heat to grow them. 
They are easUy grown, and can be propa- 
gated in a warm house, without dimculty, 
from pieces of their succulent stems con- 
taining one or more eyes. They should be 
inserted so as just to cover the base in pots 
half filled with sandy soil, the remainder 
aU sand, and kept in a brisk heat, but not 
too moist or they are liable to rot ; nor is 
it well to keep* the cuttings so close or 
confined as needful with most things. 
The eyes generalljr start into growth at the 
time roots are bemg pushed ; when these 
are fairly formed the young plants should 
be moved singly into 6-incn or 6-inch pots 
in sandy loam or peat ; either will do. 

If propagation has been effected early 
in the spring the temperature should be 
increasea as the weather gets hotter ; 65** 
or 70" in the ni^ht, with proportionately 
more in the daytime, will do through the 
summer, during which season they cannot 
be kept too near the glass, if not absolutely 
touching it| bat they must be protected 



from the sun with a thin shade, or the 
leaves will lose their healthy colour. 
Syringe overhead daily in the afternoons 
through the growing season, ^ving air in 
the middle of the day. This is all the 
attention they require beyond larger pots 
as the roots want more room. Where large 
specimens are wanted they may be had by 
heading back such plants as consist of a 
strong single stem, which will cause the 
stool to push out a number of shoots, or 
several rooted cuttings may be put together 
in a good-sized pot and treated in other 
respects as advised for the single-stemmed 
specimens. One season is generally long 
enough to keep the plants, as their leaves 
are not very persistent, and after the first 
summer they usually get bare at the 
bottom unless cut back and started afresh, 
striking the tops and such portion of the 
stems as required in the way already indi- 
cated. By the use of manure- water large 
plants can be grown in comparatively em«dl 
pots. 

The following is a selection of the best 
and most distinct kinds : — 

D, amcma. Deep green leaves, mottled 
with white and yellow. 

D, Baraquiniana. Has handsome green 
leaves blotched with white ; the leaf-stalks 
are also white. 

D. CarderU. Leaves deep green, about 
half the surface covered with large ir- 
regular white blotches. 

D, OuUonii. Green groimd coloured 
leaves, with ^3dsh- white nerves, and clear 
yellow mottling. 

D, LeopoldvL A distinct and handsome 
sort, the leaves of a very deep green shade, 
extremely lustrous ; the midrib has a broad 
ivory white band running its entire length. 
D, WaUisii, Ground colour deep green, 
the central nerve greyish- white, with white 
blotches on the leaf. 

There are many others differing slightly 
from these, but the above are sufficient for 
ordinary cultivation. 

INSBCT& — Dieffenbachias are little sub- 
ject to insects. Red spider and aphides 
will live on them, but can easily be kept 
down by syringing. 

DILLENIA 6PE0I0SA. 

An evergreen stove shrub or small tree. 
It is only fit for growing in a lw?ge stove, 
where the intention is to illustrate so far 
as possible under glass the character of 
tropical vegetation. The leaves are quite 
a foot long. The flowers, which are white 
in colour, are 8 or 9 inches in diameter, 
but are rarely forthcoming in cultivation. 

It is increased by cuttii^ of the shoots, 
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which require a strong heat to strike in, 
with the usual conditions of a moist con- 
fined atmosphere. After roots are formed the 
plants must be crown on in a warm stove, 
and as they get large they will want plenty 
of root-room either by being put in large 
pots or planted out It thrives in sandy 
loam. Introduced from India. 

Insects. — This Dillenia is subject to 
most of the insects that affect stove plants. 
Syringe with water and fumigate tor the 
less objectionable kinds ; for mealy bug 
and scale syringe and sponge with in- 
secticide in the winter wnen the plant is 
dormant 

DILLWYNIA. 

This is a genus of hardwooded green- 
house plants, of a bushy habit, that bloom 
freely in the spring and sunmier. The 
flowers are yellow, or reddish-brown, pretty, 
but not nearly so attractive as many species 
that come from the same countries — New 
Holland, New South Wales, or the ad- 
jacent parts. Dillwynias were at one time 
much more grown tnan at present, having 
given wav to things more showy in appear- 
ance. The method of propagation and the 
after treatment given wr ftoronias — ^which 
see — will answer for Dillwymas. The 
undermentioned are the most deserving 
kinds : — 

D. floribunda. Yellow. 

D, juniperina. Yellow. 

D, pun^ens. Yellow. 

D. rtuiis sanguinea. Red. 

D. spedosa. Orange and yellow. 

DION EDULE. 

A very handsome evergreen plant It 
belongs to the Cycad family, and req^uires 
the same treatment as the warm species of 
Cycas. The pinnae of the leaves are as 
regular as the back-bone of a fish ; the 
leaves in a strong specimen will attain a 
length of from 6 to 6 feet A native of 
Mexico. 

DIONJEA MUSOIPULA. 

A most carious little warm greenhouse 
plant, differing from all others in the re- 
markable formation of its leaves, which 
terminate in a singular trap-like appen- 
dage, furnished with internal hairs, which, 
so long as the leaves are healthy and 
vigorous, are extremely sensitive, and 
when touched cause the jaws of the trap to 
close instantly. This is one of the most 
remarkable oi the insectivorous plants, so 
called from the provisions which Nature 
ha£ given them to attract and confine in- 



sects, which latter are with good reason, 
supposed to afford them nutriment 

It is increased by division ; when the 
plant produces a flower-stem this causes 
the bulb-like base to divide as in the cajse 
of Lilies and many other plants. The off- 
sets should be separated in the spring 
before growth begins, and put singly in 
very small pots filled with a mixture of 
fibrous peat and chopped sphagnum, with 
a little sand and smaLl crocks added. The 
plant requires plenty of water through the 
growing season, and must never be afiowed 
to get diy. It thrives best with a little 
more warmth than that of an ordinary 
greenhouse, but does not like a stove heat 
It should have plenty of light, but ought 
not to be stood too near the glass, or be 
exposed to the sun. The little pots in 
which the plants are grown must always 
be kept plunged up to their rims in 
sphagnum, in a pot or pan large enough to 
hold a moderate body of the material ; 
this is needful to keep the roots in a uni- 
formly moist condition ; ten or twelve 
plants plunged in this way in a pan 12 
inches in diameter, make a nice specimen. 
The plants are better not p-own under a 
bell-glass as sometimes advised, as even if 
kept tilted the glass tends to weaken the 

frowth. It is a nabitant of the swamps of 
lorth Carolina and Florida. 

Insects. — Aphides are particularly par- 
tial to Dioncea, and must never be allowed 
to remain on it, or they will quickly 
destroy the leaves ; fumigation with to- 
bacco is the best remedy. 

DIOSOOBEA. 

Strong-growing stove climbers, suitable 
for training round a pillar, or more so for 
clothing a wall, where such plants as are 
grown for the production of flowers might 
not get enougn light They are rapid 
growers, soon covering a considerable 
space ; the leaves of the kinds hereafter 
named are handsomely variegated, al- 
though not so bright in appearance as 
some things used for a like piirpose. 

They are increased by division of their 
tuberous roots in the spring before they 
becin to grow ; pot, and grow them on under 
ordinary stove treatment ; and give as they 
increase in size enough root-room either by 
lai^e pots, or by planting them out in a 
bed. Theywill thrive in either loam orpeat. 

D, AncBctochilm, A bold-leaved species, 
and a free grower that will cover a large 
space if ^iven enough root-room to enable 
it to attain its full strength- The ground 
colour of the leaves is green, mottl^ with 
golden yellow. From South America. 
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D, argyrcea. A species of medium 
strength, the leaves prettily marked along 
the nerve margins with silvery-grey. From 
Colombia. 

D. discolor. A handsome species, with 
large leaves, prettily mottled. It comes 
from Central America. 

D. discolor vittata. A pretty kind, the 
ground colour of the leaves is green, with 
a silvery-grey central band. From South 
America. 

D. illugtrata. A handsome sort, ground 
colour of the leaves green, with an irregular 
silvery band down the centre, and numerous 
irregular blotches and spots of the same 
colour dispersed over the entire surface. 
A native of the Rio Grande du Sul. 

Insects. — Mealy bug and aphides are 
the only insects we have found troublesome 
on these plants ; to remove the former 
syringe freely with clean water ; for 
aphides, which sometimes affect the points 
of the young shoots, fumigate. 

DIPLADENIA. 

Few plants better deserve general culti- 
vation by all who possess a warm stove than 
Dipladenias. They are of moderate growth, 
ana when well managed may, if required, 
be induced to flower continuously from the 
end of April to December. It is not, how- 
ever, desirable to allow them to bloom so 
long, having in view the preparation of the 
plants for the ensuing year's flowering ; yet 
if wanted so late in the autumn, all Uiat is 
necessary is to defer cutting the plants 
back, and to keep up suflScient heat to in- 
duce the formation and expansion of the 
blooms. For bouquets, either half or fully 
€X|>anded flowers of the lovely rose-coloured 
D. crassinoda, the white, yellow-throated 
D. boliviensis, or the beautiful blush- 
tinted D. Williamsii, with its deep rosy 
throat, have few equals ; for vases or 
shallow stands these and also the darker 
varieties are among the best flowers that 
can be used, furnishing, as they do, for 
a long period, a daily supply of blooms of 
the most reflned and distinct character. 
But in gathering them to be thus used for 
decorative purposes, care should be taken 
to cut only the individual flowers with 
their foot-stalks. It is extravagant to re- 
move the whole bunch, for if allowed to 
remain on the plant, flowers will keep 
expanding for some months. The best, 
most distinct, and desirable kinds have 
been raised from D, crassinoda, crossed 
with D. splendens. Some of these are much 
darker in colour than either of their parents. 

In the cultivation of Dipladenias one 
point should not be lost sight of, and that is 



the necessity of a brisk temperature. D. cras- 
sinoda comes from the hot low-lying dis- 
tricts of Rio de Janeiro, D. splendens from 
the foot of the Organ Mountains ; conse- 
quently neither the species nor the varieties 
raised from them can oe expected to succeed 
without plenty of heat To flower early 
in spring they should be kept through the 
winter at from 66* to 70" during the night 
They are easily struck from cuttings made 
of the yoimg shoots, either consisting of 
one or a couple of joints. These may be 

Eut in any time from spring to September, 
ut the wood is in the best condition for 
making cuttings after the beginning of 
August Place them singly in small pots 
half filled with fibrous peat and sand, the 
upper part all sand ; keep them moderately 
close under a propagating glass in a tem- 
perature of 70" or a fittle over. They will 
soon strike. When well rooted, dispense 
with the glasses, and after the young 
growth has made some progress move them 
into 4-inch pots, using the best fibrous peat 
and a good portion of sand. Encourage 
them to make root and some top-growth 
before winter, during which time they 
should be kept slowly moving in a tem- 

ferature as near 70" as can be given them, 
n the spring, about the bej^inning of 
March, move them to pots 3 inches or 4 
inches larger, using in all stages of their 
growth nothing but good fibrous peat and 
sand. This is more suitable for them than 
any mixture of peat, loam, leaf-mould, or 
other combination. The peat cannot be 
too fibrous, and after the plants are moved 
from the 4-inch pots, it should be used in 
a lumpy state, the pieces not being broken 
smaller tlian bantams* eggs. Good peat of 
this description should have mixed with it 
one-sixth part of sand. Drain the pots 
well, pot moderately firm, and do not cive 
water until the soil has become drier than 
would be advisable for most stove i)lant8. 
Take half a dozen sticks 3 feet in length, 
and insert them in the soil just inside the 
pot; round these wind the shoots, leaving the 
points well up, or they will throw out too 
many side breaks, and keep them through 
the remainder of the summer in a warm 
stove, for they will bear as much heat as 
any plants living. Syringe them overhead 
every afternoon, getting the water well to 
the underside of the foliage, as they are 
subject to red spider as well as to scale and 
mealy bug. By the middle of October 
move them into 12-inch or 13-inch pots. 
In potting this time do not disturb the 
roots any more than is necessary to remove 
the drainage ; the soil should be similar 
to that used for the previous shift 

Untwist the plants from the sticks to 
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which they have been attached, and at 
once put tnem on the trellises on which 
they are to be grown ; these should be 
made of strong galvanised wire 2 feet 3 
inches through by 2 feet 6 inches in height 
above the pot. These trellises may appear 
small, but they look very bad when not 
well covered with foliage, and the bunches 
of flowers, which should never be tied in 
too stiffly, will project on aU sides to a dis- 
tance of 6 inches or 8 inches from the 
trellis, making the plants lai^e enough for 
any purpose. The ends of the wire ought 
to be 9 inches longer, so as to have buSSl- 
cient hold of the sou, and should be inserted 
just inside the rim of the pot and fastened 
securely by stout sticks. These should 
come half-way up the inside of the trellis, 
and be secured to it to keep the whole 
firmly in its place ; without these sticks 
tlie trellises are liable to swing about 
and injure the plants when moved. Train 
the shoots evenly roimd the trellis, taking 
care to furnish the bottom first. Growth 
from this time untD. the dajrs lengthen will 
be somewhat slow. Through November, 
December, and January keep the night 
temperature nearly up to 70**, with a rise 
of 6 in the day. A good bed of tan is of 
great ad vantajge to the plants, which should 
stand above it ; Dipladenias should never 
be plunged. They are very impatient of 
any excess of moisture at the roots, and 
when plunged it is not always easy to tell 
when they require water ; it also makes 
them much more tender by the way in 
which it acts upon them, and in most 
houses thej are, when plunged, too far 
from the light Run the shoots up thin 
strings fastened from the trellis to the 
roof, keeping them in this position until 
they have begim to open their flowers. By 
the end of February the night temperature 
may be raised 3° or 4", and about the be- 
ginning of April it can be allowed to run 
up to 85* or 90' in the day with sun-heat, 
wnich will answer through the summer ; 
admit a little air, but allow no cold cur- 
rents to come in contact with the plants. 
Close early, syringing at the same time. 
As the sun gets powerful, the flowers will 
be benefited by a little shade in the middle 
of the day, but the plants do not require it. 
When the bunches begin to open, train the 
shoots neatly round the trellis, so as to 
have it covered uniformly with foliage and 
flowers. Assist the plants with manure- 
water all through the season from this 
time, and they will keep on throwing out 
fresh shoots that will show bloom when 
from 12 inches to 18 inches in length. Do 
not allow these to get twisted together, and 
give more air during the summer. They 



will, if all goes on well, continue to 
bloom freely through the summer. At the 
end of September mey should be taken off 
the trellises, and the shoots cut back to 
within 6 feet of the collar, tying them 
loosely to a few sticks inserted in the soiL 
The temperature now should be about 65* 
by night In three weeks they will have 
broken sufficiently for moving ; then turn 
them out of the pots and reduce the ball 
quite one-half, removing as much of the 
old soil as is possible without injuring the 
roots. Place them in 15-inch or 16-inch 
pots, which size is large enough for any 
Dipladenia, as, owing to the annual re- 
newal of so much of the soil, they do not 
require more room than this. In potting, 
always keep the collars of the plants well 
up, only just or barely covering the 
tuberous portion of the roots, by which 
means they are not nearly so liable to 
suffer in this their most tender part At 
once place them on the trellises again, and 
treat m every way as recommended for the 
preceding year. Dipladenias can be grown 
somewhat cooler than has just been recom- 
mended ; but to get as much and as long a 
continuance of flower from them each season 
as thev are capable of, they need to be 
treateci as above. All make beautiful 
climbers for draping the roof of a stove, the 
splendid colour of their flowers being seen to 
the best advantage thus hanging ; but even 
when grown in this way they should not 
be phmted out, as they succeed best in pote 
where the soil can in a great measure be 
removed each year. In growing Dipla- 
denias it is necessary to keep the soil drier 
than in the case of most stove plants. 

The following well deserve a place in 
every stove : — 

D. amoMlis, An excellent free-flower- 
ing sort, the blooms distinct in colour, deep 
rose, with ample foliage. One of the best 
plants in cultivation. 

D. amosna. A free-flowering variety, 
with pale, flesh-coloured flowers, which 
are produced in medium-sized bunches. 

V.boliviensis. Bears delicate white flowers 
much smaller than either of the preceding, 
and is very distinct from them. 

D, Brearleyana. This has very large 
flowers, from three to four beingopen on eadi 
bunch at a time. The colour is not easy to 
describe. It is, when properly brought 
out, extremely rich, differing from any 
other flower we ever saw — an mtense deep 
reddish-crimson, with a lustre like a dark 
velvety Kose. The plant has fine dark- 
green leaves, is a remarkably robust grower, 
and equally free flowerer. 

D, crassinoda, A more slender-habited 
plant than the preceding, with thinner 
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wood and smaller flossy leaves. Its 
beantifiil rose-coloured flowers, which are 
produced freely, are well set off by the 
yellow throat We have had a plajit of 
this variety with 150 bunches of bloom 
upon it at once. 

D, Houtieana, A distinct, pale-coloured 
kind, with medium-sized flowers produced 
freely. 

D, hybrida. Amongst all the species 
and varieties in cultivation this stands 
unequalled for the brilliant colour of its 
flowers, which are of the most glowing 
shade of crimson, large in size, and stout 
in texture. The plant has a robust ap- 
pearance, with stout handsome foliage, and 
blooms freely. 

D. insignis. A fine variety, with deep 
rosy-crimson flowers of great substance. 
The leaves are large, and set off the plant 
to advantage. 

D. magnifiea. Is somewhat like the 
species D. crassinoda, but the flowers some- 
tmies come handsomelymarbled with white. 

D. profuM. A free-^wing, very free- 
flowering kind ; the individual blooms very 
large ; carmine in colour. 

D. Regina, A medium grower, with 
blush-coloured flowers when first opened, 
becoming paler as they get older, but aeeper 
coloured in the throat ; a free-bloommg 
variety. 

p, splendens. One of the oldest, but 
still a very fine kind. The flowers are 
white, suffused with pink, very beautiful, 
and borne in large bunches. It is a strong 
grower, with large bold foliage. From tlie 
Organ Mountains. 

A WiUiamsi'i This is an improvement 
upon D. splendens, the ground colour, as 
in that variety, being pale blush, with the 
addition of a deep pink throat, which 
much enhances its beauty. It blooms 
freely, and is one of the most chaste flowers 
that we have. 

Insects. — All the most troublesome 
insects which prey upon cultivated plants 
are partial to Dipladenias ; mealy bug, 
scale, and thrips all infest them, and re- 
q^uire to be kept under by diligent atten- 
tion and frequent washing with insecti- 
cide. 

DIPTERAOANTHnS. 

This is one of the numerous genera 
which the natural Order Acanthaceae in- 
cludes ; it contains a few species worth 
growing. Like most of their allies they 
are easily grown, reqiiirin^ the same treat- 
ment as advised for Justicias, which see. 

D, aMnis. A scarlet-flowered species, 
which blooms in winter. It comes from 
BraziL 



D, Herbstii, This kind bears handsome 
crimson and puiple flowers, produced in 
autumn. From Brazil. 

Z>. apectabilis. Has blue and purple 
flowers, and is a winter bloomer. Intro- 
duced from Peru. 

DISANDRA PBOSTRATA. 

A greenhouse traUing plant that bears 
small yellow flowers, produced in the sum- 
mer. It is occasionally met with as a climber. 

It can be struck from cuttings in sprine 
in the usual way, in moderate warmth, ana 
grown on in tne ordinary maimer until 
large enough to plant out or to occupy a 
mc3erate-sized pot; train the shoots on 
the space to be occupied. A native of 
Madeira. 

Insects. — Insects do not trouble this 

Elant much, except red spider, which can 
e kept down oy syringing regularly 
througn the growing season. 

DOBYANTHES. 

The known species belonging to this 
genus of greenhouse Amaryllidaceous 
plants are few in number. They have a 
noble appearance when in flower ; their 
bloom-stems springing from a tuft of re- 
curved leaves have a decidedly distinct 
appearance. They can be increased by 
suckers, which are produced from the base 
of the old plants, like those of the hardy 
Yuccas. They require to be taken off^ 
potted, and grown on under general green- 
nouse treatment in the matter of warmth, 
moisture, and air, such as found to answer 
for other things coming from the same 
country. 

D. excelsa. In its native habitation 
this species is said to make flower-stems 
20 feet high ; the flowers are produced in 
large heads on the tops of the stems ; they 
are crimson in colour, and are furnished 
with bracts of the same hue, which much 
enhances the effect. It comes from New 
South Wales. 

D. PalmerU. A newer species than the 
last-named, and superior to it as a de- 
corative plant The flowers are produced 
in the form of a pyramidal, erect, branch- 
ing spike, half a yard high by a foot 
through. The individual flowers are red 
with a light centre, almost approaching 
white. It comes from Queensl^md. 

DBAOJSNA. 

(Stove,) 

Among the stove species and varieties of 
Drac88na are to be found some of the most 
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beautiful and distinct variegated plants 
in cultivation, alike remarkable for the 
charming colouring of their foliage and 
the elegance of their habit ; they are 
adapted for the warm conservatory or the 
greenhouse in the summer, or the numerous 
decorative purposes in rooms for which 
plants are now so extensively used. The 
narrow-leaved kinds are the most elegant, 
but some of those with massive broad foli- 
^e are very effective when associated with 
Ferns or flowering plants, and in these 
ways can be employed to the best advan- 
tage. 

All the warmer section will bear a stove 
temperature and are free growers, but do 
not progress so fast as to be of a weedy 
character ; they are easily propagated, but 
not being plants that bi-eak out side-shoots, 
they do not afford material to make stock 
BO auickly as many things do. They 
yiela cuttings from the roots differently 
from most plants ; the feeding fibres pro- 
ceed from a stout underground stem, thick 
and blunt at the extremity, which extends 
downwards, soon reaching the bottoms of 
the pots. If 2 or 3 inches of these stems 
are cut off and put points upwards in small 
pots, they will soon push growth, and, 
forming leaves, make plants similar in 
every way to such as are the result of 
striking the tops of the plants. The latter, 
if taken off witii four or five leaves, root in 
a warm close atmosphere in a few weeks, 
but the most expeditious mode of increas- 
ing Dracaenas is to take the stems of any 
old plants that have attained a con- 
siderable height, and in such condition 
have generally lost their lower leaves ; if 
these are divested of the roots, the soft 
portion of the top and all the leaves, and 
are laid down in a propagating frame 
where there is a good bottom heat, on a 
bed of open sandy peat, with about half 
an inch of similar soil over them, most of 
the eyes will start into growth and push 
up sucker-like shoots. As soon as these 
have made three or four leaves each they 
should be cut clean off from the old stem 
with the roots attached that the young 

frowths will have formed ; they shoula 
e put singly in small pots in sandy peat 
and kept close and shaded for a week or 
two, when they will soon get established, 
and must then be inured to the full air of 
the house. Dracaenas are not liable to 
become drawn or M'eakly, but their leaves 
are handsomer and more enduring when 
they are grown with enough light and 
have a suflBcient amount of air every day 
during summer. Plants raised in the 
above way early in spring wUl, if kept 
growing in a brisk heat, be ready for 



moving into 4-inch pots by the end of 
June, after which continue to treat them 
as before, giving plenty of water so long 
as the season of growth continues. Syringe 
freely overhead in the afternoons at the 
time the house is closed. In the night 
through the winter a temperature of 60° 
is sufficient ; in the spring increase the 
warmth day and night, and as soon as 
growth commences move them into pots 3 
inches larger, treating as in the previous 
summer. Additional root-room as wanted 
must be given proportionate to the require- 
ments of the oifferent kinds grown ; such 
large growers as D. Shepherdii and Baptistii 
need much larger pots than the smaller 
sorts. The plants may be kept growing to 
any required height so long as they retain 
their lower leaves ; after tne loss of these 
they possess little beauty, and should have 
their heads taken off and struck, and 
young stock raised from the stems. Three 
years is generally as long as the plants 
can be kept fairly furnished with bottom 
leaves. Comparatively small examples in 
6 or 8 inch pots are the most useful for 
ordinary decorative purposes. There are 
now an immense number of species and 
varieties, many differing very little firom 
each other. 

The following is a selection of the best 
heat requiring kinds : — 

D. aibicans. A very distinct and hand- 
some sort ; leaves bright green, variegated 
with white. South Sea Islands. 

D. amboynensis. Handsome in habit^ 
the lower portion of the leaves heavily 
edged with bright red. Amboyna. 

D. angusta, A handsome small-growing 
kind ; leaves 1 inch wide, dark clouded 
green, shaded with bronzy-red. South Sea 
Islands. 

D. Baptistii, One of the finest of all the 
species. The leaves are large, and the 
general habit of the plant handsome. 
Ground colour, a peculiar shade of rich 
metallic green, edged with red suffused 
with white. South Sea Islands. 

D, Bausei. A distinct and handsome 
variety of garden origin. It has stout, 
broad leaves, dark bronze, edged with 
crimson ; the stalks highly coloured. 

D. Claudia, A fine decorative variety 
of small habit ; leaves green, shaded on the 
edge with rosy-carmine, A most useful 
kind. 

D. Earl of Derby, Leaves long and 
broad, ground colour bright green, broadly 
edged with crimson ; leaf-stalks highly 
coloured. South Sea Islands. 

D. Fraserii. This sort has very stent, 
broad, short leaves ; the ground colour is 
very dark, with red variegation. A dis. 
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tinct and handsome kind. South Sea 
Islands. 

D. Frederici. A hybrid variety ; dark 
bronzy-green leaves, edged and veined with 
crimson. 

D. Goldieana. A most remarkable and 
distinct species ; the leaves are broad 
and pointed, greyish-green ground colour, 
banded across with broad irregular mark- 
ings of whitish grey alternating with dark 
green. Tropical Airica. 

D. gracilis. A small-growing kind with 
slender narrow leavea A useful decorative 
plant. 

D, QuUfoyUL Another very distinct 
and handsome kind ; ground colour light 
green, striped with white, pink, and red. 
South Sea Islands. 

-D. Mrs. Bau9^. A stout short-leaved 
variety, ground colour deep green, margined 
with brij5ht crimson. 

D. Princess Margaret. DiflFerent in ap- 
pearance from most others, medium m 
growth, midrib crimson, most of the leaf- 
blade white, striped with pale green suf- 
fused with pink. South Sea Islands. 

D. pulcherrima. A medium - growing 
kind, with narrow leaves ; very gracefiu 
in appearance ; colour green, with red 
and white markings. South Sea Islands. 

D. Bex. A hybrid variety of distinct 
character ; stout in habit ; leaves bronzy- 
green, streaked and edged with carmine- 
red. 

JJ. Shepherdii. One of the largest and 
strongest growers of the family ; the leaves 
are very long and broad, and of different 
shades of green, tinged with bronzy-red. 
South Sea Islands. 

1), superba. A small -leaved hybrid 
variety ; leaves 12 inches long by 1 inch 
broad, bronzy-green, edged with red. 

D. terminalis. One of the oldest, but 
still one of the very best for general de- 
corative purposes, grown more than all 
others put together for market, as it will 
stand much hard usage. Jjeaves bronzy- 
green, edged and suflfused with pale trans- 
parent red. East Indies. 

D. terminalis alba. A form of the above 
with a good deal of white in the leaf 
marking. 

Insects. — Thrips,red spider, and aphides 
can be easily kept undei* by syringing. 
Should brown scale or mealy bug attack 
them, sponging is the best remedy. 

DBAOJSNA. 

(Greenhouse.) 

The p^eenhouse kinds of Dracaena are 
elegant in habit, and are well adapted for 
conservatory decoration as also for standing 



in rooms, corridors, and similar places 
where their stately appearance is seen to 
the best advantage. 

Such kinds as D. australis — one of the 
best and most generally useful — can be 
raised from seed, which should be sown in 
spring in pans filled with finely-sifted 
peat with a little sand added ; cover the 
seeds lightly and stand in a temperature of 
55' or 60", keeping the soil slightly moist 
and shaded from the sun until the seeds 
vegetate, after which keep them near the 
glass, give more air and shade a little from 
the sun. They should remain in the seed 
pan until each plant has got several leaves 
5 or 6 inches long, when move singly into 
3-inch pots, now using good loam broken 
fine, mixed with a moderate amount of 
sand. As soon as the roots are fairly 
moving in the new soil subject the plants 
to greenhouse treatment, giving air fi-eely 
during the day, a little shade, and water to 
the soil so as to keep it moderately moist ; 
syringe overhead in the afternoons, but 
discontinue this in the autumn. Keep 
through the winter in a night temperature 
of 40", regulating it in the day according to 
the weather. In the spring about April 
move them into pots from 4 to 6 inches in 
diameter, according to the amount of roots 
each plant is found to have when turned 
out of the old ones. After potting treat 
through the summer as in the previous 
season, again giving a little shade in the 
brightest weather ; this summer a low pit, 
where they will be near the glass and can 
have plenty of air, will answer best. 
Syringe each afternoon — this is essential 
with this plant through the growing 
season in all its stages to keep down red 
spider, which if allowed to get established 
on the leaves does irreparable mischief by 
causing them to turn yellow and die off 
prematurely. All that is subsequently 
required is to give more pot-room as it is 
wanted, and to continue other matters as 
already advised, being careful that the 
roots never want moisture. Want of 
moisture tends to injure the lower leaves, 
and thus to detract much from the appear- 
ance of the plants. If well cared for this 
Dracaena will attain a height of 6 feet or 
more before the bottom leaves bc^n to go 
off. Other sorts like D. congesta, D. rubra, 
and D. lineata, are increased by cuttings 
made from both the thick extremities of the 
roots, and from shoots such as are pro- 
duced from the old stems of plants that 
have had their heads removed ; the young 
growths should be taken off when they 
have grown to a length of 6 or 8 inches, 
securing the firm woody portion of the 
bottom. Strip off three or four of the 
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lower leaves, and put singly into pots large 
enough to hold them, drained and filled 
with a mixture of half loam and sand, with 
a little sand alone on the top. The cuttings 
are best put in in spring, and should be 
stood where they can have a temperature 
of 60", where they will soon form roots, 
after which treat in every way as to 
root-room, water, air, and light, as advised 
for the seedling of D. australis. Cuttings 
made of the old hard stems of any of these 
Dracaenas, in lengths of about a couple of 
inches, will strike and make good plants, 
forming straight stems with handsome 
heads, equal in every way to the shoot 
cuttings. The thick fleshy ends of the 
roots, already mentioned, if teiken off in 
pieces of about an inch long, and treated 
tike the stem cuttings, will succeed equally 
well. 

D. congestcL A slender elegant-growing 
kind, one of the best for using where a 
large grower would be inadmissible. 

JJ, Xineata. Another pretty kind that 
attains a medium size. 

D. rubra. A handsome plant with 
moderately broad leaves ; pale green, the 
extreme edges of a reddish shade. 

Insects. — These Dracaenas are liable to 
the attacks of red spider, but by following 
up the use of the syringe through the 
crowing season little trouble may be looked 
3for from this pest. If greenflv or thrips 
make their appearance fumigate with 
tobacco. For scale and mealy bug syringe 
and sponge the leaves. 

DRA00PH7LLUM GRAOILE. 

This is a native of New Holland, and is 
one of the most distinct and useful plants in 
cultivation, either for decorative purposes 
in a small state, or grown on to a full-sized 
specimen ; its colour, pure white, is not 
common among hardwooded greenhouse 
plants. It is most useful also lor cutting, 
either for bouquets or filling vases, its thin 
papery flowers lasting long in water. 
There are few plante, excepting the 
Aphelexis, that retain their flowers in good 
condition so long, for they last well five or 
six weeks from the time they begin to 
open. No collection of hardwooded plants 
can be considered complete without this, 
particularly where they are intended for 
exhibition, fiM: which it is especially 
adapted, both on account of its colour and 
its thoroughly distinct habit of growth. 
But to ensure the plants always being 
forthcoming when required, several should 
be grown, as it is a most delicate-rooted 
subject, and apt, on that account, to go off 
suddenly, without any apparent symptoms 



to indicate disease until the points of the 
shoots b^;in to flag. This is an all but cer- 
tain precursor of death, except in the case 
of excessive dryness at the root, which never 
ought to be allowed to occur, as, even if it 
does not destroy the plant, it produces a 
rusty condition of the leaves which detracts 
much from its appearance, even if confined 
to the base of the plant The leaves, being 
naturally very small, admit of the least 
imperfection in this respect being seen. It 
must not be understood that the only 
essential to secure success in its cultivation 
is a liberal use of the water-pot — ^it is one 
of the most impatient plants in respect to 
any excess of moisture at the root It doea 
not last in good condition so long as some^ 
consequently it is advisable for those who 
grow it to each year propagate a few, so as 
to be in a position to make up for such as 
die or wear out. 

While in a young state they should 
never be placed upon dry shelves or open 
trellis- work, but should be stood on some 
material that will hold a littie moisture, 
such as sand or ashes, or a mixture of both« 
This must not be made too wet, or the pots 
will absorb so much water as to rot the 
roots ; just simply keep the material a 
little moist, so that the atmosphere sur- 
rounding the plants may, as fBU* as possible, 
approach to that which they receive when 
growing naturally in the open air, through 
the attraction of the sun acting upon the 
soil, which never, in the country where 
the plant grows, gets into that unnaturally 
dry condition that plants standing upon 
dry shelves are subject to. 

'This Dracophyllum strikes readily from 
cuttings made of the points of the yomig 
shoots, such as are to oe had in quantity 
about the end of May. Reduce them to a 
length of 3 inches, put them an inch or 
two apart in 6-inch pots in sand, keep at 
an intermediate temperature covered with 
a propagating glass, moist and shaded, and 
they will strike in about two months ; 
when well-rooted move them singly into 
small pots filled with fine sifted peat and 
sand, and continue to keep close until they 
begin to grow. Give just enough moisture 
in the sou to promote growth, and a littie 
air in the middle of the day ; shade in 
proportion to the state of the weather, and 
pinch out the points of the shoots as soon, 
as the little plants commence to grow away. 
Keep through the autumn and winter at 
an intermediate temperature which will 
enable them to go on moving slowly ; by 
the end of March move into 3-inch pots, 
using soil similar to that in which they 
were first placed, again shading as soon as 
the weather makes it necessary. Give 
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more air than in the previous summer, 
but not so much, nor should the atmo- 
sphere be so dry, as for older stock ; a 
slight syringing overhead may be given at 
shutting up time in the afternoons. Again 
stop the snoots when they begin to move 
freely, and treat as in the preceding 
summer with the exception of now con- 
tinuing to give more air. Look closely to 
the plants every day to see what water 
is required, and never give any until the 
soil is dry enough to need it Continue 
this till August when give more air, 
keeping cooler through the autumn, and 
winter at about 45** in the night In the 
spring towards the end of March repot in 
the best fibrous peat, to which add one- 
seventh of sand ; pot firm and give a 2 or 
3 inch shift, which will be sufficient, as 
there are few plants that require less root- 
room. Keep them a little close until they 
take to the new soil, and be careful in the 
use of water. Cut the shoots back to 
within 4 or 5 inches of where they were 
stopped the last time ; treat through the 
summer, autumn, and winter as before. 
About the same time in the spring give 
pots 2 inches larger. Towards the end of 
April the flowers will be fast pushing up. 
At the base of the flower-stalk, about 6 or 
8 inches below the flowers, a number of 
buds will be found — ^tJie shoots the plant 
is pushing for another year. If these are 
allowed to go on the plant will get thin 
and straggling, consequently after blooming 
the shoots should be cut back half-way 
between these buds, and where the last 
year's shoots spring from ; this will keep 
them in a sufficiently compact state. Treat 
Aroudi the summer as advised for the 
preceding, and winter similarly as to light 
and water. A temperature of about 40"* 
will now be sufficient ; the following 
spring they will flower from every point. 
After the blooming is over cut back as 
advised last year ; do not allow the shoots 
to remain at greater length, and when 
they have fairly broken again give a 2 or 
3 inch shift. When they have reached 
this size it is better not to re-pot until 
after flowering, as they will now be very 
useful for general decoration. Through 
the summer and autimin treat as hereto- 
fore, and winter as previously advised. 
After they have bloomed tbe following 
year shorten the shoots as before, and give 
a 2 or 3 inch shift, which in most cases 
will be as large as ever found necessary for 
tiiis plant, for afterwards sufficient strength 
can be kept up by giving weak manure- 
water once a fortnight through the growing 
season. 
This Dracophyllum is better never 



turned out in the open air ; it is not sub- 
iect to mildew, consequently requires no 
hardening, and it is naturally such a free 
flowerer that it needs no exposure in this 
way to ripen the growth. 

We have said nothing so far respecting 
training the plant. Each time it is potted 
insert as many sticks in the new soil as lu-e 
requisite to support and keep the outer 
extremity in shape ; hj this means ^e 
least possible injury will be done to the 
roots, and as the centre of the phmt re- 
quires the sticks to be replaced, put the 
new ones in the holes the old ones have 
occupied : so managed little injury will be 
done. The plant is a thin, wiry, weak 
grower, requiring to be well supported ; 
the sticks should always be somewhat 
thinner than requisite for things of a 
stronger habit of growth, and no more 
supports than are absolutely necessary 
should be used. In the training of this 
plant we frequently see so many sticks 
employed as to make them much the most 
prominent feature, which is most objection- 
able, and only exceeded in ugliness by 
placing it, as is sometimes done, on a wire 
trellis. 

Insects, — There are few plants so little 
subject to the attacks of insects ; if brown 
scale appear they increase so slowly on it 
that they are easily kept down by the 
occasional use of a small brush or sponge. 

DBOSEBA. 

These are very interesting plants ; the 
British species, popularly mled by the 
name of Sundews, are well known. The 
exotic kinds that require a wann green- 
house or cool stove to do them justice are 
much laj^er growers than the native 
species. They should have plenty of light 
and moisture, and do best in living 
sphagnum with some fibrous peat and pot- 
snerds added ; the material should be kept 
constantly wet almost to saturation. 

They are easily propagated from seeds, 
which should be sown in a mixture of 
finely-chopped sphagnum and peat, to 
whicn add a Dttle sand. Press the 
material firm, and scatter the seeds on the 
surface, having first settled it well with 
water ; afterwards stand the pots in a pan 
of water, by which means little will be 
required to be applied on the surface. 
Place the pots in a moderate stove heat ; 
as soon as tne seedlings are large enough to 
handle put them singly in small pots, and 
treat in the matter of water ana warmth 
as already advised. Give a little shade in 
bright weather during summer, with plenty 
of light All that is requisite further is to 
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ffive larger pots as this becomes necessair, 
being careful not to disturb the roots in 
the operation of potting, as the plants are 
impatient of injury in this way. 

JJ. capensis. A pretty kind, with longish 
leaves. It comes from the Cape of Good 
Hope. 

I), dichotorrui rubra. A handsome kind, 
with deeply-forked leaves, from the surfEice 
of which spring a quantity of red hairs. 

D. filiformis. A medium-sized species, 
with pretty erect leaves, fully furnished 
with the red hair-like glands. Introduced 
from North America. 

D. spathulata. This a closer-growing 

Elant than the preceding, with a distinct 
abit. A desirable kind ; from Tasmania. 

DBYNAIUA. 

A handsome genus of stove Ferns, dis- 
tinct in appearance. The singular massive 
fronds which many of the kinds produce, 
offer a marked contrast to those of the 
more elegant species. 

For propagation and cultivation, see 
Ferns, general details of culture. 

D. coronans. East Indies. 

D. muscefolia. Malay Islands. 

D. quercifolia. East Indies. 

DTOKIA ABGENTEA. 

A curious-looking, low-growing stove 
plant, with long, narrow leaves that lay as 
flat as those of Tillandsia argentea ; the 
leaves are coated over with a similar 
greyish-white covering. Its principal at- 
traction consists in the singular way in 
which the leaves are disposed. It belongs 
to the Bromelaceous order, and requires 
similar treatment to Billbergias, which 
see. Introduced from Central America. 

EOHEVEBIA. 

Evergreen succulents, several kinds of 
which nave been much used for planting 
out-of-doors in summer since carpet bed- 
ding came into fashion. Beyond their 
adaptability for this purpose, there are 
some that deserve a place amongst the 
occupants of the greenhouse. 

They are easily increa'^ed by cuttings 
made of tlie crowns, or off-sets which most 
of the sorts produce annually ; these 
should be taken off in spring, allowed to 
lie on the potting bench tor a few days so 
that tlieir succulent fleshy stems have time 
to dry up a little, and should then be put 
singly in small pots filled with a mixture 
of half sand and loam in a slightly moist 
condition. Stand them in a temperature 



of 55* or 60*, but not in the osoal way 
under a propagating glass, as if confined 
they will most likely rot They will soon 
strike ; when the little pots are full of 
roots move into others a size or two larger, 
and give them a light position in a green- 
house or pit fully exposed to the sun, in 
which they delight. Some of the kinds, 
such as E. metallica, which is a strong 
grower, may require more room before the 
end of summer, in which case it should be 
given, but none of the sorts like over- 
potting. They require plenty of air, and 
should have a dry atmosphere. Their 
flowers are very enduring and are distinct 
in appearance. They will also strike freely 
from cuttings made of the stems. Cut 
them in lengths vrith three or four eyes 
each, and treat as advised with the suckers. 

The following are desirable kinds : — 

E. agavoides. Flowers scarlet. 

E. atropurpurea. A pretty distinct-look- 
ing species. 

E. metallica, A handsome species, worth 
growing for the distinct metallic colour of 
its leaves. 

E. metallica glauca, A glaucous-leaved 
form of the last named. 

E. pulvertUenta. A handsome species ; 
the flowers a combination of red, white, 
and green. Mexico. 

E. return, A compact-growing kind, 
with pretty red and yellow flowers ; blooms 
in summer and autumn. Mexico. 

E, return glauca, A distinct form of K 
retusa. 

E. secunda. A pretty plant with scarlet 
flowers. Mexico. 

Insects. — Few insects molest Echeverias 
except aphides, which sometimes attack the 
flower-buds ; the remedy is fumigationu 

EL.SIS GUINEENSIS. 

A stove Palm, not equal in appearance 
to many others, but interesting from its 
being the plant from which the Palm oil 
of commerce is obtained. From Africa. 

The method of propagation and after 
management will be found under Palms, 
general details of culture. 

ELAPHOGLOSSUM. 

This genus of stove Ferns, which is 
nearly allied to Acrostichum, contains 
several species that are sufficiently distinct 
in appearance to make them worth includ- 
ing m even a select collection. 

For propagation and cultivjUion, see 
Ferns, general details of culture. 

The imdermentioned are well-marked 
kinds : — 
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E. UHerminierii, Trinidad. 
K rigidum, 

E, squamosum. West Indies. 
E. viscoswm. West Indies. 

EMBOTHEnXM OOOOINEUM. 

An evergreen shrub from New Holland, 
that bears red flowers. It is not much 
grown at the present day, being inferior 
to the generality of plants requiring the 
warmth and protection of a greenhouse. 
It is the only species of the genus worth 
cultivating. The flowers are produced in 
spring, and it requires treatment similar to 
the Correas, which see. 

ENCEPHALARTOS. 

Stately, large-growing evergreen plants 
of the Cycadaceous Order. They form 
stems similar to Cycas circinalis, but 
thicker, but this development is slow, and 
it takes years to get a trunk of much 
length. The leaves are remarkably hard 
in texture. They will bear keeping all the 
year round in a cool greenhouse, but so 
treated they usually stand for years with- 
out making new leaves, the result being 
that the older ones, dying off, by degrees 
much reduce the size of the head ; conse- 
Quently they should be kept in the stove 
Quring the growing season, and until their 
young leaves are fully matured. Their treat- 
ment is similar to that advised for the 
warm section of Cycas, which see. 

The undermentioned are fine and dis- 
tinct kinds :— 

E. Caffira. A distinct species, with 
handsome foliage. A native of the Cape 
of Good Hope. 

E. Hildebramdtii. This is a fine kind ; 
the leaves have moderately stout spines on 
the edges. From Africa. 

E. horridus. A stout-leaved sort, the 
leaves armed with formidable spines. Cape 
of Good Hope. 

E. villostis, A noble species with very 
long leaves. Africa. 

E. villoms ampliatus. A handsome kind, 
with long, arched, pinnate leaves. Africa. 
E. Vroomiu One of the finest of the 
&mily ; the leaves are moderately long 
and arched, the whole plant assuming a 
beautiful vase-like form. Africa. 

ENOHOLntlON OOBALUNUM. 

This is a stove plant, and is similar in 
habit to many of the Bromeliads, to which 
it is nearly allied. The leaves are recurved, 
green above, purple beneath. The flowers 
are yellow with red bracts. It requires 



similar treatment to Billbergiae, which see. 
It comes from Brazil. 

ENKYANTHUS. 

These are evergreen shrubs that grow to a 
moderate size ; they are effective plants when 
in flower, but are now seldom met with. 

They require similar treatment to Heda- 
romas, which see. The cuttings should 
consist of the mature shoots, such as ad- 
vised for Hedaromas. 

The two undermentioned are, we believe, 
the only kinds in cultivation : — 

E, quinquefloms. Bears pink flowers, 
produced in summer. A native of China. 

E. reticulatm. A Chinese species, with 
pink flowers, which open in winter. 

EPACRIS. 

These evergreen greenhouse plants, 
natives of New South Wales and New 
Holland, are profuse bloomers, lasting in 
flower for a considerable time. Some 
varieties are naturally disposed to bloom 
in the winter, others m the spring, 
which gives them a wider range of flower- 
ing time than most plants. They aie also 
comparatively easy to grow, being stronger 
rooting plants than many hardwooaed 
subjects. Their colours range from white 
to dark crimson ; others, with a combina- 
tion of red and white or pink and white, 
are very attractive on the nome or exhibi- 
tion stage, either of which they are well 
adapted for, beinc quite distinct in their 
general habit, the flowers hanging in 
graceful plumes from their slender shoots, 
and giving a well-bloomed plant an ele- 
gance of appearance surpassed by few 
others. They also possess tne advantage of 
standing a moderate amount of fire-heat 
when being brought into flower, and they 
can be cut freely without doing further 
injury than so far reducing tneir size, 
which, for some purposes, is rather an ad- 
vantage than otnerwise. Their flowers, 
when cut, especially in the winter time, 
remain a long while fresh in wet sand or 
water. They are also plants that are much 
less subject to insects than most others. 
These qualities make them most desirable, 
either in a large or most select collection. 

Epacrises strike readily from cuttings 
made of the young half-ripened shoots 
about 2 inches long, put in about August 
several together in 6 or 7 inch pots in sand, 
kept close, moist, and shaded ; so managed 
they will root during the autumn. Keep 
in the cutting pots through the winter in a 
night temperature of 60" or near this, pinch- 
ing out the points of the shoots as soon a^ 
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there is a disposition to grow. In March 
move singly into small pots, and encourage 
them by a genial temperature and a mode- 
rately close atmosphere until they have 
begun to grow. Then give more air and 
dispense with shading except when the 
house or pit thev are in is so light as to 
dry up too quickly the little pots that tliese 
and similar young stock at this stage occupy. 
Syringe through the spring and summer 
each afternoon when tne house is closed, 
stop the shoots again about the end of 
June. By the middle of August give more 
air, and cease syringing ; keep through the 
winter at a temperature of 40 in the night. 
Towards April move into pots 2 or 3 
inches larger, and treat as before, stopping 
the shoots in May and tying then well out 
at the same time. During the remainder 
of the season and abo the ensuing winter 
they will recjuire managing as previously ; 
move again m spring to pots 2 or 3 inclies 
larger, according to the strength of the 
plants and the condition of their roots. 

GkKxi fibrous peat, without anything 
added except clean sand, in sufficient 
quantity to ensure porosity, is all that is 
required — this will grow them better, and 
the plants will last longer in it than in a 
mixture of loam and peat, or all loam, 
such as they are sometimes grown in. 
Make the new soil quite as solid in the 
pots as the ball of the plant is, and at once 
remove them to a house or piti^ where they 
can be kept a little close, and slightly 
shaded from the sun for a fortnight ; then 
gradually dispense with shading, as plants 
DX)m such sunny climes require ail the 
solar light we can give them after they 
have attained this size. Train the shoots 
right out horizontally, drawing them down 
to the rim of the pot : if the future 
groundwork of the plants is not laid in 
fliis wav they soon get naked and leggy 
at the bottom ; close early in the after- 
noons, drawing the syringe over them at 
the same time. The strongest growers 
should have their shoots stoppea once 
during the summer ; gradually mure them 
to more air, so as to npen the wood before 
the autumn is far advanced. It will not 
be necessary to expose them to the open 
air this year, as the object is not so much 
to prepare the plants for flowering as to 
get a maximum of growth. 

Through the autumn and winter they 
must be watered with care ; it is necessary 
at all seasons, even when the plants are 
growing freely, to see that they are never 
overwatered, tnat is, watered * before the 
soil is sufficientlv dry to require it ; there 
are few plants that are so easily killed by 
any mistake in this matter, and we have 



no doubt this is the reason they are not 
grown in anything like the quantities they 
deserve to be, especially for conservatory 
decoration, and for producing cut flowers 
in Uie winter. In tne summer, while the 
young growth is soft and tender, if 
water is withheld until the points of the 
shoots flfi^5 slightly, no injury will follow. 
We simply instance this to show that, with 
Epacrises, it is much safer to withhold 
water a little too long than to give it too 
soon. The winter-flowering varieties have 
mostly an upright habit of growth, and 
about Christmas should have their shoots 
shortened to Mrithin 6 inches of the point 
to which they were cut back the previous 
year, unless it is deemed advisable to 
flower them this season. This will cause 
a considerable sacrifice in the coming 
summer's growth, nevertheless it will not 
injure the plants in any other respect ; and 
if their flowers are wanted, the plants 
should in January be placed in a little 
warmth — 45" to 50" in the night, with 5* 
additional by day, which will bring them 
on nicely. After flowering, cut the shoots 
back as far as already directed, and if the 
plants are kept in a similar temperature to 
that in which they were brought into 
flower they will break quickly, after which 
thev must be potted, and allowed about 3 
inches more room. 

Those plants that were cut back without 
allowing them to flower, must also when 
they have made a couple of inches of 
growth (which will be towards the end of 
April) De potted, after which they should 
be treated as in the preceding year. The 
spring-flowering varieties, of which we 
may take K miniata as the type, should 
be shortened back at the same time as the 
winter-flowering section ; they do not need 
cutting in so close as the upright growers, 
but, in other respects, they req^'* ^ ^ 
treated in the same way Through the 
spring and summer manage as before ; en- 
courage them to make strong and free 
growm by giving them a good ught house 
or pit, using, as in the preceding summer, 
the syringe every afternoon, at the same 
time closing the lights. Towards the be- 
ginning of July gradually inure them to 
more air, and by the end of the month 
they will be in a condition for turning 
out-of-doors, on a good bed of ashes to 
exclude worms. At first place them on 
the north side of a waD, fence, or tree, 
where they will receive a little shade from 
the midday sun ; afterwards they may be 
gradually inured to bear it fully. They 
may remain here until the middle of Sep- 
tember, later than which it is not advisable 
to risk Uiem out for fear of frost 
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During the time they are in the open 
air they must not be suffered to get too 
wet at the roote ; to prevent this the 
plants should be laid on their sides when 
heavy rain seems likely to occur. Keep 
them r^ularly trained out during all stages 
of their growth : thev are pecufiarly easy 
to keep in order in this respect, from the 
flexible nature of their shoots, which will 
bend readily in any direction. Winter 
and treat generally as before such as are 
required for early flowering, as to bringing 
them into bloom and also when aone 
flowering. These early-flowering plants 
should he potted as berore directSi, when 
lliey have commenced growth ; even at 
this size they will not require more than a 
3-inch shift. The later varieties that 
bloom in May or June had better not be 
potted until they have flowered and com- 
menced to grow ; treat them as before, 
with addition^ shade and moisture in the 
atmosphere, consequent upon the greater 
amoimt of sun-heat at this advanced season. 
The plants will not require potting after 
this oftener than once in two or three 
years, or they may remain even longer if 
assisted with weak transparent manure- 
water during the time they make their 
growth ; plants so treated mav be kept by 
this means in a good healthy condition 
without additional pot-room for six or 
seven years. 

For winter and early spring flowering 
the following varieties will be found good 
in colour and constitution, and generally 
useful either for cutting or conservatory 
decoration : — 

E. hyacinthina candidissima. White. 

E. hyacintkina cwnninata. Carmine. 

E. hvacinthina fulgens. Bright pink. 

E, Kinghomii. 

E, Lady Fanmure, White, tinged with 
rose. 

E.Mont Blanc White. 

E. Mrs. Fym. 

E. Salmonea, Reddish salmon. 

E. Sunset, Bright red. 

E. The Bride. Pearly white. 

E. Vesuvius. Crimson. 

For late blooming, especially when 
required for exhibition, the undermentioned 
more bushy-habited varieties will be found 
the best : — 

E. Eclipse. Bricht red, mouth of the 
tube heavily tipped with pure white ; an 
excellent strong-growing variety. 

E. grandijk/ra rubra. Fine and strong, 
rather deeper in colour than the preceding. 

E. miniata. Red, tipped with white. 

E. minicUe splendens. Red tipped with 
white. 

Iksegts. — Epacrises are rarely affected 



with mildew, and are seldom attacked by 
insects, except scale. The brown species 
can easilv be destroyed by a dressing of 
insecticide used strong enough to kill them 
and applied when there is no growth going 
on and the flowers are not far enough ad- 
vanced to be injured thereby. White scale 
on these, as on other plants, is difficult to 
kill, and sometimes a stronger application 
is necessaiT to destroy the insects than the 
plants will well bear. The tender young 
growing points of the shoots are sometimes 
affected with aphides, but these are easily 
destroyed by fumigation. 

EPIPHTLLUM. 

As decorative plants during winter and 
spring the different varieties of E. trun- 
catum have few equals. They bloom well 
even in a small state, and can consequently 
be used either in 5 or 6 inch pots for the 
decoration of the side stages in a stbve or 
intermediate house, or they can be grown 
to a size sufficiently large to fit them for a 
central position in large plant structures. 
In no way, however, are they seen to better 
advantage than when grown on their own 
roots in the form of low spreading bushes 
12 or 15 inches in diameter, plunged in 
neat wire baskets of suitable size, frineed 
with Lycopodium caesium or other Club 
Mosses, suspended from the roof of the 
house in which they are placed. In this 
way their drooping flowers are shown off 
in the best manner. Showy flowering 
plants with a drooping habit are not over 
plentiful, and it is well to use these 
Epiphylluins in that way. If hanging 
baskets were emoloyed to a greater extent 
than they usually are, the appearance of 
plant houses, bom warm and cool, would 
be enhanced. Epiphyllums of this class 
are easily proj)agated either by grafting 
on the PeresKia stock, or by striking 
cutting for growing on their own roots. 

Cuttings made from pieces of the shoots, 
consistinff of three, four, or half-a-dozen 
joints, taken off before growth has com- 
menced, and inserted singly in small pots, 
drained and filled with a mixture of equal 
parts of sand and peat or sand and loam, 
will strike root freely if placed in a brisk 
heat and slightly but not over-moistened. 
They should be kept moderately near the 
light, but not under a propagating glass or 
similar contrivfiCnce, as if confined they are 
liable to rot When the pots are nlled 
with roots, shift into others a size or two 
larger, but they must never be over-potted. 
A mixture of five parts turfy loam to one of 
sand, with a sprinkling of potsherds, will 
be found to suit them perfectly. Soil of 
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an adhesive character, that will hold too 
much moisture, they cannot bear. Grow 
them on in an ordinary stove temperature 
without shade during summer, and pinch 
the jK)int8 out of any shoots that too much 
outgrow the others. A temperature of 50' 
in winter will be sufficient for them, 
and thev should be kept drier at the root 
than when in active growth. In spring 
increase the pot-room according to the 
progress which the roots have made, and 
grow them on until the end of July, as in 
the preceding season ; then turn them out 
for a month under a south wall, where 
they will be exposed to the full influence 
of the sun. In cold part« of the country, 
where this cannot be done, instead of 
turning them out-of-doors let them occupy 
a dry shelf in a greenhouse, or an equally 
airy light position in a pit or frame, and 
Hiey should have less water given to the 
roots than while in active growth. Epi- 
phyllums of the truncatum class, being 
orginally from Brazil, will bear a high 
temperature, and their progress, other 
cultural details being equal, will usually 
be more or less in keeping with the 
amount of heat to which they are sub- 
jected. They are generally grown as 
standards, so as to form either a drooping 
pyramidal head, or as spreading umbrella- 
shaped plants. Their cultural requirements 
when grafted on the Pereskia stock are 
similar to those under which they succeed 
on their own roots ; but on this stock they 
will frequently bear a little rougher 
treatment The Pereskia stocks on which 
to grow them are easily struck from 
cuttincs put in in spring, and subsequently 
treated, in a similar way to the generality 
of the Cactus family, with the exception 
that they do not like such a continuous 
dry condition of the roots as some succu- 
lents will bear. The grafting may be 
effected any time either in the spring or 
early in summer. All that is requirSi is 
to remove the top of the Pereskia, shorten- 
ing its stem according to the len^h of leg 
wanted, then cleave it at the top in a way 
similar to that practised in ordinary cleft 
grafting ; pare down the Epiphyllum scion 
at the bottom into the form of a wedge, 
slip it into the cleft in the stock, and bind 
it moderately firm, so as to hold it in its 
place, and nothing else is needed. Plants 
thus treated and placed in the temperature 
of an ordinary stove, will unite in a short 
time, after which the management ought 
to be the same as that for plants propagated 
from cuttings. 

The following are good varieties : — 

E, truncatum aXbo-violacewm. 

E, truncatv/m bicolor. 



E. tt-uncatum Brulgedi. 

E. truncatum Ruckerii, 

E. truncatum salmoneum. 

E. truncatum salmoneum marginatum. 

E. truncatum gplendens. 

E. truncatum violaceum grandiflorunh. 

E. truncatum violaceum Snowii. 

E. truncatum violaceum superbum. 

The stronger and more erect-growing 
Epiphyllums now generally known under 
the name of Phyllocactus, are easily pro- 
pagated by means of cuttings treated in 
accordance with the directions given for 
striking the truncatum section ; their after 
management, both as to growth and pre- 
paration for flowering, is jdso similar. 

The imdermentioned are handsome and 
desirable kinds : — ' 

E. Ackerm^nnii. A, medium-growing 
Mexican sort, with scarlet flowers. 

E. alatum. A fine North American 
white-flowered species, distinct and hand- 
some. 

E. crenatum. A distinct-habited sort, 
with conspicuous white flowers, from 
Honduras. 

E. latifrons. A South American kind, 
that differs in appearance from most of the 
others ; its flowers are creamy yellow. 

E. gpeciosum. A strong-growing Brazilian 
kind, bearing large hignly-coloured red 
flowers. 

E. ipeciosum Jenkinsonii, A very fr«e- 
flowering handsome hybrid, with crimson 
flowers. 

Insects. — Epiphyllums are little trou- 
bled with insects except greenfly, which 
often establishes itself on 9ie flower-budiBu 
and is best destroyed by means or 
fumigation. 

EEANTHEMUM. 

Amongst the freest growing and most 
easily managed occupants of tne stove are 
certainly the Erantnemums. They are 
alike suitable for large or small houses, as 
they bloom in a very small state, or they 
may be grown to a considerable size. They 
propagate easily from cuttings put in at any 
time of the year when half-ripened shoots can 
be had, but spring, about the end of March, 
is the best time to strike them ; they will 
root in two or three weeks in sand, kept 
close, warm, and moist After they are 
well rooted move them singly into ^inch 
pots in ordinary loam with a little rotten 
manure, leaf-mould, and sand, pinching 
out the points. They will thrive under 
such conditions of heat, atmospheric mois- 
ture, and air as the generality of stove 
plants that are grown annually for winter 
flowering succe^ with — ^that is, plenty of 



Digitized by 



Google 



IRIOA. 



Oreentumse and Stove Plants. 



161 



light, a little shade when very hot, with 
air in the middle of the day, and syring- 
ing when the air is taken off. They are 
qmck growers and mostly gross feeders. 
By the beginning of July they will require 
another shift into pots proportionate to 
the strength and size the different kinds 
naturally acquire. Strong growers, like 
E. pulchellum and E. cinnabarinum, will 
bear a second shift into 8 or 10 inch pots ; 
weaker-growing sorts, such as E. aspersum 
and E. Andersonii, will do with 7 or 8 
inch pots. Attend to stopping, or most of 
the kinds, being erect-habited plants, will 
nm up thin and insufficiently furnished. 
Enconrage growth, and when the roots 
have got feorly hold of the soil after the 
last shift use manure- water. An ordinary 
pit where the plants can stand close to the 
glass will answer best for them during the 
summer months. The different species 
bloom at different periods through the 
late summer, autumn, and winter, but by 
stopping the shoots of the earliest flowerers 
later in the season they may be made 
to bloom later, when their flowers will 
generally be of most use. In September 
keep the atmosphere drier, cease shading, 
ana give more air so as to harden up the 
growth. As the weather gets colder see 
that enough heat is ^ven to prevent their 
getting chilled, which would seriously 
affect their flowering. A temperature of 
60° in the night, witn an increase by day, 
will answer in the later months of the 
year, and so on for a time afterwards. 
When coming into bloom stand them close 
to the glass, which will give much more 
substance to the flowers, and cause them 
to last longer. When the blooming is 
over the plants may be headed back and 
kept sligntly moving until March, when 
those tmit are to be retained for another 
season's flowering should be turned out of 
their pots, Imve their balls reduced, and 
be re-potted in fresh soil, and at the same 
time cuttings of such as it is deemed ad- 
visable to increase should be struck. 
SmaU or medium-sized examples will in 
most cases be the most desirable. 

All the following are well worth 
growing : — 

E. Andersonii A lovely kind, ground 
colour of flowers white, spotted with 
crimson ; gives a good succession of bloom. 

E. aspersum, A verv fine growing beau- 
tiful species, with white flowers spotted 
with purple, and a conspicuous purple spot 
on the lower lobe. Solomon Islands. 

E. cinnc^arinwm, A tall-growing sort, 
that bears beautiful red flowers with a crim- 
son blotch on the bottom lobe. Martaban. 



E. laxiflorum. A dwarf-habited sort, 
with compact foliage, and one which pro- 
duces a profusion of purple flowers. FijL 

E. pulchellum, A well-known, most 
useful winter-blooming kind, with lovely 
blue flowers produced from every bit of 
growth. A native of India, 

E, sanguinolentum. A handsome varie- 
gated-leaved species fix)m Madagascar. 

E. strictwm, A large blue-flowered kind 
from Nepaul. 

Insects. — Eranthemums are not so much 
subject to insects as many plants that re- 
quire stove heat Red spider and aphides 
sometimes make their appearance ; syringe 
freely with clean water for the former, 
and fumigate with some one of the tobacco 
preparations for the aphides. 

ERICA. 

Ericas belong to a very numerous family 
of evergreen greenhouse hard wooded plants, 
indigenous to the Cape of Gk)od Hope, many 
of those that have been introduced no 
doubt being natural hybrids, from the 
seeds of which have been raised in this 
coimtry numbers of the finest varieties in 
cultivation. In fact no plants have re- 
warded the patient manipulation of the 
hybridist better than these — patient, we 
repeat, for those who essay the raising of 
new varieties of Heaths need to exercise the 
virtue of patience to an extent not required 
bv those who confine their operations to 
plants of a more precocious nature. The 
most successful raisers of Heaths assert, 
and no doubt correctly, that it takes ten 
years to raise a variety from seed and pro- 
pagate enough stock of it for letting out, 
as the greater portion, especially the hardest- 
wooded kinds, are slow growers, alike from 
the seed-pan or the cuttmg-pot. 

As decorative plants Heaths stand 
second to none in cultivation, although 
in their individual blossoms they cannot 
lay claim to the gorgeous character 
possessed by many plants ; but the simple 
beauty of their flowers and the profusion 
in which they are produced, added to 
their wax-like substance and charminc 
tints — ranging from pearly white au 
through the shades of blush and pale 
pink to red and the deepest crimson — 
render them unsurpassed. Their time of 
blooming varies in the different kinds so 
much that if even a limited selection is 
grown they can be had in flower almost 
the whole year round. Like many other 
fine families of plants they have at some 
times been more fashionable than at others, 
now and again giving place to things that 
need less attention and are of quicker 
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growth. Nor is this to be wondered at, 
for they are by no means the subjects to 
be taken in hand by inattentive culti- 
vators, or those who attempt to make plants 
collectively conform to some general course 
of treatment Those who undertake to grow 
Heaths should in all cases realise the fact 
that they will not submit to a give-and- 
take sort of treatment, by paying them 
double attention to-morrow or next week, 
because their wants were neglected yester- 
day or the week before. Unless they con- 
tinually receive the attention they need it 
is of no use attempting to crow them. We 
do not know of any plants better calculated 
to induce in a young gardener the habits 
of observation, with continuous care and 
attention, essential to general success in the 
pursuit The raising of seedling Heaths is 
an interesting operation, but, except in the 
case of those who are disposed to go into the 
work in earnest, it is better left undone. 

The soil for Heaths should be good peat, 
varying according to the requirements of 
the particular varieties. The freest-grow- 
ing Kinds ought to have it somewhat softer, 
containing more fibre than the hardest- 
wooded, Sowest-growing sorts ; the latter 
also require more sand mixed with the 
soil than the stronger growers; and if 
crocks, broken to about the size of small 
horse beans, are added, these will contribute 
to keep the soil in a sufficiently open, porous 
condition. It must be borne in mind tiiat 
the whole family cannot exist if their roots 
are placed in material that is at all of a 
retentive nature ; it must be such that the 
water can pass freely through, and as the 
plants would not bear the shaking out and 
the soil-renewing which is practised with 
many things of a strong-rooted character, 
it follows that the material used to grow 
them in should be such as will maintain its 

E3ity as long as they live, and as Heaths 
lently maintain a healthy vigorous 
ition for a score of years or more, it 
will be evident that more than ordinary 
attention should be paid to the selection 
and preparation of the soil in which they 
aregrown. 

Their propagation is effected by means 
of cuttings made of the points of the young 
shoots, such as are obtainable in the case 
of most kinds in the latter part of the 
summer. These should be closely inserted 
in 5 or 6 inch pots filled with a mixture of 
finely-sifted peat and sand, the surface 
being all sand ; the cuttings must be kept 
moist, closely covered with propagating 
glasses, shaded, and placed in an inter- 
mediate house or pit until well rooted, 
which will be before spring. Dispense 
with the glasses as soon as sufficient roots 



exist to support the ^oung plants. By 
March they should be in a state for potting 
off; put them singly in small pots, weU 
drained — a condition of vital importance 
in all stages of the existence of Heaths, 
without which disease, or more frequently 
actual death, is certain to overtake them. 
For this first potting the materialshould con- 
sist of finely-sifted peat with a liberal addi- 
tion of sharp, clean sand, and pressed firm in 
the pots. Care should be taken that the 
soil IS fairly moist when the plants are put 
in it, so as to avoid the necessitjr for giving 
water as long as possible until the roots 
have begun to act ; it should not, howeyer, 
be too wet, as if it contains over much 
moisture it becomes a compact mass, in 
which the roots never ramify freely, and 
the result is that an unhealthy concLLtion 
of the plants usually follows. Never give 
water to a Heath immediately after a &ift 
by way of settling the new soil about its 
roots, as sometimes recommended in the 
case of newly-potted plants of various 
kinds ; such a proceeding is not unlikely 
to destroy the delicate points which, to 
some extent, undoubtedly get more or less 
bruised in the removal, although the in- 
jury is not apparent to the ordinary 
observer. The young stock should be put 
in a light position, near the side of the 
house or pit which tiiey occupy. Avoid 
standing tiiem on dry bare shelves, as is 
sometimes practised, as these help to dir 
up quickly the small amount of soil whicn 
the little pots contain. In place of tius 
set them on a stage, covered with an inch 
or two of sand or fine ashes, which, being 
kept slightly moist, will render frequent 
watering less necessary, and also prevent 
their getting too dry. 

When well established. Heaths are air- 
loving subjects, requiring more than most 
plants, but until the young stock get fiedrlv 
into growth they must not have too mucn 
given them ; for this reason they must be 
kept a little close until they begin to move 
freely, and as the sun gets powerful it may 
be necessary to afford them a thin shade. 
As soon as they commence to grow pinch 
out the points of the shoots, so as to ensure 
their branching-out low enough, without 
which it is impossible to have them well 
furnished at bottom. The size attained 
during the first summer will depend on the 
varieties ; softwooded quick-growing kinds, 
like the winter-flowenng K nyeumis, ana 
others of that class, make much more pro- 
gress than the hardwooded kinds, and 
amongst these even there is a wide differ- 
ence in the rate of growth. As the season 
advances give more air, and allow some to 
remain on in the night in summer ; daring 
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dry hot weather the stock should be looked 
over ajB to water twice a day. Keep them 
well up to the glass in order to secure stout 
well-matured f^rowth, giving plenty of air, 
but not subjecting them to keen draughts. 
Through the autumn and winter let tnem 
have a light position where they can be 
kept a few degrees above freezing. During 
the dormant season let the atmosphere be 
dry, and now, as at all other times, never 
give water until the soil is so dry that 
withholding it longer would be likely to 
cause injury. Again early in spring they 
must be potted — 3-inch pots will be the 
right size ; this time break the peat fine 
by hand in place of sifting it, and add sand 
as before. The strongest shoots must have 
their points pinched out, with a view to 
still farther induce the formation of 
branches. Treat as during the last 
summer in respect to air, water, and 
general routine, continuing to keep them 
well up to the glass. A low light span- 
roofed pit is well suited to the require- 
ments of Heaths, especially in their early 
stages, as in such a structure they can easily 
be kept close to the light, and in hot 
weather the air is not so diy as to have a 
parching effect on younc plants before they 
get into pots holding a larger body of soil. 
In summer during very hot weather it will 
be an advantage to moisten the floor of 
the pit, which will correct the over-dry 
state of the air, for although Heaths do not 
like a damp, stagnant atmosphere in autumn 
and winter, nor are they improved by the 
application of water overhead, it may 
under d^bss be drier than is good for 
them. Treat through the winter as before, 
and again give them a shift early in spring 
into pots 1 or 2 inch^ larger, according 
to the more or less free-growing nature of 
the variety ; use the soil now in a less 
finely broken condition than previously, 
and at each subsequent pottmg as the 
plants get larger, it should be used in a 
still more lumpy state. 

The advantage of potting Heaths, especi- 
ally while smdl, early enough before the 
external air has got hot and dry, is that 
there is less likelihood of their suffering 
through the effects of removal than if the 
operation is deferred until later on. Again 
pmch out the points of all the strong 
shoots, and in addition to this the strongest 
must be tied out horizontally close down 
to the rims of the pots. This has the 
double advantage of throwing the strength 
into the weaker growth left in an erect 
position, and of ensuringthe dense bushy 
habit tJbkt is natural to Heaths generally, 
and which they would assume with- 
out assistance if growing in the open air. 



Treat through the summer and subsequent 
winter as b5ore, and again in spring give 
more root-room. The additional size of 
pots given should be regulated by the 
strength of the plants and the more or less 
vigorous habit of the variety. It is well 
to avoid the extreme of too much pot-room, 
or the opposite of too little. At this stage 
pots an mch larger for the slow growers 
will be sufl&cien^ while the freest will 
bear a 2-inch shift This season a few 
sQLall sticks will be requisite to tie the 
strongest shoots to so as to keep the plants 
to the desired shape, but now, and in all 
subsequent stages, do not use more sup- 
ports than cannot be dispensed with, as 
the act of thrusting sticks into the soil has 
the inevitable effect of destroying more or 
less of the roots, and the use of more than 
is required directly tends to destroy the 
appecirance which the plants should have 
eitner in or out of nower. This year, 
towards the close of the summer, they will 
be all the better for having the lights 
drawn off them in fine weather, by which 
means their growth will get matured — a 
condition still more necessary in after 
years as the plants acquire more size. Let 
the winter management be as previously, 
and in spring give more root-room ; young 
plants in, say, 6 or 7 inch pots will bear a 
2-inch move, more or less according to the 
free or slow growing nature of the variety. 
Do not on any account disturb the roots 
more than unavoidable ; disentangling 
them from the old ball must by no means 
be attempted. Drain the pots well, using 
some of the fibrous pieces of the soil to 
cover the crocks. An old practice in the 
potting of Heaths was to elevate the ballfl 
so high in the pots that little room was 
left S)T water ; this was done with a view 
to keep the collar of the plants sufficientiy 
dry, which is essential, but it can hd 
effected equally well by keeping it some- 
what higher than the rest of the surface 
of the ball, leaving this sloping gradually 
from the centre to within a littie distance 
of the sides of the pot ; by this means the 
whole can be kept enough below the rim 
of the pot to allow proper space for water- 
ing. Three quarters of an inch is not too 
much for plants in 8 or 9 inch pots. 
Studiously avoid li^ht potting; in all 
cases ram the new soil so as to make it as 
close as that contained in the old ball. If 
this is not done, water, when given after- 
wards, will pass down the sides through 
the new material, leaving the centre in 
which the roots exist so dry as to cause 
death or disease. 

After potting keep the house a little 
closer than usiml for a few weeks, giving 
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no side air ; and, if the weather is bright 
and dry, sprinkle the surface on which 
thej stand so as to counteract the loss of 
moisture from the leaves given oflf by 
evaporation. -It may be well to state here 
that although they are essentiaUy air- 
loving plants, and are able to bear a freer 
admission in direct contact with them 
than the generality of the subjects grown 
in greenhouses, side air during the time 
the cutting March winds are blowing 
should be admitted to the house with 
caution — even to such as do not receive a 
shift at this time. If care is not taken the 
leaves will most likely be injured so as to 
become of an unhealthy bronzy colour, 
from which they rarely recover, dying and 
fiEdling off before their allotted time, and 
this, as a matter of course, is alike detri- 
mental to the health and appearance of 
the plant. As soon as they are potted all 
the stronger branches should again be bent 
well down in a horizontal position ; if this 
is not attended to while the plants are 
young the omission can never afterwards 
be remedied, as the* shoots of many sorts 
get too strong to bend, and the requisite 
outline cannot be preserved, as the strong 
growths, even if repeatedly stopped, have 
such a tendency to take the lead in an 
upright direction that the weaker branches 
are starved and ultimately die off, leaving 
the plants naked and unsightly at the 
base ; for this there is no remedy, as few 
Heaths will bear cutting back far into the 
old wood. Whatever stopping is required 
in the shoots should be done at this stage, 
as the object with this young stock is tne 
laying of a foundation of future shapely 
specimens rather than any bloom they 
make this season. In a lew weeks the 
roots will have begun to enter the new 
soil, when more air may be given. Each 
plant must now be daily looked over so as 
to ascertain if it requires water, and this 
should be continued all through the 
summer ; many fail to grow these plants 
satisfactorily through erroneous impres- 
sions entertained as to the water they 
need. It is generally understood that 
if a Heath flags through want of water 
death is likely to follow, and from this 
impression those in charge are often in- 
duced to give water before it is absolutely 
needed. This is equally certain to bring 
about an unhealthy state, fatal in its con- 
sequences. Taking the family collectively 
they require the soil to get drier before 
water is applied than other plants, and the 
harder-wcwded and slower-growing the 
variety the more necessary is it to treat 
in this way. But in all cases when water 
is given enough should be applied to 



moisten the whole of the soil, but not to 
saturate it, as the roots, from their ex- 
tremely fine delicate nature, cannot bear 
any excess. As a matter of course the 
more vigorous the condition the more 
necessary is it to see th<^ do not get too 
dry before watering. The same holds 
good in the case of the softest free-grow- 
ing kinds, and with all, the soil during the 
summer season should never be allowed 
to get so dry as in the winter when com- 
paratively little growth is in progress. 

Through the summer the stage on which 
they stand should be freely sprinkled with 
the syringe daily ; the plants themselves 
should not be syringed, for although this 
promotes growth, it makes them so soft 
as to render them more liable to the 
attacks of mildew. Nor should they now 
be shaded in sunny weather, as the effect 
would be similar. They should be kept 
under class imtil the beginning of August, 
at whicn time they ought to be stood out in 
the open air on a bed of ashes sufficiently 
thick to exclude worms ; let them stcmd 
close enough so that each plant may screen 
the pot of the one behind it from the sun 
during the middle of the day. The direct 
action of the sun on the pots has the effect 
of injuring the roots that, in a healthy 
plant, lay in quantities against the inner 
surface. Should there be an appearance of 
drenching rains, lay them down on their 
sides. Take them in about the middle of 
September, for if left out until the nights 
are frosty the young growth will siilfer. 
Winter as before in a fight airy situation, 
attending to their wants as previously. If 
all has gone well they will need more root- 
room the following spring ; give a 3 or 4 
inch shift in the case of those with plenty 
of roots, and less to such as are not so 
strong. Most of the plants will flower 
during the spring, summer, or autumn, 
accor(ung to their season of blooming, and 
will make nice decorative objects ; but if 
used in this way they must not be put in 
dark houses or crowded among other 
plants, or they will suffer thereby. Where 
it is deemed more desirable to grow them 
quickly to a larger size, it will be well to 
pinch out the points of the shoots about 
the beginning of February ; this will, cause 
them to break out bushy, to further assist 
which tie out the strongest » shoots as 
advised in the spring p^e^'ious. Treat 
through the summer and the following 
winter as previously. They will by this 
have formed nice compact plants, and 
should be let to bloom, after which the 
freest-growing kinds ought to have their 
last summer's shoots shortened back to 
about two thirds of their length ; but all 
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the slowest growers should merely have 
their flowers picked off as soon as they 
have faded — do not allow Uiese to remain 
on to form seed, as that has a wei^ening 
influence. They should be treated in this 
way all through their existence, for, if left 
to seed they will flower later lie ensuing 
year, and the quality and strength of their 
olooms will Be reduced. Steking and 
tying should be carried out each winter, 
when the plants are most at rest Use no 
more sticks than are necessary to hold 
them in their proper position ; the weakest 
wooded varieties will need the most sup- 
nort When the plants are wanted only for 
nome decoration fewer sticks will suffice 
than when they have to be moved about 
considerable distances for exhibition. 

The subsequent treatment year after 
jear will be much of a routine character, 
m accordance with the directions already 
given ; use the jwtting soil in a more 
Jumpy state as the plants get bigger, and 
always let them have enough root-room 
as they require it, for if allowed to become 
pot-bound they will be liable to die when 
shifted. As the specimens get old, and in pots 
as large as deemed desirable, they may with 
advantage be assisted with weak manure- 
water during the spring and summer ; and 
when they occupy pots of considerable size 
it will be necessary at the time they are 
turned out to harden in the summer to 
put a piece of old mat or canvas roimd the 
pots so as to break the force of the sun. 

We have tried the potting of Heaths at 
different times of the year, and found that 
an early time — from the latter end of 
February to the middle of March — is the 
best for young stock, and September 
for older specimens. The hot summer 
months, when shoot -growth has com- 
menced after flowering, is the worst 
possible season that can be chosen for 
moving large Heaths, as then the solar 
heat is so great that to keep down the 
temperature it is necessary to admit a 
considerable quantity of air to the house 
in which they are placed, and this quickly 
dries up the soil so as to make the applica- 
tion of water requisite sooner after potting 
tiian it should oe given with a view to 
the well-being of the plants. There are a 
few kinds that need special treatment 
The yellow-flowered, drooping-habited E. 
•depressa should be stood out in the full 
sun from the beginning of June until 
autumn, or it wfll not set its flowers 
freely. This sort does not usually bloom 
well two seasons together. One of the 
finest Heaths in cultivation, E. Caven- 
•dishiana, will bear to be placed after 
flowering in a comparatively warm, close, 



moist atmosphere, such as suits Azaleas, 
while making their growth; previously, 
when it gets too tall, its branches may oe 
cut in much closer than most other sorts 
will do with ; it will bear shortening in to 
the extent of one-third, but after it has 
made growth in such a structure it should 
be exposed to the open air for a month 
before autumn, or it will be too soft to 
winter welL The winter-flowering kinds, 
of which E. hyemalis may be taken as a 
representative, should after blooming have 
their strong shoots cut freely back, or they 
will soon get too talL The spring-flower- 
ing E. propendens ought to be treated 
similarly. 

The following are a selection of the best 
kinds that will give a succession of flower 
over a great portion of the year ; they are 
alike suitable for exhibition or home de- 
coration. They constitute the cream of 
the large numl>er of species and varieties 
in cultivation. 

E, asmtUa, A very fine compact-grow- 
ing variety. Flowers pink and green ; 
a profuse bloomer. Flowers from June to 
August 

a. Aitoniana TwmbtUlii. A handsome 
variety. Flowers white, slightly suffused 
with pink. June to August 

E. amfnillacea obhata, A beautiful, large- 
flowered kind, with stout, flask-sha^d 
tubes, white, shaded with pink. June and 
July. 

E. artstata superba, A close compact- 
habited sort Tube of flower brownish 
red, segments white. May to July. 

E, Austiniana, A very fine, free, large 
growinc kind. Tube of flower deep 
red, white at the extremity. July to 
September. 

E. CandoUeana, A moderately large 
compact grower ; a profuse bloomer. 
Flowers white, suffused with red. May 
and June. 

E. CavendisJUana. A very large fi*ee-grow- 
inc variety ; a profuse bloomer. Flowers 
yellow. May to July. 

E. cerirUhoides coroncUcL A fi*ee-growing, 
weak-wooded kind, with brilliant scarlet 
flowers. August to September. 

E, depressa multiflora, A slow-growing, 
dense, bushy - habited kind, that bears 
yellow flowers. May to July. 

E. Devoniana, Attains a medium size. 
Flowers deep brownish red. April to 
June. 

E, elegans. A very handsome and dis- 
tinct-looking species. A slow grower, 
lasting in bloom a long time. Flowers 
rose colour, tipped with green. May to 
Ju^. 

K exvmia superba. A medium-growing, 
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compact-habited sort ; a profuse bloomer. 
Flowers red tipped with green. May to 
July. 

Ja, exquisita. A very handsome large- 
flowered kind. Tube much inflated, white, 
suffused with pink. June to August. 

E, Fairrieana. A free-growing, profuse 
bloomer. Tube pinkish white, purple 
towards the extremity, segments white. 
June and July. 

E, ferruffinea vwperba, A free-growine 
handsome kind, with bright pinkish-red 
flowers. July and August. 

E, gracUia, A pretty small-flowered 
kind, with reddish purple tubes. Blooms 
in autumn and winter. 

E, gracilis vemalit. Similar to the last. 
Flowers in winter and spring. 

E. HartTiellii, A handsome variety, with 
red flowers. May and June. 

E, hyemalis, A favourite winter-flower- 
ing kind. Tubes pink, paler towards the 
extremity. December to March. 

E, vnsignis. A beautiful variety ; a 
free bloomer. Flowers deep crimson. Jidy 
to September. 

E, Irbyana. A free, large-growing kind. 
Blush white, red at the extremities of the 
flowers. July and August 

E. Jacksonii. A free - growing, free- 
flowering variety. Flowers deep red. 
July to September. 

E, Ltndteyana, A flne, distinct-looking 
sort July to September. 

E, Macl^abiana rosea, A handsome and 
distinct-looking kind. Tube deep rose. 
April and May. 

E, Mamochiana, A splendid variety ; 
a profuse bloomer. Tube red, almost 
black at the extremity, segments white. 
July to September. 

E. Massoni major, A grand kind, with 
distinct habit. Tube red tipped with 
green. June to Augusts 

E, mutoMlis. A distinct-looking, free- 
crowing species, that blooms several times 
in the year. Flowers pale red. 

E, obbata. One of the grandest of all 
Heaths ; grows to a moderate size. A 
profuse bloomer ; flowers very lar^e ; tube 
much inflated, white suffused with rose. 
June to August 

E, opulenta, A very handsome variety. 
Flowers laree ; crimson lake, red at the 
extremity of the tube, segments white. 
September and October. 

E. Parmentieriana rosea, A free-grow- 
ing, free-flowering, distinct variety. Flowers 
rosy-crimson. July and August 

E.PaxUmii. A handsome, free-growing, 
free-flowering sort Tube pale red, with 
green, purple-tinged extremities. June to 
August 



E, propendens. An elegit - habited 
species ; a profuse bloomer. Flowers red- 
dish lilac. May to June. 

E. retorta major, A dense, but large* 
growing variety ; a profuse bloomer. Tube 
deep r^, segments white. July to October. 
E. Shannonii glabra. One of the best 
white Heaths ; a good grower and free 
bloomer. July to September. 

E, Shamwnii Tumbullii. A distinct and 
handsome variety ; a very free bloomer. 
Flowers white, tinged with pink. Summer. 
E. tricolor cororuUa, A free-growinc> 
distinct, handsome sort Flowers whiti^ 
pink, green at the extremity of the tube. 
June to September. 

E, tricolor Eppsii. A small-growing 
variety, with very large flowers. Tube 
reddish pink, banded with green at the 
extremity. July and August 

E, tricolor Wllsonii superha. A beautiful 
free-growing, free-bloomiug kind. Flowers 
pink, shading to red, green at the extremity. 
June and Jmy. 

E. ventricosa BothweUiana, A distinct 
and very desirable sort ; a profuse bloomer. 
Flowers flesh -colour, shading to red. 
Summer. 

E. ventricosa coccinea minor, A beauti- 
ful sort, with compact habit ; a profuse 
bloomer. Tube reddish pink, dark red at 
the extremity. May and June. 

A, ventricosa grandifiora, * A magnificent 
kind, a free bloomer. Flowers bright rosy 
crimson. May and June. 

E, ventricosa magnifica, A fine variety ; 
one of the best of the ventricosas. A free 
bloomer ; flowers bright reddish crimson. 
May to July. 

E, Victoria, A dense, compact, fi-ee- 
growing sort ; a profuse bloomer. Tube 
veiy dark crimson, segments white. April 
and May. 

E, Wihnoreana. A free-growing, free- 
blooming variety. Tube snort, purple, 
shading to white at the extremity. Feb- 
ruary and March. 

Insects. — Heaths possess one great ad- 
vantage over most other plants — they are 
little liable to the attacks of insects. Scale^ 
both brown and white, will live upon them. 
In the case of a plant affected with the 
latter it is much better to destroy it at 
once than to run the chance of the insect 
being communicated to others. The brown 
species is less difficult to deal with, although 
not easy to eradicate ; where present it ia 
confined principally to the wood. It may 
be kept down by the use of brush and 
sponge, and wasning with a moderately 
strong solution of insecticide in the autumn 
after growth is completed. They should 
be looked closely over at intervals to see 
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that they are free from mildew, to the 
attacks of which they are more or less 
liable ; and if any trace of the parasite is 
discovered dast the affected plant over with 
flowers of sulphur, laving it down on its side 
to keep the sulphur from getting to the soil, 
for if washed down to the roots (as would 
occur in the operation of watering) it would 
be highly injurious. Allow it to remain 
on for a few days, after which wash clean 
off with the synnge. 

EBIOSTEMON. 

These evergreen greenhouse plants are 
natives of New Holland and New South 
Wales, and in every way deserving of 
general cultivation. They are compara- 
tively easy of growth, not subject to die off 
suddenly, or get out of health ; they are 
profuse flowerers, and their pink buds and 
white flowers render them well adapted 
for associating with other plants in bloom 
or otherwise. Their natural season of 
blooming is March, April, May, and June, 
according as they have been prepared bv 
retarding or otherwise ; but, if required, 
they can be brought into flower much 
earlier in the winter, as thejr will stand 
moderate forcing, more especiallv the Box 
and Oleander-leaved varieties, K buxifolius 
and K neriifolius ; they idso will bear 
treatment and grow under conditions that 
would be fatal to many hardwooded plants, 
and are thus suitable for beginners in the 
cultivation of hardwooded greenhouse 
plants. They flower freely in a small 
state, and consequently are well adapted 
for conservatory decoration, where, if al- 
lowed sufficient room, they will receive little 
injury during the time they arc in flower. 
Even when not in bloom, their dense fresh 
green foliage renders them at all times in- 
teresting if they are well grown. They 
are the freest-rooting of New Holland 
plants, and cannot bear cramping for want 
of pot-room in the early stages of their 
existence ; they rarely make good healthy 
progress if they have been at SH pot-bound. 
They will bear without injury a continuous 
lower temperature during the winter sea- 
eon than most plants, but in their early 
stages they should never be submitted to 
such treatment, as it has a tendency to 
check root-action. 

Eriostemons are easily propagated from 
cuttings made of the points oi the half- 
matured shoots, such as are to be had about 
the beginning of August ; these should be 
put in, about 3 inches long, several together, 
m 6 or 7 inch pots, filled with sand, and kept 
dose, moderately moist, and shaded in an 
intermediate heat Here they should root 



sufficiently to bear moving singly into 
small pots during the autumn ; keep 
through the winter in a temperature of 
about 60° by night, and pinch out the 
points of the shoots before growth begins 
m spring. About the end of May enough 
root-progress should have been made to 
admit of their being moved into 3-inch 
pots; shade slightly in bright weather 
through the spring and summer, give air 
in the middle of the day, moisten the stage 
and paths, and use the syrii^e overhead at 
the time of shutting up. Treat through 
the autumn so as to induce the ripening of 
the growth, and winter at about 46° in the 
night Towards the end of March give a 
3-inch shift in good fibrous peat, to which 
one-sixth sand may be added. 

It is not necessary to break the peat so 
small as in the case of such plants as are 
more spare and tender-rooted, but let the 
sand be well mixed with the peat, as these, 
like all others that have a greater compara- 
tive amount of leaf-surface, require more 
water, and consequently must have the soil 
in wkLch they grow in such a condition as 
to admit of the water passing through it 
without danger of getting in the course of 
time too retentive. If the plants have any 
over-strong shoots, these should be cut 
well back, or they will draw the sap from 
the branches near the base of the plant so 
as to completely spoil them. Bring down 
to the nm of the pot all the strongest 
central branches, leaving such as are wea&er 
upright, in which position they will gain 
strength, and thereby equalise their growth. 
With Elriostemons it is necessary to be 
more particular in the matter of training 
than with most plants, as they have a 
natural disposition to push these over- 
strong branches that rob the weaker ones. 
Place them in a house where they will 
be kept at a night temperature of not less 
than 46°. Close the house early ;^ keep the . 
atmosphere in a state conducive to free 
growth by a liberal use of water on the 
stages and paths. As the weather gets 
warmer in May syringe the plants over- 
head every afternoon. This not only pro- 
motes growth, but keeps in check red spider, 
by which they are sometimes attacked ; 
continue the use of the syringe every after- 
noon imtil the end of August, after which 
they should be gradually hardened off by 
a drier atmosphere, and the admission of 
plenty of air night and day through the 
following month. Eriostemons are not 
subject to mildew, consequently there is 
no necessity at this stage oftheir growth to 
expose them in the open air with a view to 
hardening them, and this more especially 
as the object for the coming season will not 
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be the production of flowers. Winter tbem 
in a temperature similar to that advised 
for the preceding season — this will keep 
their roots from getting quite dormant, 
and will enable the plants to move into 
growth freely in the spring ; pot them at 
Sie end of March, giving a 3-inch shift, 
and encourage free growth by giving little 
side air and shutting the house completely 
early enough to enclose a good amount of 
sun-heat As the season advances again 
commence to use the syringe every after- 
noon. Attend well to their training, so as 
to keep them dense and well furnished at 
the base ; upon attention to this in the 
early stages of their growth depends their 
after condition, as, if they are once allowed 
to get bare of foliage at the bottom, it is 
not easy to get their strong upright-grow- 
ing branches down so as to famish them 
as they ought to be, and bare naked bottoms 
are at all times intolerable. They will, if 
all has gone well, be large enough to make 
nice decorative plants the following spring. 

Such as are required for flowering snould 
be fully exposed to the open air from tlie 
middle oiSvXy imtil the end of September. 
This open-air ripening cannot be aispensed 
with, if a dense sheet of flower is expected, 
and these plants, unless profusely bloomed 
in this way, are not, on account of the 
small size of the individual flowers, suffi- 
ciently attractive. By the end of Septem- 
ber they must be brought indoors ; they 
do not require to be placed in the best 
position in the house as to light by reason 
of their making no growth during the 
winter, but they must on no account be 
stood too close together, or the bottom 
leaves will suffer and fall off prematurely. 
A temperature of 40** at night will be suffi- 
cient to winter them in ; they will come 
into flower during March or April, when 
they can be removed to the conservatory, 
where they will be attractive for several 
weeks. After they have flowered the seed- 
pods must be at once nicked off, or they 
will seriously retard the growth of the 
plants. 

If the object is to grow them on quickly 
to a large size, they should not be turned 
out in the autumn, but be kept under glass, 
as advised the first season, and wintered a 
little warmer, given a 3-inch shift acain in 
March, and grown freely all througn this 
their third summer until the middle of 
July, when they must be turned out, as 
before recommended for such as were re- 

Siii-ed to flower. Remove them under 
^ ass before there is any danger of frost, 
and keep them cool during me winter if 
the object is to induce them to bloom late. 
If they are required for exhibition they 



should, when removed under cover in the 
autumn, be at pnce placed in the north 
house, where they will do well through 
the winter ; here they will come on much 
more slowly than in the ordinary hard- 
wooded house. It is necessary to treat 
them so when wanted for showing, as un- 
less retarded all the winter they come into 
flower too soon, and their blooming will 
be half over before they are required. The 
plants will need little difference in their 
treatment to keep them in good condition 
for two or three years, when they may be 
potted again, giving them 4 or 6 inches more 
room, after which, when the soil becomes 
at all exhausted, they must be assisted with 
manure-water during the growing season. 

The following species are deserving of 
cultivation, and all require similar treat- 
ment : — 

E, huxifolius. This ia one of the best 
known and commonly grown species ; it 
is a free grower and profuse flowerer. 

E. cu^ndattis. Is an erect grower, has 
moderate-sized leaves, and is a free-flower- 
ing and desirable plant, when strong, pro- 
ducing its flowers in bunches of five or six 
at every leaf. 

E, intermedius. This has larger flowers 
than the other kinds, but is not so good a 
grower, never pushing such a number of 
branches, and having a much thinner ap- 
pearance ; nevertheless, it makes a nice, 
moderate-sized plant 

E. linearifoUus. Forms a nice companion 
plant to the others. It is a very free 
grower, its flowers are smaller, and more 
nidden by the leaves than those of the 
more robust-pt)wing sorts. 

E. neriifohus. The best of the family ; 
cood in constitution and habit, a very firee 
flowerer, the individual blooms large, and 
produced in great quantities. A profusely- 
flowered plant of this sort is very effectLve 
on the exnibition stage. 

E, pulchellus. Is a weaker- wooded plant, 
yet grows very close and compact ; it does 
not form so large a specimen as some of 
the others, nor are its flowers so con- 
spicuous. 

Insects. — Eriostemons are not very 
liable to the attacks of insects, althon^ 
they are sometimes affected with red spider, 
which the use of the syringe, as before re- 
commended, will keep down. White and 
brown scale will also live upon them ; it 
is a difficult matter to destroy the white 
insect, as the leaves are unable to withstand 
any application sufficiently strong to kill 
it Insecticide strong enough to destroy 
brown scale, without injuring the leaves 
in the least, may be used. They should be 
thoroughly washed with the mixture twice 
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within ten days immediately after flower- 
ing, before growlii has commenced. The 
way this insect principally injures the 
pltoits is by coating over with its excre- 
ment the upper sunace of the leaves, as if 
they were varnished, clogging the pores, 
and causing them to prematurely turn 
yellow and fall off. This washing has also 
a beneficial effect in removing dust that 
adheres to the foliage and becomes fixed in 
the small drops of Mutinous fluid that are 
secreted by the flowers. 

EBTTHBINA OBISTAGALLL 

This greenhouse species of the Coral 
tree is from the cooler regions of Brazil ; it 
belongs to a splendid genus of plants, many 
of wmch acquire a considerable size in 
their native country, but grown as a pot 
specimen it can easily to kept within 
reasonable bounds. That this Erythrina 
is not more generally cultivated can only 
be accounted for by the reason of its having 
no pretensions to being new in the country, 
and on that account, like numbers of other 
things of real merit, it is comparatively 
neglected. It has a very distinct appear- 
ance — the peculiar form of its large coral- 
red flowers, produced freely at the axils of 
the leaves for three-fourths the length of 
stately shoots, 4 or 5 feet high, backed by 
handsome glossy foliage, makes it when 
well managed one of the finest conservatory 
plants grown. It is frequently subjected 
to stove treatment, by which it can be 
induced to flower twice in the year — spring 
and autumn — but when thus grown in heat 
the shoots are always more or less drawn 
up in a way that gives it a weak loose 
appearance, much inferior to its character 
when in the cooler atmosphere of the 
greenhouse. 

It is of very easy culture, succeeding in 
either peat or loam, or in a mixture of 
both, but good loam is preferable, as in it 
the growth is somewhat more compact, the 
leaves smaller, and the flowering more 
profuse. 

Cuttings such as produced in the spring 
from the collars of established plants should 
be taken off with a heel when about 6 or 6 
inches long ; put singly in 3-inch pots in 
sand, kept close, moist, and shaded in a 
moderate stove-heat, they will root in 
five or six weeks, when dispense with 
covering, and as soon as they begin to 
grow away freely move into 6-inch pots. 
When the roots have fairly entered the 
new soil subject the plants to greenhouse 
treatment, with air and plentv of water to 
the roots, and syringe daily. In the 
autumn when growth ceases they should 



receive very little water — only just as 
much as ia requisite to keep the soil from 
getting quite dry, as the object is to check 
any disposition to growth, and the plant, 
unlike most others, will bear this kmd of 
treatment without injury. This partial 
drying-off will cause the previous summer's 
shoots to show signs of dying down, and 
when this is apparent thev may be headed 
back to within a few inches of the collar. 
They should then be placed for the winter 
in an ordinary greenhouse, and in spring, 
as soon as shoots spring up from the base 
and have acquired a length of 3 or 4 inches, 
the plants should be turned out of the pots, 
the greater portion of the old soil caretully 
shaken from the roots, and repotted in good 
fibrous loam, to which has been added one- 
sixth of rotten dung sifted quite fine ; 
break the loam up with the hand, but do 
not make it too fine, and mix with the 
whole a good portion of sand. Give suf- 
ficient dminage, for although in the case 
of a plant like this, that should in a mea- 
sure oe shaken out every season, it is not 
necessary to take so much precaution in 
drainage as for things that cannot bear 
the interference with their roots consequent 
upon a renewal of the soil, so much water 
is required through the growing season 
that Doth soil and drainage must be 
such as will admit of its passing freely 
away. Plants of the size above spoken of 
will bear a 10-inch or 12-inch pot ; the 
soil should be made moderately firm. 
After potting replace in the greenhouse, 
but do not give more water than will just 
keep the sou a little moist, imtil the roots 
begin to move freely, when more will be 
needed. As the weather gets warmer, 
syringe overhead every afternoon so as to 
moisten the leaves aU over. This will 
encourage growth, and keep in check red 
spider, by which it is sometimes affected. 
When the shoots get a foot or so long, but 
before they are too stiff, tie them out in a 
horizontal position towards the sides of the 
pot, but do not bring them too low, or 
they will cease growing from the points 
and break back, which with this Erythrina 
is not desirable ; nor should the points be 
stopped at all, but simply alloweq to grow 
on to a flowering state. Give plenty of 
light and air, so as to keep the growth 
stout and compact When the shoots have 
extended so as to require it, put to each a 
neat stick sufficiently strong for support. 
The plants will need nothing more than 
attention with water, and when the flowers 
begin to show, and the ball is fuU of roots, 
liquid manure may with advantage be 
given twice a week. The blooms will 
commence to open about July, when they 
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can be placed in the conservatory, where 
they will be found very effective at a time 
when the greater portion of flowering 
subjects are over. When done blooming 
the plants may be stood out-of-doors and 
supplied with water until they show signs 
of going to rest, when the quantity given 
must be much reduced, as in the preceding 
autumn, after which cut the shoots down 
and winter as before. In the spring again 
shake them out and remove into pots 4 or 
6 inches lai*cer, which will be as big as 
ever they will require, and treat in every 
way as advised for the previous season. 
So managed they will go on for a number 
of years, throwing up a score or more 
strong blooming shoots. 

Insects. — This Erythrina is not usually 
much troubled with insects ; if greenfly 
makes its appearance they can be destroyell 
by fumigating ; red spider will rarely 
affect it if syringing is attended to as re- 
commended. 

EUOHABIS. 

Of all plants requiring stove treatment 
that have been introduced into Europe 
during the present century there are few, 
if any, that have become more general 
favourites than Eucharis amazomca, or 
that better deserve to be grown by all who 
have the convenieuce of a house wherein a 
sufl&cientlyhigh temperature can be main- 
tained. When this plant first made its 
appearance in this country the extreme 
purity of its lovely white flowers, combined 
with their exquisite fragrance, at once pro- 
duced an impression in its favour, even 
though impenectlv grown — imperfectly so 
far, that the small-pot culture, to which it 
was then thought best to confine the plant, 
was not such as to admit of that full de- 
velopment which it has since exemplified 
under more liberal treatment. The re- 
striction of its roots to promote flowering 
has been found to be altogether unnecessary 
and to seriously prevent the bulbs from 
increasing as they would do if accommo- 
dated with plenty of space. In this it 
differs from most bulbous plants, the 
generality of which do not succeed well 
under pot culture unless their roots are 
somewhat confined. It has no particular 
season of flowering ; with suitable treat- 
ment the same plants will bloom two or 
three times in the course of the year if 
subjected to alternate short seasons of 
growth and rest To do it full justice it 
should not be moved when in bloom to a 
conservatory or other house cooler than 
that in which it has been brought into 
flower. Growth should immediate^ follow 



the production of bloom, and it naturally 
receives a check if taken from a warm to a 
cold temperature. It is a remarkably 
effective plant in the stove, its ample deep 
green leaves setting off to the best ad- 
vantage the numerous umbels of wax-like 
flowers that rise well above theuL It is, 
however, especially for the production of 
cut flowers for filling vases and for bou- 
quets that it is most valuable, almost 
rivalling in these respects the Camellia 
itself. In addition to the individual 
flowers standing well when cut (which 
their peculiar texture and substcmce en- 
sure) each umbel opens its blooms con- 
secutively so that almost every flower can 
be used as required, a circumstance that 
has made the plant a general favourite 
with those who grow flowers for market, or 
who have to provide for private establish- 
ments where a continuous supply is needed. 
Propagation is effected by separating the 
bulbs, which increase moderately fast when 
well grown, but, like most other evergreen 
bulbous plants, it does not like to have its 
roots much disturbed. Interfering with 
them, to the extent necessary when sepa- 
rating them, has the effect of retarding 
growSi for a time ; therefore plants of this 
Eucharis should only be broken up when 
they have either got larger than is requisite, 
or when it is desirabre to increase their 
number. The time for carrying out the 
operation should also be chosen when 
growth is complete ; it should not be 
attempted when the leaves are in course of 
formation, or when they are not fully 
matured. Let us suppose that early in 
the spring a large plant exists which it is 
deemed advisabre to break up. Turn it 
out of the pot, and, if the roots are very 
much matted and the soil is of an adhesive 
character, it will be difficult to separate 
them without breaking ; to avoid this 
place the plant in a tub large enough to 
admit the ball, half fill it with tepid water, 
and work out all the soil with the fingers, 
which will leave the roots so that they can 
be separated with little breakage. The 
bulbs may be divided with a knife at the 
point where they adhere to each other, or 
they may be parted by hand, singly, or 
two or three together, and put in pots 
from 6 inches to 7 inches in diameter. 
When growing, a copious supply of water 
is required ; consequently the pots must 
be well drained. This Eucharis will 
thrive in good turfy loam, to which add as 
much sand as will keep it porous. Pot 
firmly without injuring the roota, and 
cover the bulbs to about half their depth. 
Do not give much water untQ growth has 
commenced. Place them at once in a 
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temperatare of 70' ; if they can be plunged 
in a bottom heat 10° l^her, they will 
progress all the quicker, in this tempera- 
ture they will grow fast Shade slightly 
during the hott-est part of the day in very 
briffht weather, but in doing so do not 
darken the plants too much, or they will 
grow up weakly. Let them have a mode- 
rate amount of air early in the day, shut- 
tine it off in good time in the afternoon, 
and syringing overhead at the same time. 
They will bear during summer as much 
heat as the generality of stove plants. It 
will not be advisable the first summer to 
rest the smaller bulbs for flowering, as it 
will be better to get as much growth as 
possible. Earlv in August shift them 
mto pots 2 inches larger than those they 
are in ; continue to give them a libenu 
amount of heat and moisture, both at the 
roots and in the atmosphere, until autumn, 
when they will have made considerable 



At this time, when the leaves ^e fully 
matured, cease shading, and ^tidually 
withhold water till the soil gets so dry as 
to cause the leaves to flag sligntly ; do not 
let them be injured by the want of it, but 
give a little just to freshen them up, and 
again alternate the treatment by airing 
and then slightly watering them. Con- 
tinue this treatment for a month, during 
which time they can be kept in a night 
temperature of 56**, with a few degrees 
more warmth during the day ; then they 
may be well watered and placed in 10** 
more heat — if they can be plunged in 10' 
higher than this it will be still better. So 
managed they will quickly push up their 
flower-stems, and they should be encou- 
raged by being supplied with plenty of 
water at the roots and as much neat as is 
consistent with the diminished light of 
the season. Thus treated, when their 
blooming is over they will grow on slowly 
through the winter, and after their fuU 
development they may be again submitted 
to the drying and resting process, after 
which increase the temperature, give water, 
and treat them in every way as before. 
This alternate growing, resting, and flower- 
ing can be practised two or three times in 
the year with the best results without 
injuring the plants in the least Do 
not at any time pinch them as regards 
pot-room. When the soil is well nlled 
with roots they will be much benefited by 
a good soaking with manure- water once or 
twice a week. For general purposes mode- 
rate-sized plants in 12-inch or 13-inch 
pots will be found the most convenient, 
out where it is desired they may be ^own 
on into specimens 6 feet across by simply 



using pots or tubs proportionate in size. 
When large they make fine exhibition 
plants, their general appearance being such 
as to contrast well with their associates. 

E, Candida differs little from E. ama- 
zonica, except that the flowers are much 
smaller and more elegant ; the foliage ia 
also distinct It is a native of the United 
States of Colombia, and a most desirable 
kind. 

E, Sanderii has pure white flowers in the 
way of those of E. amazonica, 2^ inches to 
3J inches in diameter ; it will be an accept- 
able addition to stove bulbous plants. It 
comes from New Grenada. 

Insects. — Most of the pests that infest 
stove plants will live upon Eucharis, but 
from the nature of the leaves, thev are 
more easily destroved than on many plants. 
If thrips or greenfly make their appearance, 
fumigation will generally be found to be 
the l^t remedy, but from the regular use 
of the syringe these and red spider are not 
often troublesome. Should scale or mealy 
bug gain a footing they must be diligently 
sought for and removed by means of 
sponging, using a soft brush for the bases 
of the leaf-staJks where the bugs will be 
found to lodge ; for, if not destroyed, they 
will increase greatly and both disfigure the 
plants and do them serious injury by the 
constant cleaning process which their pre- 
sence makes necessary. 

EUGENIA. 

These are evergreen plants varying in 
habit; some are shrubs, whilst others 
assume the proportions of trees. Only a 
few are worth growing under glass, and 
these cannot be counted as above second- 
rate in comparison with the many desirable 
pJAnts with which our greenhouses abound. 
They can be propagated and grown on 
similarly to Myrtles, which see. 

The two species best adapted for cultiva- 
tion in a greenhouse are : — 

E» apiculata, A white-flowered kind, 
from Cnili. 

E, Ugni. Bears white flowers, and is 
also a native of Chili. 

EUPHORBIA. 

The genus Euphorbia comprises a large 
number of plants, existing in a wild state 
under the most opposite conditions of heat 
and cold, dry and moist atmosphere, from 
the Valerian-leaved (E. valerianaefolia) 
of Siberia to the curious-crested angled E. 
lophogona, that flourishes in the hot regions 
of Madagascar, the interesting E. orientalis, 
from the Levant, to the splendid scarlet- 
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flowered Mexican E. jacquiniaeflora, one of 
the most eff'ective of our winter-flowering 
plants. Although the genus is representea 
ty such a nunioer of species, there are 
only two that commend themselves to the 
attention of the cultivator of stove plants — 
the last named — E. iacquini»flora (or 
fulgens) and the ever-flowering E. splen- 
dens, from the Isle of France. The latter 
was at one time met with in every stove, 
and though of late years not so much 
grown as formerly, it is being brought into 
favour again by the fashion for button-hole 
flowers, as the colour as well as the endur- 
ance of its flowers especially adapt it for 
the purpose. There is another very useful 
property possessed by this species of 
Euphorbia to an extent existent in few 
plants, that is the continuous succession of 
flowers it produces. A fair-sized specimen 
under good treatment will keep on bloom- 
ing the whole of the year rouni We have 
had a plant of this Euphorbia that was 
never out of flower for seven years, and for 
anything we know would have continued 
as much longer were it not that it had to 
be removed for some alterations. Where 
cut flowers for the above purpose, or for 
putting in small glasses, are reauired, we 
know of no plant that will proauce them 
80 continuously ; it also possesses the merit 
of being easily grown. Its general habit, 
and the treatment it requires, is so diff'erent 
from E. jacquiniseflora, as to demand being 
dealt with separately. 

E. splendens is of a succulent nature, 
armed with nimibers of stout spines ; the 
leaves are comparatively small. Cuttings 
made from firm pieces of the wood will 
root at any time of the year, but are 
generally the most satisfactory when struck 
in the spring. Pieces of the points of the 
shoots, taken off 4 or 5 inches in length, 
and let to lay for a day in the stove after 
being severed from the plant, so as to fdlow 
the base to dry up a little, should then be 
put singly in small pots, drained and filled 
with a mixture of two-thirds silver sand to 
one of sifted loam ; they will root readily, 
but must not be kept too wet or covered 
with a propagating glass, as from their 
succulent nature and the comparatively 
little leaf-surface they possess, they do not 
re(juire to be confined to prevent flagging, 
as in the case of most plants ; place them 
in a temperature of 66" m the night. When 
struck they may be allowed to remain in 
the small jwts until they have made a 
considerable quantity of roots. As solar 
heat increases, the house may be kept 5° 
warmer in the night, and the temperature 
increased to 80* in the daytime, with sun 
heat In June put them in 6-inch pots ; 



these should be drained to one-fourth their 
depth, and the crocks covered with a little 
fibrous material They will do the best in 
good loam, broken by hand into small 

Eieces, to which is added one-sixth crocks, 
roken to the size of horse beans, and a 
like (juantity of sand. In the cultivation 
of this Euphorbia thorough drainage and 
porosity of the soil are indispensable to 
success, and care should be taken never to 
over-pot ; it does not require near so much 
root-room in any stage of its growth, pro- 
portionate to the size of the plant, as most 
things. No shading is necessary, as it is 
naturally a sun-loving subject, the lighter 
the situation and the more fully exposed 
to the sun, the stouter will be the growth, 
and the greater the amoimt of bloom. As 
soon as tney have got fairly into growth, 
take off the points to induce them to break 
several shoots ; give water as required, but 
the soil should never be kept so wet as for 
plants possessing more lew-surface an^ of 
a less succulent character. The treatment 
needed through the summer will be nothing 
more than a continuation of that already 
recommended ; give air every day, and 
keep them in the driest part of the house, 
as tney do not want so much moisture in 
the air as the generality of stove plants, 
such an atmosphere as is suitable for 
Pines being more in accordance with its 
reouirements in this respect In autumn 
reduce the heat, and keep them through 
the winter in a night temperature of 60% 
with 6" or 10** more in the day. In the 
spring, again, gradually give more heat as 
the days lengthen, and shift them into 
pots 2 or 3 inches larger, usingsimilar soil 
to that previously advised. The plant is 
naturally of a branching bushy haoit, and 
does not generally require much stopping ; 
but, if such appears to be needed, let it be 
done in time to induce their being well 
furnished with shoots at the base ; it is 
naturally so free a flowerer that it will 
bloom in a very small size without much 
interfering wiUi its growth ; consequently 
as the flowers appear they may be allowed 
to open, and can be used as required. Put 
a stick to the main stem sufficiently stout 
to give the necessary support, and a few to 
the outer branches, as the head is naturally 
heavy and requires to be thus held in 
shape. The after management requisite 
will simply be a continuation of the above 
treatment; each year give a little more pot- 
room as required until the specimens get 
to the size wanted, when they may oe 
kept in a growing condition by the hdp of 
manure- water during the summer, and at 
times examine the drainage to see that it 
is right The plant is well adapted for 
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covering a wall in the stove, and there is 
no situation where it looks better, or where 
its peculiar form and intense scarlet flowers 
are seen to more advantage; but the 
position in which it is placed should always 
be a light one. 

K jacquiniseflora is very different in 
habit and general appearance from the last ; 
it blooms in winter, at which time its 
intense scarlet flowered, wreath-like shoots 
are unsurpassed by any plant in cultivation. 
It is a free-grower, and equally free in 
blooming ; the flowers last well either on 
the plant or when cut and placed in water ; 
it g^ves a succession from a second growth, 
which the plants will make after tne first 
flowering shoots have been cut The beauty 
of the flowers is much enhanced by the 
dark-green lanceolate leaves which form a 
background to them ; it combines well 
with almost any other description of flower, 
being especially suited for using in large 
vases, where its flat sprays can with the 
greatest advantage be employed as a base 
for lighter-coloured things. Some growers 
have experienced a difficulty in striking it 
from cuttings. The soft sappy nature of 
the young shoots, if they are taken off 
after they have extended considerably, 
causes a liability to damp ; in fact, if 
cuttings are made in the ordinary way, 
very few will root. But if in the spring 
the young shoots that are made after the 
plants have bloomed are taken off with a 
neel when about 5 or 6 inches in length 
and inserted in small pots, drained, and 
filled with silver sand, placed in a tem- 
perature of 70", and covered with pro- 
pagating glasses, not one in twenty will 
tail ; it is the heel of partially solidified 
wood that is essential to success. .They 
must be kept quite moist, and so managed 
will root in a few weeks, after which 
remove the classes, and let them have 
plenty of light. When they get fairly 
established move them into 4-inch pots. 
It does the best in good fibrous loam, to 
which add one-fifth of sand, and drain the 
pots sufficiently, as the roots are very 
impatient of stagnant moisture ; do not 
give too much water till they get well hold 
of the soil. The plant has naturally an 
erect habit — not disposed to branch out 
much ; if required bushy, the shoots may 
be stopped or bent down when they get 
fairly into growth, so as to induce them to 
break back. The temperature may now 
be allowed to rise in the day to 80**, 
with sun heat, and aif be given in the 
morning according to the state of the 
weather ; close while the sun is on the 
glass sufficiently to raise the heat for an 
hour or two up to 85* or 90**, syringing 



overhead at the same time ; be careful at 
all times, but especially after potting, not 
to over-water, for the plant does not make 
so many roots as most things, and will not 
bear the soil being too wet ; they will 
require a thin shade when the sun is 
powerful, but should have plenty of light, 
or the natural straggling haoit will be still 
further increased. By the end of June 
they ought to be moved into their flowering 
pots ; those 6 or 7 inches in diameter will 
be large enough, using soil similar to that 
in which they were last put, with the 
addition of one-sixth rotten dung ; as soon 
as established give manure- water regularly. 
Place a single stick to each plant, which 
will be sufficient to support them ; con- 
tinue the treatment as to heat, air, and a 
thin shade when necessary, until the end 
of August, when dispense with shading 
and the use of the syringe, and give more 
air, which will gradually discourage further 
growth and ripen up the shoots. As the 
autumn advances reduce the temperature 
to 60" in the night, giving 6° more in the 
day. If they are required in bloom by the 
end of the year, it will be necessary to 
keep a portion of the plants 5" warmer, 
and they should be placed where the tops 
of the shoots will all but touch the glass. 
Tliis is necessary to impart both colour and 
substance to the flowers. As the flowers 
become apparent at the axils of the leaves 
the plants will be benefited by manure- 
water, which will not only assist the first 
blooms they make but enable them to push 
the second growth strong, which will also 
bloom. Such plants as aie kept cooler to 
succeed the first lot must not have too 
much water at the root, especially if they 
are kept a little under 60 in the night, 
but it IS not safe to submit them to a much 
lower temperature than this ; before they 
are required to bloom they must be kept 
warmer, and the increased heat will in a 
few weeks cause the flowers to open. 
After the flowering is over allow the soil 
to get considerably drier, and head the 
plants down to within 6 inches of the pots ; 
teep them in a temperature of 65° in the 
night, and give no more water than will 
just prevent the soil getting quite dry, 
until they have broken, and made several 
inches of growth, when, if more plants are 
required, the shoots mav be taken off and 
struck, as in the preceding spring. The 
rest of the plants snould be turned out of 
the pots, two-thirds of the old soil removed, 
and be given pots 2 inches larger, which 
will be big enough to grow them on 
through the ensuing summer ; assist them 
with manure-water when the soil gets 
well filled with roots, and treat in oUier 
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respects as advised for the preceding 
season. This Euphorbia is also very suit- 
able for growing on a back wall, in which 
position it looks well ; but the flowers will 
not be so high-coloured as when th^ 
expand in close proximity to the glass. If 
planted out in such a situation the border 
should be limited in size, as if the roots 
are in too great a body of soil they are 
verjr liable to decav when the plant is hard 
cut in, which it will require after blooming, 
at which time and until some growth has 
been made, the soil must be kept almost 
dry^. Through treatment the opposite of 
this, when so situated, the plant often dies 
after being cut back ; otherwise, as also 
when grown in pots, it will last for years. 
Insects. — Both these Euphorbias are less 
subject to insects than are most stove plants, 
although thrips and spider will sometimes 
attack them ; syringing and fumigation are 
the best means for their destruction. 
Should mealy bug make its appearance, 
lay the plants on their sides, repeatedlv 
syringe freely with tepid water and wash 
with insecticide in the winter when at rest ; 
dress similarly for brown scale in the 
dormant season, and use the sponge when 
the plants are growing, as at this time they 
would not bear an application of insecticide 
strong enough to kill the insects. White 
Bcale 18 so difficult to thoroughly eradicate 
when once it gets upon stove plants such 
as these, that are easily propagated and 
grown quickly, that wnere it exists it is 
better to start afresh with clean cuttings. 

EUBYA LATIFOLIA VABIEGATA. 

This handsome plant is a vari^ted 
variety of the Japanese Eurya latifolia. 
It differs from the normal form inasmuch 
as half the surface of the leaves is white, 
and whilst young suffused with red, giving 
the plant a distinct and handsome appear- 
ance. In form the leaves are most like 
those of the Orange but somewhat smaller. 
It is a useful subject for greenhouse or 
conservatory decoration, its bright foliage 
livening up the darker hues of the green- 
leaved plants with which it is associated. 
It is a rree grower, forming a moderately 
dense bushy pyramid ; it strikes freely 
from cuttings made from the points of the 
shoots in a half-ripened condition, such as 
are usually in a suitable state about July, 
when the current season's growth is par- 
tially solidified. Select those that are of 
medium strength, take them off with about 
three or four leaves, severing at a joint ; 
put three or four together in 6-incn pots 
nlled with sand, keep moist, shaded, and 
covered with propagating glasses in a tem- 



perature of 70'. They may be expected to 
root in about two months, when remove 
the glasses gradually, and place singly in 
3-incn pots in good fibrous peat with some 
sand aaded ; keep moderately close until 
the roots begin to move freely in the soil, 
and afford for a few weeks a temperature 
of about 60° by night, with a rise in t^e 
day proportionate to the time of the vear. 
AfterwMxis reduce it to 50', the object 
being to just keep the young plants moving 
slowly through tne winter, particularly in 
the formation of the additional roots neces- 
sary to support the top-growth that they 
will make m spring. Give a little air in the 
day when the weather will permit, and 
water as the soil seems to require it. To- 
wards April they will need moving into 
5-inch pots, and soil similar to that of the 
first potting should be used. 

This Eurya is only a little short of being 
hardy in the mildest parts of England, but 
it will be best to treat the young stock 
through this first summer to an inter- 
mediate temperature, say 55' to 60° in the 
night and 70 to 75' by day, with more air 
in the daytime than juimitted to the occu- 
pants of the stove. Pinch out the points 
of the leading shoots to cause the lower 
eyes to break, with a view to the plants 
being sufficiently clothed down to the base. 
Shade slightly m the middle of the day, 
keep the atmosphere moderately moist, 
and syringe overhead at closing time in the 
afternoons. By the end of June pots 2 
inches larger will be required, and tne soil 
now used should be more lumpy. If the 
plants do not branch out sufficiently they 
must again have the points of the strongest 
shoots pinched out. Continue to treat as 
before until the middle of September, when 
cease shading and syringing overhead, give 
more air and gradually reduce the tempera- 
ture to that suited for the generality of 
greenhouse plants — say 40' in the night — 
Keeping them at this through the winter. 
Give pots 2 or 3 inches larger about April, 
and pinch out the points of the strongest 
shoots. Ordinary greenhouse treatment 
will be the best after the plants have 
reached this stage; continue to syringe 
overhead in the afternoons in oright 
weather, give plenty of air and light, and 
shade so lar as found needful to prevent 
injury to the leaves, to which, in common 
with other variegated-leaved plants, it is 
more subject than are those that have their 
foliage wholly green. Beyond this nothing 
more will be required except addition^ 
pot-room as needed. When the plants 
nave grown to a size of 6 or 7 feet, forming, 
as when well managed they do, handsome 
densely-clothed pyramids, they are very 
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effective in a large house. When they get 
thin and straggling they will bear cutting 
back in spring moderately close, which 
will cause them to break out and get re- 
dothed with new branches ; they should 
be put in a little heat, and freely syringed 
overhead until they have made new 
^;rowth. 

INSECT& — Aphides, thrips, and red 
spider will live on this plant, but, where 
syringing is attended to in the growing 
season as advised, they are seldom trouble- 
some ; if these insects make their appear- 
ance fumigate and wash with insecticide. 
Should scale affect it, the leaves must be 
<jarefully sponged. 

EXTETALE FEBOX. 

This is a splendid stove aquatic, the 
only species of the genus known. It has 
very large leaves, often growing to a size of 
3 feet in diameter. Like those of Victoria 
r^ia, they float on the top of the water. 
The flowers are large, in colour red, with 
« shade of violet It needs a large tank to 
grow in, and the water, as well as the house 
in which it is located, should be kept at a 
high temperature. 

It is raised from, seeds which require to 
be sown and treated similarly to those of 
Nymphseas, which see. It flowers to- 
wards the latter end of summer. A native 
of India. 

EUBTOLES. 



A small genus of stove Bulbous plants, 
nearly allied to Pancratiums ; they bear 
handsome flowers, and require to be treated, 
both in their propagation and after growth, 
similarly to Pancratiums, which see. 

E, amboiTiendis (syn. : Pancrativm amboi- 
nense). Flowers white. From Amboyna. 

E, aiutrakuica (syn. : Pancratium aus- 
tralasicum). Flowers white. From New 
Holland. 

E. nervosa (syn,: Orinum nervostim). 
Flowers white. From the East Indies. 
All are spring bloomers, varying in accord- 
ance witn the time they are started, and 
the temperature that ia kept up. 

EUTAXIA. 

These are evergreen greenhouse shrubs 
from New Holland ; they are slender- 
growing plants with a somewhat elegant 
appearance when in flower, yet not so 
effective as many others from that and 
adjacent parts. They are moderately quick 
growers ; the method of their propagation 



and after treatment Ib similar to that ad- 
vised for Boronias, which see. 

E. Baxterii, Orange-yellow. 

E, myrtifolia. Orange. 

FABIANA IMBRIOATA. 

An evergreen shrub, almost hardy in 
the mildest, districts. A native of ChilL 
It blooms in spring, and has pretty white 
flowers. It is the only species of the genus 
in cultivation, and does not possess any 
particular merit 

Treatment similar to that advised for 
Mitraria coccinea will suit it 

FAQELIA BITUMINOSA. 

An evergreen twining greenhouse plant 
with yellow flowers, produced in summer. 
It can be propagated and grown on in the 
same way as advised for Kennedyas, which 
see. 

A native of the Cape of Good Hope. 

FIOTJS. 

(Stove,) 

Of Ficuses, there are now several fine- 
leaved kinds in cultivation without in- 
cluding the well - known India - rubber 
plant (F. elastica). Although not requir- 
ing exactly the same cultivation, they can 
all be struck from cuttings made of bits 
of the young shoots; these, if taken off 
early in spring and inserted in sand in 
small pots, kept warm and shaded in a 
confined atmosphere, will root in a few 
weeks, after which they should be moved 
to pots a little larger, in peat or fibrous 
loam. The kinds named below from hot 
countries require a considerable amount of 
heat Through the latter part of spring 
and in the summer they will bear 70* at 
night, and they may be kept proportion- 
ately hotter during the daytime ; shade, 
too, should be given when required, and 
air according to the state of the weather. 
Qive larger pots as the roots seem to want 
more space, out they can be grown with- 
out so much root-room as some plants 
need, as they are gross feeders, and when 
once fairly established can be kept in good 
condition by the help of manure-water, 
of which they will beiBu: a large amount 
In common with all other plants of a 
similar character, they look best when 
confined to a single stem, and should 
therefore be, all through their crowth, 
placed sufficiently far apart to aamit of 
their leaves, during formation, being fully 
exposed to the light, or they will l^k tiie 
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tough texture requisite to enable them to 
last long in good condition. By autumn 
the young stock will have niJEule con- 
siderable progress ; reduce the tempera- 
ture before winter, when 60* at night 
will answer ; give less water during winter, 
but the soil must not be allowed to get so 
dry as to injure the foliage. Give addi- 
tional pot-room in spring and treat them 
as before in the matter of heat, air, water, 
and shade. If afforded sufficient room 
they will grow large, but for most 
purposes it will generally be found better 
to retain them only so long as they are 
within a limited size, and to propagate 
young plants to take tiie place of the old 
ones. 

The following will be found to be de- 
sirable kinds : — 

F. Cooperii. A large-p-ovring, handsome 
species, the leaves of which are deep green, 
and the midrib and nerves bright crimson. 
A native of Australia. 

F. cUalbata. A stout-growing, bushy 
plant, with leaves from 10 to 12 incnes long, 
green above, silvery- white beneath. From 
Peru. 

F. ebumea. This comes from the East 
Indies ; its leaves are from 14 to 18 inches 
in length by 8 or 10 inches in width, ob- 
long-efliptic in shape. 

F elastica. An Indian species that 
thrives much the quickest in stove heat, 
but will live and grow in a temperature 
little above that of a greenhouse. Its bold, 
glossy leaves and vigorous constitution are 
well known ; it is one of the best room 
phmts in cultivation. 

F. elegans. This species has large leaves, 
cordate-ovate, 20 incnes or more in length; 
the young shoots and petioles are covered 
with a downy coat, not unlike that of some 
Rhopalas. A native of Java. 

F, ^csculfata. This has ele^tnt leaves 
with prominent lobes, the divisions being 
deeply cut so as to give the plant an ap- 
pearance like that of some oi the denser 
nonded Ferns. It comes from the South 
Sea Islands. 

F, Parcellii, This is a very distinct 
species from the South Sea Islands ; it is 
a free grower ; the leaves are handsomely 
variegated, dark green and white. 

F, Porteana, A stately species, with 
deep green, thick, glossy leaves of large 
size, rhilippine Islands. 

Insects.-— Few insects affect these plants 
flo as to give much trouble ; the syrmging 
to whicn they are subjected during the 
growing season is generally sufficient to 
keep them clean. When anything further 
is required, syrin^ freely with, or dip the 
plants in, insecticide. 



FIOUS. 

(Greenhotbse.) 

The two forms of creeping Ficus, F. 
repens and F. repens minima, are often 
used as greenhouse climbers with good 
effect for covering walls, for which pur- 
pose they are well adapted by their close 
climbing habit and compact foliage. 

Their propas:ation is of the easiest 
possible description ; they will strike from 
shoot-cuttings at any time of the year, in 
a little warmth, in sand and loam or peat ; 
when they are rooted give larger pota, or 
at once plant them out where they are to 
be grown. The flowers are insignificant 
They come from India. 

Insects. — ^Aphides sometimes affect the 
young shoots, for which fumigate. If 
troubled with scale syringe when at rest 
with insecticide. 

FITTONIA. 

These are evergreen stove herbaceous 
plants of dwarf habit, with compact foliage 
covered with a beautiful varie^ted nettSi 
venation, that stands out prominently from 
the ground colour of the leaves, which in 
some of the kinds is bright green, in others 
of a dark reddish-brown hue. The plants 
have succulent stems that root freely, as 
they spread on the surface, into any loose 
or earthy matter within their reach ; for 
this reason they are most useful for cloth- 
ing the surface of stages and inside borders 
of warm plant-houses, to effect which no- 
thing further is required than to prepare 
a few inches of the top with loose material, 
such as a mixture of peat or loam with a 
little leaf-mould and plenty of sand to 
keep it open. This snould be done in 
spnng just as growth commences, after 
which Mie young plants should be trans- 
ferred to tne spaces prepared for them ; 
they may consist of crowns with three 
or jfour joints each that have been struck 
in the ordinary way by putting them a 
few inches apart in large pans nlled with 
sand, kept moist and close for a week or 
two. 

Fittonias are very useful for filling 
hanging baskets, or for covering the sur- 
face, both top and bottom, of b^ets con- 
taining other plants, as they will root and 
thrive in the Moss that is generally used 
for lining the baskets if this is only kept 
moist, for it is well to observe that they 
require a continually moist medium for 
their roots. They abo look well grown in 
large pans and allowed to hang over the 
sides, covering the whole with a dense 
growth of their exceedingly pretty leavea 
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So free is their growth that they will 
thrive in places where there is much less 
light than most plants will succeed with. 
When they get too high or at all straggling 
they may be cut in, and they will then 
break out again, or the space may be filled 
with fresh plants. All the Fittonias suc- 
ceed best in a warm, moist atmosphere 
such as will answer for most warm stove 
plants, with shade when the weather is 
sunny. 

The following are deserving of cultiva- 
tion : — 

F. argyroneurcL Ground colour pale 
green, profusely netted with silvery-wnite 
nerves. A native of Peru. 

F. giganUa, A strong-growing plant, 
the leaves of which are dark green, prettily 
veined with red. From Ecuador. 

F. rubro-nervia. Medium-sized oval 
leaves, beautifully veined with reddish 
pink, a charming species. From Peru. 

F. Verschaffdtii, Leaves deep green, with 
red veining. Brazil. 

Insects. — Fittonias are easily kept free 
from the smaller insects that affect plants 
in heat by constant syringing, in which 
way the water they require can in a great 
measure be given. If mealy bug attacks 
them, syringe freely with tepid water and 
sponge the leaves afterwards. 

FBANOISOEA. 

Francisceas rank amongst the finest and 
most distinct of flowering stove plants. 
They vary cpnsiderably in size, from the 
small, moderately compact, upright-habited 
F. Hopeana to the broad laurel-leaved F. 
confertiflora, which, when well grown, 
attains a height of 4 or 5 feet, and a dia- 
meter of 3 or 4 feet ; its ample dark green 
flossy leaves form a perfect background to 
Its lai^e purple flowers, deep in colour 
when first opened, but, like those of most 
of the other species, turning gradually paler 
as they get older, until they assume almost 
a white shade. F. confertiflora is un- 
doubtedlv the finest representative of the 
genus, taking all its properties into account, 
although it is eclipsed in size of flower by 
the largest form of F. calycina called F. 
calycina major, but neither this nor the 
smaller form retains its leaves so well as 
F. confertiflora, nor do they grow so freely. 
The beauty of the flowers of most of the 
species is much increased by the white 
ring round the mouth of the tube, which 
is most conspicuous when they first open, 
contrasting well with the intense colour of 
the newly-expanded blossoms. Another 
desirable property which they possess is 
that, in addition to opening their flowers in 



succession, the time of their flowering may 
be so regulated as to have a continuance 
for several mouths, extending from early 
spring untU the summer is far advanced. 
This much increases their value for exhibi- 
tion pui-poses or for general decoration, for 
whicn latter they are invaluable, as they 
will stand in a conservatory when in flower 
in summer. There is one thing in which 
several of the species, more particularly F. 
confertiflora, differ from most plants, and 
that is that, although they need a moderate 
heat to grow well, they will open their 
flowers freely and much finer in colour in a 
cool house and when closely shaded than 
they do in heat This is the more remark- 
able as it is completely at variance with the 
requirements of the greater number of plants. 
There are one or two matters peculiar to 
their cultivation which it is essential not 
to lose sight of. First, at no season, either 
when making their growth or even when 
it is completed and the wood and leaves 
are fully matured, can they bear the effects 
of the clirect action of the sun, or the deep 
glossy green of their leaves will be auickly 
converted into a dingy brown, sickly hue. 
When in flower, too, the colour of the 
blooms becomes bleached in a day or two 
if the sun is allowed to shine upon them. 
The second and equally important point is 
that they should at all times be kept free 
from insects — especially that worst of all 
pests, mealy bug, which if present is sure 
to get the plants into bad condition, for not 
only do the flower-buds get injured by the 
operation of cleaning and fall off, but 
the leaves also suffer. Other insects will 
live on Francisceas, but none else ai-e so 
injurious. 

All Francisceas are easily propagated by 
means of cuttings made of the half-ripened 
wood, which may generally be obtained by 
the end of March from plants that have 
made early growth in the stove. Bits of 
the leading shoots about 4 inches or 5 
inches in length, inserted in small pots 
filled with sand, placed in a temperature of 
70°, covered with propagating glasses and 
shaded, root in a few weeks, after which 
the glasses should be removed. Put them 
where they will receive plenty of light, 
but be shaded from the sun. As soon as 
the cuttings have filled their little pots 
with roots they should be removed into 
others 4 inches or 6 inches in diameter. 
They will all grow in either peat or loam 
or a mixture ot both ; but, like most ever- 
green plants with large leaves, they grow 
freest m peat, which gives the deep green 
colour to the leaves so desirable. In peat 
they make stronger shoots, and these, in 
the case of Francisceas, always produce the 
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most flowers. The peat should be of good 
quality, containing plenty of undecomposed 
vegetable fibre. For the first potting, 
break the soil into bits the size ofacorns, 
and add one-sixth of clean sand ; drain the 
pots sufficiently, and press the soil mode- 
rately firm. Pinch out the points, at the 
same time bending the leading shoot down 
in a horizontal position, which will cause 
more of the latent back-buds to break than 
would otherwise happen if the principal 
growth was allowed to remain uprignt 
They will grow in an intermediate tem- 
perature, but make more progress if kept 
through the summer at 70° during the 
night, with 10° or 15" higher in the day- 
time. Do not allow the shading to remain 
over them when the sun is not out ; for 
although, as already stated, they cannot 
bear direct sunshine, the leaves, if grown 
with insufficient light, will be soft and 
deficient in substance, light being indis- 
pensable to vigorous health. Give air in 
the early part of the day, but close suf- 
ficiently soon to cause the temperature to 
rise for an hour or two up to 90 , syringing 
overhead at the same time. They are free- 
rooting subjects, and by the middle of 
July ^vill require another shift, into pots 
3 inches larger ; at the same time pinch 
out the points of the shoots and tie them 
out so as to keep the plants open ; in other 
respects treat ttiem as before, and supply 
them with plenty of water at the roots. 
By the beginning of September they should 
have more air, and the shading be decreased 
but not altogether dispensed with until 
the sun has less power. Though the dif- 
ferent species will through the winter do 
with a temperature of from 45** to 50°, it 
will, in the early stages of their growth, be 
advisable to keep them warmer, as the 
object will be to get them on in size. A 
temperature of 55° will be a suitable heat 
for them until the end of February, when 
it may be raised 5°. In March again give 
them a shift into pots from 4 inches to 6 
inches larger, according to the kinds, the 
smaller varieties, such as F. Hopeana, F. 
eximia, and F. Lindenii not requiring 
nearly so much room as the stronger- 
growing F. confertiflora and F. calycma. 
A 12-im;h or 13-inch pot is large enough 
for a full-grown specimen of F. Hopeana, 
which is the smallest ; whereas F. conferti- 
flora, when at its full size, will need one 16 
inches or 18 inches in diameter. In other 
respects, as to soil, temperature, shade, and 
moisture, similar treatment will answer 
for all. Again pinch the points of the 
shoots, tying them out, so as to well furnish 
the base of the plants down to the rims of 
the pots. As the season advances increase 



the temperature as before, and give shade, 
air, and moisture as in the preceding 
summer. By the middle of June they wiU 
again require stopping, after whicn the 
treatment will be ot a routine description. 
They will make good decorative plants the 
coming spring, and to atford a succession it 
will be necessary to make a difference in 
the time during which some are allowed to 
remain in heat after the last stopping. As 
soon as the shoots have attained their full 
length, which may be looked for in Sep- 
tember, a portion of the plants ought to be 
at once moved to a cool house, where they 
should have a moderate amount of air, but 
be slightly shaded when the sun is bright, 
as even at this time of the year, when its 
power is fast waning, the leaves will be 
much better not exposed to its full in- 
fluence. The remaining portion of the 
plants may be allowed to remain in heat 
some weeks longer until the flower-buds 
are quite visible, when they also should be 
moved to cooler quarters ; give them less 
water, but at no time must they be kept so 
dry as many things require to be, or the 
large-leaved ones will be found to flag when 
air is given them, and the foliage will be 
injured. They should be kept through 
the winter at from 45° to 50°. A lower 
temperature than this they do not like, 
and anything above it will bring them into 
flower too early in the spring. The plants 
that were allowed to stay the longest in heat 
until their bloom-buds were formed will 
go on increasing them in size during the 
winter, and will flower the earliest, the 
time being easily regulated by giving them 
more or less warmth. Those that were 
first taken out of heat will make little 
progress until the days begin to lengthen, 
when the increased solar warmth will 
cause the buds to swell. They will keep 
gradually, but slowly, increasing in size 
until they expand. Plants thus managed 
may be kept, placed in a north house at 
the end of April, to bloom in July ; in 
all cases shading when the sun is bright, 
even as early as the beginning of March. 
In their ability thus to set flowers in 
a lower temperature than that in which 
they have been grown they differ from 
most plants. After blooming they should 
have their shoots cut back, so as to keep 
them bushy. If not shortened in each 
season before they are started into growth, 
they would soon get into a loose, stra^ling 
condition. Agam place them in neat ; 
although they do not rec[uire it, they will 
while growing bear as high a temperature 
as most plants. As soon as they have 
broken into growth they will require re- 
potting ; give a shift proportionate to the 
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condition of the plants and the size and 
strength of the species grown. From this 
time forward they will not need much, if 
any, stopping, except in the case of such as 
have bloomwi early in the spring, and in 
other respects they should be managed as 
in the past season. If kept free from in- 
sects and fairly treated they will last for a 
number of years, assisted during the grow- 
ing season with a regular supply of manure- 
water. When they get into pots as large 
as it is desirable to put them, and the soil 
in these is exhausted, they may be headed 
back to half their size, and, when they 
have broken, be turned out of the pots, 
have the old soil removed, and placed in 
smaller ones. Thus treated, they can be 
furnished with strong flowering shoots, 
even superior to what tiiey possessed in the 
early stages of their existence. 

The undermentioned sorts are all de- 
serving of cultivation : — 

F, acaminata. An old, but handsome 
kind, distinct in appearance. The flowers 
are purple. A native of Rio de Janeiro. 

¥\ confertiflora. A free, dense-growing 
species, one of the finest exhibition plants 
in existence, and suitable for conservatory 
decoration, the deep purple colour har- 
monising well with that of almost any 
other flower. It comes from Brazil. 

F, confertiflora va/riegaUu A form of the 
precedinf^, with leaves prettily variegated 
with white. The flowers are in no way 
different from those of the original species. 

F. calycina major. This is a large- 
flowering, strong- wooded kind, with ample 
leaves and very large deep-coloured flowers; 
the latter are not produced in such numbers 
as in the case of F. confertiflora, but, never- 
theless, it is a splendid sort From BraziL 

F. eximia, A somewhat erect-habited 

Elant of moderate growth, producing large 
eads of purple flowers. Also a native of 
Brazil. 

F, Hopeana (uniflora). A small-growing 
species that produces its flowers freelv 
from short spurs up the branches, as well 
as from the points of the shoots and axils 
of the leaves. The colour is pale purple or 
Hlac, changing to white. Brazil. 

F, lAndenvL A smaUish-growing species, 
with dull-coloured leaves and very oright 
purplish flowers. A very desirable plant 
for general decorative purposes, not so well 
known or so extensively grown as it de- 
serves to be. BraziL 

Inbbots. — Thrips, red spider, and green- 
fly will sometimes make their appearance 
upon Francisceas, but from the repeated 
use of the syringe during the growing 
season, they do not often become very 
troublesome. Copious syringing and fumi- 



gation will be found suflicient to destroy 
these pests. Should mealy bug and scale 
appear they should have no quarter, or 
tney will, if allowed to get numerous, re- 
duce the plants to a condition that pre- 
cludes the possibility of their flowering 
satisfactorily. They must be diligently 
sought after during the growing season, 
and the spon^ and a soft brush used for 
their destruction, and when the plants are 
at rest give repeated washings, syringings, 
and dippings with some insecticide. 

FEANOOA. 

These are herbaceous plants, natives of 
Chili ; they are nearly hardy, and do well 
in a cool greenhouse. Although they have 
been long known in this country, they are 
not so numerous as their merits entitle 
them to be. F. ramosa is particularly 
valuable, for where a sufficient quantity of 
this kind is grown to admit ot its being 
freely used, its tall, slender flower-stems 
produce a telling effect Francoas are pro- 
pagated from seeds. They can be sown at 
different times, fi-om February to mid- 
summer, but the earlier period will usually 
be found the best, as then the seedlings 
have all the season before them to attam 
strength : the seed should be sown in a 
well-drained pan filled with sifted peat, 
to which enough sand has been added to 
keep it open. Press the soil down smooth, 
do not sow the se^s too thickly, and only 
just cover them with a little of the finest 
soiL Before sowing see that the material 
is moist enough without being too wet 
Put a sheet of glass over the top — this will 
keep the surface damp and so prevent the 
necessity for giving much water until the 
seeds have vegetated ; stand the pan in a 
temperature of 50% which will be quite 
warm enough. As soon as the seedUngs 
make their appearance dispense with the 
glass over the pan, give water as required, 
and stand the plants where thev will get a 
fair amount of light When they are big 
enough to handle prick them out 2 inches 
apart in large pans of well-prepared soil — 
either peat or good loam will answer ; if 
the latter is uscS add as well as some sand 
one-sixth of leaf-mould. They will get on 
faster for a time this way in pans than if 
put at once into little pots, on account of 
the soil being more easily kept in riffht 
condition as to water. By the end of Mitiy 
remove them to a greenhouse, or frame, 
keeping them moderately moist, and giving 
air daily. Before the leaves get crowdea 
put the little plants singly into 4 or 6 inch 
pots, and encourage them to make growth. 
Some of the strongest will most likely 
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want to produce flower-spikes towards the 
end of summer, and if flowers are needed 
they may be allowed to bloom ; but if the 
object is to get the plants as strong as pos- 
sible the second year, it is well to pinch 
them out If, before the autumn is too far 
advanced, any seem to be short of room, 
give them pots an inch or two larger, and 
encourage them to root into the new soil 
before winter, during which season they 
will do anywhere out of the reach of fi-ost ; 
keep them a little drier at the roots through 
the dormant time. In the spring those 
that were not potted in the autumn must 
be shifted, the size of the pots being regu- 
lated by the strength of the plants. This 
season they may be expected to bloom well. 
At the time the flower-spikes are about to 
make their appearance they are much 
strengthened by weak manure-water once 
a week. 

F, appcndiaUata, Bears reddish-crimson 
flowers, and makes an effective pot plant. 

F. ramoscL This is the best Known, and 
may be looked upon as the handsomest 
and most useful kind ; its pretty white 
flowers stand conspicuous among anything 
else with which they are associated. 

Insects. — For aphides, which are some- 
times troublesome on these plants, fumi- 
gate. 

FUCHSIA. 

The combination of good properties 
which the family of Fuchsias possess is 
80 well known that it is needless to say 
anything here in their favour. Much has 
been done in raising seedling varieties, by 
which the size and colour of the flowers, 
and the general habit of the plants, have 
been greatly improved. 

They are among the easiest of greenhouse 
plants to propagate, and their after growth 
IS no more difficult Cuttings will strike 
at any time of the year when soft shoots 
that have not formed flowers can be had. 
The principal thing to be kept in view is 
the necessity for getting the plants well on 
in size early in spring, as the natural dis- 
position to bloom when the summer season 
approaches is such that they make much 
less progress afterwards. To obtain mode- 
rate-sized examples that will come into 
flower as the spring gets advanced, and in 
summer, the cuttings should be struck in 
the first months of the year, say at the be- 
ginning of February ; for this purpose old 
Elants, of the sorts to be increaised, should 
e placed in an intermediate heat at the 
latter end of December ; here theywill 
break into growth immediately. When 
the young shoots are 2 or 3 inches long 
take them off and insert half-a-dozen to- 



gether in 6-inch pots flUed with sand; 
stand in a temperature of 65", keep them 
moist and close, and they will root in a 
fortnight, after which let them have the 
full air of the house ; move singly into 
3-inch pots in good turfy loam, broken fine, 
to which add some rotten manure, leaf 
mould, and sand. As soon as they begin 
to grow stand close to the ghiss, and keep 
the night temperatui*e now about 60**, witn 
a little more in the day ; syringe overhead 
in the afternoons and let the atmosphere 
be moderately moist As the sun's power 
increases give a little shade in the middle 
of the dav, syringing overhead in the after- 
noons ; tlae plants will now grow apace. 
Varieties that do not branch freely should 
have the points of the leading shoots 
pinched out, but many of the sorts now 
grown will make side-growths sufficient 
without stopping. When the roots get 
well hold of the new soil move into pots 4 
or 5 inches larger, and let the soil now be 
more lumpy, but well enriched, and make 
it firm in the pots. Treat as before in the 
matter of moisture, admitting more air as 
the spring advances, and continuing to 
shade when necessary. Each plant should 
now have a stick for support ; if the object 
is to grow all or any part of the stock 
larger, they must again be moved, this 
time into pots from 10 to 12 inches in 
diameter ; stop the points of all the shoots, 
including the leader, and continue to treat 
generally as before. Plants so managed 
may be expected to flower profusely in 
July, and tnrough the following months ; 
such as were let to bloom in tne second 
pots they were moved to from the cutting 
state will bloom in May. In all cases 
their flowering may be prolonged by the 
use of manure- water, given in a weak state, 
if too strong it will cause the flower-buds 
to fall off. Where very large specimens 
are required it is best to strike the cuttings 
about August, to keep them growing slowly 
through the winter, and to pot on as 
advised for the winter-struck stock. 

Old plants with the branches cut back 
freely early in spring, put in a little 
warmth, and just as they have broken* 
shaken out of the old soil and repotted in 
new, treated afterwards as recommended 
for the younger stock, will make large 
specimens that will bloom welL In this 
way they can be made to do duty for 
several years, but young plants are better 
furnished, and have a nicer appearance. 

The undermentioned is a good selec- 
tion: — 

SINGLE DARK YABXETIBS. 

F. CovefU Garden Scarlet. 
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F. Earl of Beaeonsfield. 

F. Eclipse, 

F. Enoch Arden. 

F, Gaspar, 

F, Lord Derby, 

F. Sir W, 0, Armstrong. 

F, Swanley Oem, 

F, Try me 0, 

F. Wave of Life, 

SINGLE LIOHT VARIETIS8. 

F, Arabella, 

F. Covent Garden WhiU, 

F, Evening Star, 

F, Guiding Star. 

F. Lcdy Heytesbury, 

F. Lustre. 

F. Maid of Honour. 

F. marginata, 

F. Minnie Banks. 

F. Roue of Castile. 

VARIETIES WITH WHITE COROLLAS. 

F. Avalanche, (Smith) Double. 
F, CanneWs Gem, Single. 
F. Delight, Single. 
F, Jeanne d!Arc, Single. 
F, Kingsburyana, Double. 
F. Miss Liuy Finnis, Double. 
F, Mrs, E, Bennett. Single. 
F, Mrs, H, Cannell. Double. 



DOUBLE DARK VARIETIES. 



F, 

F, 
F, 
F. 



Alpha, 

Avalanche, (Henderson.) 

Depute Berlet, 

Harvest Home, 
F. King of the doubles, 
F, Nestor. 
F. Sir Garnet Wolseley. 
F. Tower of Ltmdon. 

The following species, and distinct 
hybrids, are handsome kinds : — 

F, Corallina, 

F, corymbiflora. 

F. corymbiflora otto. 

F, Dominiana. 

F. procumbens. 

F. splendens. 

Insects. — Fuchsias are much subject to 
the attacks of both red spider and aphides ; 
for the former syringe continually through 
the growing season ; for aphides, fumigate 
with tobacco, repeating the application, 
but not severely, until the insects are de- 
atroyed. 

QABDENIA. 

Few stove plants are such general 
favourites as Gardenias, and few have so 
many properties calculated to render them 
generally useful. Considerable numbers 
of them come from China, the East and 



West Indies, South America, and one or 
two from Sierra Leone, of which the 
singular Q. Stanleyana, so very unlike the 
generality of the other species, is a note- 
worthy example. With one or two 
exceptions, they are all evergreen shrubs, 
mostly possessing a dense, compact habit 
of growth. The species held in high 
estimation are comparatively few, but these 
few are deservedly prized for their exquisite 
frajjrance, and for the freedom with which 
their blossoms are produced during a con- 
siderable portion ol the year, especially in 
the spring, when sweet-scented flowers are 
scarce. They are also particularly well 
adapted for bouquets and the decoration of 
vases on account of their soft milkv-white 
colour and agreeable perfume. The im« 
opened buds and newly-expanded flowers 
of Q. citriodora — quite distinct in appear- 
ance from the other members of the family 
— are largely used in place of Orange 
blossom, for which they form a by no 
means indiff^erent substitute. To have 
Gardenias in flower in winter the plants 
require to be prepared by well maturing 
their growth in autumn, but they should 
never l)e allowed to become quite dormant 
through want of warmth. Tney are easily 
grown, and are remarkably free bloomers, 
but there is one point in their cultivation 
that demands special notice, and that is 
that where required to be grown in any- 
thing approaching a condition that will fully 
exempniy their flowering capabilities, they 
must be kept free from the attacks of 
insects, such as mealy bug, a pest with 
which they are great favourites, and 
which, if once allowed to obtain a footing, 
will give an unlimited amount of trouble. 
The propagation of Gardenias is easy if 
cuttings from half or fully ripened shoots 
are made in March, at whicn time they 
can be had in that condition from plants 
that have been kept in a brisk heat through 
the winter for early flowering ; insert them 
singly in small pots drained and half filled 
with a mixture of equal parts of peat and 
sand, finishing off with fine sand and 
covering with a propagating glass. If 
placed m a temperature of 70* and kept 
moist they will root in a few weeks, when 
the glass may be removed. In May move 
them into 3 or 4 inch pots. They will 
grow in either peat or loam, but the former, 
where it can 1^ had of a fibrous character, 
is best. If peat of a heavy close description 
only is obtainable, it is better to grow them 
in turfy loam ; break the fibrous parts up 
into small pieces, and add one-sixth of 
rotten manure and as much sand as will 
keep the whole porous ; in all stages of 
their existence this is necessary, as they 
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require a plentiful supply of water when 
growing freely. Pot them firmly, and 
place tnem where they will receive plenty 
of light in a temperature of about 65° by 
night, allowing 10** or 15** more in the 
daytime. Give air as required in the 
early part of the day, and shade from the 
sun during bright weather. Close early in 
the afternoon, and syringe well overhead. 
Ab the shoots exten<{ pinch out the points 
of the strongest, so as to cause them to 
break back ; they will then grow rapidly 
and make roots fast fiy the end of June 
the stronger growers will have filled their 
pots, and should be at once moved into 
others 2 or 3 inches larger. The treatment 
lust given will apply to all the varieties 
hereafter recommended to be grown, except 
the small G. citriodora, for which 4 or 5 
inch nots will be sufficient the first season. 
Let tne soil now used be somewhat more 
lumpy, and add to it a proportion of rotten 
manure and sand similar to that previously 
employed. 

After potting do not give quite so much 
water to the roots until they have fairly 
got hold of the new soil ; pinch out the 
points of all the strongest snoots, and tie 
them down in a horizontal position, which 
will induce them to break back as well as 
push additional growth from the points; 
continue the treatment as already re- 
commended, closing the house in the after- 
noons through July and August, so as to 
cause the temperature to rise for a couple of 
hours to 90**, and give liquid manure every 
other time they are watered. Managed 
thus, they will grow both vigorously and 
rapidly. At the banning of September 
the temperature may be reduced a few 
degrees both by day and night ; they may 
also have more air, shade being only needed 
in the middle of the da^^ when the weather 
is very clear. None of the species require 
much support, but during the latter part 
of the summer it will be foimd advisable 
to apply a few sticks, so as to open out the 
shoots a little — ^treatment which will much 
assist them in ripening the wood and in 
inducing the formation of flower-buds ; 
reduce the heat as the power of the sim 
declines, and for the two concluding 
months of the year they may be kept in a 
night temperature of 65° with 10 more 
warmth during the day ; diis will stop 
them from mamng much progress. 

If required in flower early, a portion of 
the plants must be placed at the commence- 
ment of the year in a night temperature of 
66*, with an increase of 5® in the daytime, 
keeping them near the glass and the soil 
moaerately moist; this will soon induce 
the bloom-buds to swell, and they will 



then open in succession, those on the 
strongest leading shoots being the first In 
cutting the flowers, no more of the wood 
than can be avoided should be taken, as 
generally from both sides of the bloom- 
buds they will push growth, which will 
set and produce a second crop of flowers. 
The same plants will keep on opening a 
succession of flowers for a considerable 
time, but others should be brought in at 
intervals to keep up the supply. Such as 
are wanted to bloom later on in the 
spring must be kept at a temperature 
similar to that recommended for the end 
of the year until the days begin to lengthen 
in March. They may then be placed 
where they will receive an increase of heat 
similar to that suggested for the early 
flowering portion. As they go out of 
bloom, lx>th those that flowered early and 
those that bloomed latest ought to be well 
cut back, and if they have any insects 
upon them they should, when thus denuded 
of soft growth, be thoroughly washed with 
or dipped in some insecticide strong 
enough to kill both the full-grown insects 
and their eggs. This washing may with 
advantage be repeated two or three times 
in the course of a fortnight before they 
have commenced to make fresh growth^ 
and they should be kept in a temperature 
sufficiently high to push them on. As 
soon as they have broken freely turn them 
out of their pots and remove as much soil 
from the balls as can be taken away without 
destroying many roots. Give a 4 or 6 inch 
shift, according to the size require, increas- 
ing the temperature as the season advances, 
shading when needful, and giving air and 
syringing daily as in the preceding summer. 
When tne pots get filled with roots 
manure-water must be liberally supplied^ 
and any shoots that take an undue lc»d 
should be shortened. They will not require 
stopping this season, as they are naturally 
of a Dusny habit, and if the shoots are kept 
tied out they will generally break of tibeir 
own accord as well as push up numbers of 
strong growths from the bottom. In the 
autumn, as before, keep them drier, and 
discontinue both the use of the syringe 
and shading, giving more air and less heat, 
and wintering as previously advised. 
After flowering thev may again be cut 
back, the soil partially removed, and new 
material substituted, using larger pots ; if 
smaller plants are considered preferable, 
the old ones may be destroyed and others 
of less size selected ; but to accomplish this 
fresh stock should be struck each year and 
grown on as already recommended. 

The following kinds are all good and 
well deserve attention : — 
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G. dtriodora, A dwarf-growing plant, 
with much ftmaller flowers than any of the 
others ; a dedrahle sort for either large or 
small collections. A native of Natal. 

0. florida, A pretty kind with medium- 
sized white flowers, very sweet scented. 

&. Fortunei, A strong-growing kind 
from China, the flowers of which are pro- 
portionately larger than those of the 
above. 

O. intermedia. For ordinary purposes 
this may be considered the best or all 
Gardenias. The flowers when first opened 
are milk-white, turning yellow as they get 
older. It is good in foliage and a free 
grower and flowerer. 

0. intermedia variegata. A variegated 
form of the preceding in which the leaves 
are prettily marked ; flowers the same as 
those of the green sort. 

O, radicans, A low-growing compact 
kind, with small leaves, bemng very 
pretty highly - perfumed flowers, white 
when first open, but turning pale yellow 
as they get older ; a native of China. 

0. radicans mc^or, A larger and stronger- 
growing variety than the preceding. 

G, Sanleyana. A remarkable plant, 
very distinct from all others. It attains a 
considerable size, and the branches assume 
a flat horizontal position. Its singular- 
shaped, white, purple-spotted flowers are 
produced on the upper sides of the shoots, 
and stand above the leaves. Anyone 
reouiiing a very distinct flowering plant, 
differing h*om anything else in general 
cultivation, will not be disappointed with 
this. From Sierra Leone. 

Insects. — As regards insects, Gkirdenias 
as alreadv said are particularly subject to 
Uie attacks of scale and mealy bug, which 
must be diligently sought for during 
the growing season and destroyed by 
sponge and bnish, and also by washing 
with insecticide, which, however, it is not 
safe to use after the flower-buds are formed. 
If thrips or aphides make their appearance 
they are best destroyed by fumigation. 
Bed spider is rarely troublesome, the 
continued syringing needed during the 
growing season generally keeping it in 
check. 

aABDOQUIA. 

This is a small genus of ereenhouse 

Slants, indigenous to the cool parts of 
outh America. They are now seldom 
met with in cultivation, being of com- 
paratively little decorative value. Except 
that they are more tender, they succeed 
under conditions such as advised for 
Myrtles, which see. 



The undermentioned are the best 
kinds : — 

(?. Gilliesii. An evemeen species with 
lilac flowers. From Chui. 

G. Hookeri, Also an evergreen, bearing 
scarlet flowers. A native of Carolina. 

G, muUiflora, Flowers purple, evergreen. 
From Chili. 

All the above are summer bloomers. 

aASTBOLOBIUM. 

Most of the species of G^trolobium are 
found in the Swan River district. They 
are slender low-growing evergreen green- 
house shrubs, witii pretty yellow or yellow 
and red flowers, but are not effective 
enough to admit of their being classed as 
more than second-rate. Their method of 
propagation and general treatment is 
similar to that which answers for Choro- 
zemas, which see. 

The undermentioned are held in most 
estimation : — 

Q. Drummondii, 

G, Hendersonii, 

G, Leakeanum. 

G. trilobum, 

QASTBONEMA. 

These are evergreen greenhouse bulbous 
plants that have pretty flowers. Their 
mode of propagation is by offsets like 
Amaryllis, and tneir general treatment is 
similar to that advised for Vallota pur- 
purea, which see. 

The species in cultivation are few. 

G, clavaium. Flowers white. A native 
of the Cape of Good Hope. 

G, sanffuineum. Has red flowers. It 
comes from Caffraria. 

aEONOMA. 

A genus of handsome Palms, some of 
which are so distinct and beautiful as to 
deserve being included in the most select 
company in the stove, as unfortunately 
they require a brisk neat to keep them 
in good condition. 

For propagation and cultivation, see 
Palms, general details of culture. 

G, eleaans, A slender-growing species, 
the lea^blade is bifid and entire, except 
near the base, where it is divided into 
several pinnae. From Biazil. 

G, gracilis. A small-growing species, 
with pinnate leaves, which droop much, 
giving the plant a graceful appearance. 
Costa Rica. 

(?. Seemanni. This handsome plant 
seems to be a fine variety of G. Martiana ; 
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it is a distinct and desirable kind, and 
does noi take up too much room. The 
Btem is of moderate strength, the leaf- 
blade large, plaited and entire, bifid at 
the extremity, presenting a perfect con- 
trast to the pinnate-leaved species. CJentral 
America. 

0. Verschaffeltii. A handsome kind, with 
moderate-sized leaves, sufficiently distinct 
in form from the species before named. It 
comes from South America. 

QESNEBA. 

The species of Gesnera generally culti- 
vated are mostly tuberous-rooted plants, 
but others are also grown. The greater 
portion of them are indigenous to Brazil 
and the South American continent, con- 
sequently they are stove plants, and a con- 
sicierable amount of warmth is necessary 
in order to grow them successfully. Some, 
like G. Cooperii, bear a profusion of in- 
tensely vivid scarlet flowei-s, which remain 
long in perfection ; others, of which G. 
zebiina may be taken as a type, possess, 
in addition to handsome red and yellow 
flowers, exquisitely beautiful leaves, the 
upper surface of which is clothed with 
reddish hairs, thus giving it a soft velvet- 
like appearance. The moderate size which 
Gesneras attain, and their naturally free 
growth, render them well worth a place 
amongst the most easily managed of stove 
plants. 

The tuberous species may be propagated 
at diflferent times of the year, according to 
the early or late period at which they are 
started into growth. The ma<^t satisfactory' 
method of propagaticm is by means of 
cuttings made from the young shoots, which 
spring freely from the crown, as in the 
case of Gloxinias. Supposing the plants, 
after blooming in summer, to have been 
gradually dried off, they should, at the 
beginning of the year, be placed in a moist 
stove, with a temperature of 60** in the 
night, and a rise of 10" by day, giving just 
as much water as will slightly moisten the 
soil ; thus treated they will soon commence 
to grow. When the shoots have attained 
a length of about 2 inches they may be 
taken off immediately under the first joint, 
and the leaves removed therefrom ; put 
them in a well drained pan in which is 
placed a little fine sandy soil, filling up 
with silver sand. Insert the cuttings 
fiufliciently far apart to prevent crowding ; 
give a little water, and cover with a bell- 
glass. If bottom heat can be supplied they 
will root quicker. As they strike readily 
they will, in the course of a few weeks, 
have rooted sufficiently to bear moving 



into small pots, which must be well 
drained and filled with a mixture of 
sifted loam, to which has been added one- 
fourth of sifted leaf-mould, and as much 
sand as will give porosity to the whole ; 
water slightly, and again* partially cover 
for a few days with glasses, or put them 
in a propa^ting frame, to which admit 
air gradually, and, as soon as they give 
evidence of making growth, inure them 
by degrees to the full air of the house. In 
the course of six or eight weeks they will 
have made considerable progress, and will 
require removal into pots 4 or 5 inches in 
dianieter, in soil of a character similar to 
that employed for the first potting, but in 
a rougher and more lumpy condition. 
Through the summer subject them to an 
ordinary stove temperature, with sufficient 
air durmg the day. Keep them near the 
glass where they will receive plenty of 
light, but they snould have a little shade 
in the middle of the day during bright 
weather. A neat stick to each will be 
necessary to support the shoot. Stopping 
should be avoided, as the object this first 
season is to encourage all the leaf-growth 
possible, upon which will depend tne size 
and strength which the tubers will attain. 
From their natural free habit of flowering 
the strongest plants will very likely form 
flower-spikes towards the end of summer ; 
but as tne object is, as has just been stated, 
to get as much strength as possible into 
the tubers, we should recommend the 
bloom being pinched out, as, if allowed 
to go on, it will considerably restrict the 
growth of the plants. All through the 
season they must be attentively watered at 
the roots and syringed overhead in the 
afternoons when the house is closed. 
Keep the soil sufficiently moist so long as 
they evince a disposition to grow, s%«r 
which cease syringing, give less shade, but 
do not allow the soil to become dry so long 
as the leaves retain full vitality. Wnen they 
begin to show signs of going to rest gradn- 
ally withhold water until the tops are dead, 
when the soil should be allowed to become 
almost ouite dry. The pots should now 
be placea on a shelf or m some position 
at tne coolest end of the stove, where they 
will be secure from drip from the roof or 
from water running irom other plants. 
We mention this, for it is a common occur- 
rence to see tubers of these and other 
plants when at rest put under stages or 
on damp floors from which they either 
absorb moisture, or receive that which 
drips from above, by which means the 
soil, instead of being all but dry, is so wet 
that it either causes decay or prematurely 
starts them into growth. They must not 
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moreover, be subjected to too low a tem- 
perature wben at rest or the tubers will 
rot. From 60** to 65* at night is as low as 
they can safely be kept. Early in the 
ensuing year the old soil should l>e shaken 
from them, and they should be shifted 
into pots proportionate in size to that 
which the tubers have attained. Those 
that have done well will bear moving at 
once into pots 6 or 7 inches in diameter ; 
a size less will do for the smaller roots. 
Drain and fill the pots with soil such as 
that recommended for the preceding year ; 
the more fibrous material it contains the 
freer will the growth of the plants be. 
Always place the pottinp material before 
use where it will get a bttle warm ; let it 
be in rather a dry than in a moist state. 
It often happens' with these, and tubers 
of a similar character, that they are 
suddenly transferred from the dry soil in 
which they have been at rest to new soil 
that contains too much moisture, from 
which they absorb so much as to cause 
their destruction. 

In potting allow the tops of the tubers 
to be just above the surface of the soil, and 
press the latter moderately firm ; place 
them on a shelf in a house or pit where 
the temperature will be 60** during the 
night, with a proportionate rise in the 
daytime. Give water enough to fairly 
moisten the soil directly the tubers begin 
to push. It is important that they have 
sufficient light as soon as shoot-growth 
commences, for if their first efforts in this 
direction are made in a dark situation 
the shoota quickly become drawn up weak, 
a condition that no subsequent treatment 
during the season can rectify. As solar heat 
increases give more warmfli both day and 
night. The time of their blooming will 
vary with the higher or lower temperature 
to which they are subjected, but tney may 
be expected to show flower in April or 
May. When the bloom spikes appear see 
that they do not receive too much wet 
through syiinging in the after-part of the 
day, as wet often causes the individual un- 
expanded flowers to drop. When the 
flowers begin to open the plants may be 
placed in a somewhat cooler situation, 
such as an intermediate house or a warm 
conservatory away from draughts ; keep 
the soil while they are in a position of this 
kind a little drier than hitherto, but on 
no account must they be placed where too 
cold, or they will receive a check that will 
endanger their health and cause the blooms 
to iall oflf prematurely. If userl for de- 
corative purposes in this way they should, 
as soon as the flowering is over, be at once 
moved back to the stove and regularly sup- 



plied with water until they exhibit signs 
of going to rest If, on the other lumd, 
they are not removed during the time of 
flowering from the stove, plants that are 
started early in the year, as these were, 
will generally push up a successional crop 
of young shoots, much in the way ihdX 
Gloxinias do, which will bloom later in 
the season. During this second growth 
weak applications of manure-water will 
materially assist Uiem. Through the 
autumn give more air and subject them 
to a drier atmosphere until the tops have 
died down ; winter as before. By retard- 
ing growth until late in the spring they 
may be had in bloom through the autumn 
if required. The flowers can be used for 
cutting, but they are better adapted for 
decorative purposes on the plants. If care- 
fully managed the tubers go on increasing 
in size, and will last for many years. This 
class of Gesneras may also be increased by 
division of the tubers. 

The ornamental -leaved kinds, which 
also produce beautiful flowers, are mostly 
herbaceous, and have scaly roots not unlike 
those of the nearly allied genus Achimenes. 
They will strike from cuttings made of the 
young shoots, either consisting of the top 
and two or three joints, or of a couple or 
even of a single joint from the lower por- 
tion of the shoots, when not too hard or 
woody, inserted in silver sand, and covered 
with a propagating glass ; for the most 
part they are, however, usually increased 
by division of their scale-like roots, which 
they form in considerable numbers. These 
may either be used whole or cut into pieces, 
according to the scarcity of the kinds or 
the quantity required ; but, although a 
small piece, with care, will grow, still, as 
might be naturally supposed, the larger 
the pieces the stronger tne plants will be. 
For ordinary purposes the roots used whole 
are best As this very beautiful section of 
Gesneras is the most useful when in flower 
through the late and earliest months of the 
year, it is not wise to start the plants too 
soon ; April will be time enough. The 
most convenient practice is to procure 
some good-sized propagating pans, arained 
and two-thirds fillea with sifted soil made 
sufliciently light by the addition of a little 
leaf-mouli and sand. Gently press the 
surface smooth ; on this lay the roots 2 
inches apart and cover with half-an-inch 
of similar material. At once place them 
in a night temperature of 60** or 65**, keep- 
ing the soil only slightly moist imtil they 
have begun to grow. As soon as the young 
shoots have pushed up an inch above the 
surface move them singly into from 3 to 5 
inch pots, according to the strength of the 
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roots, ufiing soil a little coarser than that 
in which they were started. With this 
section it is even more important than 
with the first-mentioned to keep them 
near the light, as the general appearance 
of the plants is quite as much a matter of 
consideration as are the flowers they ulti- 
mately bear ; unless all their leaves are 
retained in a fresh, healthy condition until 
the blooming is finished half their beauty 
is lost, and this is not possible if the leaf- 
development takes place under insufficient 
light They re<][uire shade when the sun 
is bright, otherwise the leaves do not attain 
their wonted lustre. Increase the tem- 
perature as the days lengthen, apply water 
to the roots regularly, and syrmge over- 
head in the afternoons. By July the 
strongest plants may be moved into 6 or 
7 inch pots, the weaker ones receiving pro- 
portionately less room ; or two or three of 
these may be put in a pot of the larger 
size, but when sufficiently strong they 
look best grown singly. They will need 
a thin stick to each snoot to keep them in 
an erect position. As autumn advances 
cease shading and the use of the syringe, 
and gradually decrease the heat, but this 
should not be reduced lower than that in 
which they were first started. Their time 
of blooming will be regulated in a great 
measure by the heat in which they are 
kept through the winter ; in an ordinary 
stove they will be in flower during December, 
January, and February, and where wanted 
later it is well to start a few bulbs after 
the time advised the preceding spring. 
When the flowering is over, dry them off 
and store them where they will be neither 
too cold nor so warm as to cause them to 
push before they are required. If room is 
an object, the roots may be shaken out of 
the soil and placed in paper bags in a little 
dry sand. 

Among a number of fine kinds the 
following are especially deserving of 
cultivation : — 

G. albo-lutescens grandiflora. A hand- 
some and distinct kind, with delicate 
creamy white flowers that contrast well 
with the higher shaded sorts. 

G, Barloioii. A medium-habited sort, 
with stout leaves and large spikes of 
flowers. 

G, cinnaharina. A red-flowered, stout- 
growing Mexican kind that blooms freely. 

G. Cooperii. A large tuberous Brazil- 
ian species which, when in strong condi- 
tion, produces a number of flower-stems 
that bear stout spikes of rich scarlet 
bloom. 

G, Dauw, A handsome variety, flowers 
white, rose, and yellow. 



G, DonckelaariL Also an erect-habited 
Columbian sort> with deep crimson flowers. 

G, exoniensis. A remarkably handsome 
sort, the leaves of which are beautifully- 
coloured, and in texture as lustrous as 
velvet 

Q.fulgida bicolor. Flowers vermilion, 
spotted with white beneath. 

G, gloxinicBflora, So named on account 
of its beautiful Gloxinia-shaped flowers ; it 
is a handsome, but by no means common 
plant 

G. ignea. A garden hybrid, with vivid 
crimson blooms that are very handsome. 

G, Infanta, Tube light rose, yellow 
within, tinged with blush. 

G, Leopoldi lUacina, A very distinct 
kind, the flowers of which have a lilac 
shade; a desirable sort 

G, magnifica. One of the finest ; flowers 
deep scarlet 

G. tubiflora. A South American species, 
with long tube-shaped scarlet flowers. 

G. zebrina. This Brazilian species be- 
longs to the scaly-rooted kinds that have 
such conspicuously handsome leaves, which, 
independently of the flowers, add much to 
the beauty of the plants ; the flowers are 
produced in long erect panicles, and are 
scarlet and yellow. 

Insects. — The continuous syringing 
needed when the plants are in active 
growth is generally sufficient to keep down 
red spider, thrips, and aphides, but, should 
the latter appear, fumigate. They must be 
carefully guarded from the attacks of mealy 
bug, for, if this gain a footing on the fine- 
leaved kinds, the sponging and brushing 
necessary for its removal almost destroys 
the beauty of the plants. 

aLEIOHENIA. 

The species included in this genus of 
Ferns, which comprises both stove and 
greenhouse kinds, are not numerous, but 
they are extremely beautiful. Their ele- 
gantly divided fronds are conspicuous, not 
alone among Ferns, but among all other 
plants as well. Most of the favourite sorts 
come from New Holland, and adjacent 
parts. Their creeping stems spread rapidly 
if allowed space in which to push their 
roots. In propagating Qleichenias care 
should be taken not to divide them into 
too small pieces— each piece intended to 
form a plant should have a good portion of 
roots attached. They do oetter kept a 
littie warmer than in a greenhouse, and 
do not like too much moisture in the 
atmosphere or being syringed overhead ; 
they must also be kept perfectiy free fix»m 
scale insects, or it is impossible to grow them 
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to any considerable size, as the sponging and 
brushing necessary to keep down the in- 
sects spoils the appearance of the plaoits. 

For propagation and cultivation, see 
Perns, general details of culture. 

STOVE SPECIES. 

0. dichotoma. The Tropics. 
0, fureatcL West Indies. 
0. peetinata. West Indies. 

GREENHOUSE SPECIES. 

0. eircincUa glauca. New Zealand. 
G. dicarpa longipinmita. Tasmania. 
G.flabellata. Australia. 
G. hecistophyUa, New Zealand. 
G. Mendelii. Australia. 
G, microphyUa. New Holland. 
G, rvfestris glaucetceM. New South 
Wales. 
G, semi-vegtitcL New Caledonia. 
G. SpelunccB, New South Wales. 

QLORIOSA. 

These consist of a limited number of 
stove bulbous plants which bear handsome, 
distinct, and somewhat singular-looking 
flowers. They are deciduous, the stems 
dying down gradually in autumn after 
flowering, whidi they generally do in July 
and August, a time when, there being 
usually a comparative scarcity of flowers, 
they are more useful for conservatory 
decoration than they would be at any 
other season. The peculiar character of 
their blooms befits them for association 
with either fine-leaved or ordinary flower- 
iiig plantA. They are especially adaptefl 
for cultivation by those who have not a 
large amount of stove room, as their roots 
can be stowed away in winter so as to 
occupy no more space than those of 
Gloxinias and similar plants, and they are 
likewise well suited for purposes of exhi- 
bition. Thejr are easily managed, and re- 
quire no special treatment to ensure their 
growing and flowering abundantly. 

They may be increased by division of 
the roots in spring, just as they have 
started into growth, in the same manner as 
Gloxinias, cutting through the crown with 
a sharp knife so as to secure to each piece 
thus divided a bud or shoot. When raised 
from seeds they should be sown in March, 
in the stove, in small well-drained pots 
filled with equal parts of finely-sifted 
loam, leaf-mould, and sand ; cover the 
seeds slightly, and place them in a heat of 
70°. Keep the soil moderately moist, and 
when the plants make their appearance 
let them be near the light, in order to 
prevent their being drawn up weakly, and 
as soon as they are fit to handle put them 



singly into 3-inch pots in soil similar to 
that m which the seeds were sown. They 
will now, if well attended to, and given 
the requisite amount of heat, moistui*e, 
and shade, make rapid progress ; they only 
require to be slightly protected from t^e 
sun's rays during the middle of the day, 
for if shaded to any great extent, as some 
plants are, they will be weakened. As 
their pots get filled with roots, move them 
into larger ones ; use the soil for this shift 
in a more lumpy condition than hitherto, 
but still let it contain more sand than 
would be necessary for the generality of 
plants, one-fifth not being too much to add 
to the soil at all times. The most suitable 
mixture in which to grow them after the 
bulbs have attained some size is two-thirds 
good turfv loam and one-third fibrous peat, 
and the bulbs should be covered 2 inches. 
They require plenty of water when in 
active growth ; support the shoots as they 
extend with some neat sticks inserted 
round the outside of the ball. Give a 
moderate amount of air early in the day, 
close the house in good time in the after- 
noon, and syringe overhead at the same 
time. The coolest end of the stove or the 
temperature of an intermediate house will 
answer better for them than hotter treat- 
ment ; they will grow in an ordinary green- 
house, but so treated they do not attain 
the size and vigour which they do when 
brought on in heat until the flowers are 
about to open. Plants from seed, if well 
managed, may be expected to produce a 
few blossoms the first season ; but if not 
allowed to flower they will make better 
bulbs. As soon as they show signs of their 
gi'owth stopping in autumn, give less 
water, but do not withhold the supply all 
at once, or it will have an injurious effect 
by preventing the bulbs going through 
their naturally gradual ripening process. 
When ripe, allow the soil to become quite 
dry, and keep it in that condition tdl 
through the winter, laying the pots on 
their sides in a temperature of from 46° to 
50*. In March they may be started ; put 
them singly in 4-inch pots in soil such as 
that recommended for the second shift the 
preceding summer, use it in a rather dry- 
state, and give little or no water until 
growth has commenced, as if too wet be- 
fore the roots have begun to push, there is 
danger of their rotting. Place them in a 
heat of from 55° to Cis*, when they will 
soon begin growing, and keep them neap 
the light. As soon as they have made a 
fair quantity of roots, four or five of the 
bulbs may l>e put in a 12-inch pot ; in this 
way while in a comparatively small state 
they will make much more effective speci- 
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mens than if grown singly. When they 
are about a foot or so hign, wire trellises 
should be fixed to the pote, and the shoots 
kept regularly trained round them. When 
the soil gets filled with roots they will re- 
quire to be supplied liberally with water, 
and liquid manure, given once or twice a 
week, will assist them considerably. In 
other respects treat as recommended for 
the previous season, and when they begin 
to open their flowers they should be re- 
moved to a cool house, where they will 
laftt much longer in bloom than if kept in 
heat. 

When the flowering is over, gradually dry 
them off as before, and if the size of the 
pots makes it objectionable to winter the 
bulbs in them, tjiey may, when the tops 
are dead, be taken out and wintered in 
smaller ones filled with thoroughly dry 
earth, with which they must be covered to 
prevent too much shrivelling. If, when 
the bulbs get large, it is found desirable to 
increase them by division in the manner 
stated, it is essential that they should not 
receive any water till growth has com- 
menced and the cut part has had time to 
heal, or they will be liable to rot, for the 
prevention of which mishap surround 
them with an inch of dry sand at the time 
of potting. 

Two species only of Gloriosa are worth 
growing. 

G, PUintii (syru: G. viretcms). Lower 
petals light yellow ; upper portion of the 
flower bright red, tinged with orange. 
From Mozambique. 

(?. swperha. Has rich orange flowers 
tinged with red, reflexed and crisped on 
the margins. A native of the East Indies. 

Insects. — Gloriosas suffer but little from 
the depredations of insects, their juices not 
being relished by them. 

QLOZINIA. 

The members of the present race of these 
lovely stove Gesnerads owe their paren- 
tage to a few species imported from diffe- 
rent parts of South America. The hybrids 
recently raised are, however, superior to 
the imported species both in size and form, 
and their colours are almost unlimited, 
varving, as they do, from the purest white 
through the different shades of pink to 
deep red, and from pale blue to intense 
purple, with endless forms of spotting and 
banding with light and dark colours ; in 
fact, there are few flowers in which there 
is so much variety, and they also possess 
other points equally noteworthy. Gloxinias 
may be increased rapidly either by means 
of seeds or cuttings ; they are likewise 



easily grown and most useful for decorating 
not only the stove, but also the intermediate 
house in summer, in which they continue 
to bloom more or less for a considerable 
period. Their flowers, too, are very useful 
when cut, lasting in good condition in 
water for several days, provided the plants 
have made their growth and produced their 
flowers in a thoroughly bght situation, 
with the amount of air requisite to impart 
sufficient substance to them — the latter an 
indispensable condition when they are re- 
quirtHi to be used in a cut state. Indeed, 
tlie flowers of few plants depend so much 
as regards durability upon the way in 
which the plants have oeen previously 
managed as those of the Gloxinia, the 
whole character of which is much changed 
for better or worse according to the condi- 
tions of cultivation. When well grown 
the leaves are fii-m and short, borne on 
stout foot-stalks, and the flowers stand 
well above the foliage ; whereas, if grown 
either too moist or too hot, with insufficient 
light, the whole plant has a soft, flabby, 
straggling appearance that effectually de- 
stroys its beauty. By having a sufficient 
number of plants and bringing them on at 
different times, a succession of flowers may 
be kept up from March until the end of 
September or later. 

In raising Gloxinias the seed should be 
sown early in spring — say about the middle 
of February, so as to allow the plants an 
opportunity of attaining sufficient size to 
flower during the summer in a way that 
will exhibit their true character. 8ow in 
an ordinary seed pan ; put an inch of 
drainage on the bottom, and on Uiat place 
a little sphagnum. The soil ought to con- 
sist of equal parts of loam, peat, and leaf- 
mould, ful sifted ; add to it one-sixth its 
bulk of sand, as it is essential that it should 
be loose and open, or in transplanting the 
roots of the young seedlings will be injured; 
fill the pan with soil to within half an inch 
of the rim, press it down moderately firm, 
then water with a fine rose, so as to settle 
the surface, and on this sow the seeds, not 
too closely, or the young plants become 
ci-owded and consequently drawn up before 
they are large enough to pot off. Cover 
the^ seeds very lightly, and place them in 
a temperature of 60*. As soon as the young 
plants appear stand them close to the ligh^ 
screen them from the mid-day sun, supply 
them with water, and give a little air 
during the day. When the leaves are an 
inch long move the plants singly into 3-inch 
pots, using soil similar to that in which the 
seeds were sown, and at once replace them 
near the lights raising the temperature as the 
days inc^^ease in len^. By uie end of J une 
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they will require shifting into 4-inch pots ; 
use the soil without sifting, and treat them 
as has just been recommended. When they 
bloom the best kinds ought to be marked 
for propagation and the inferior ones dis- 
carded. 

After the flowering is over give less 
water, discontinue shading, and admit 
more air, so as to ripen the growth. When 
the leaves have died down the soil should 
be allowed to become quite dry ; keep 
them through the winter in a tempera- 
ture of 50**: it is not safe to keep them 
cooler than this for any length of time. 
They generally winter best when the bulbs 
are allowed to remain in the soil and pots 
in which they have been grown, but as they 
become large, and are in pots of a consider- 
able size, this is not always convenient ; in 
that case the roots should be stored in 
paper bags filled with dry sand to preserve 
them from the air, otherwise they shrivel, 
and thereby receive serious injury. 

To give a succession of flowers through 
the summer a portion of the plants may 
be started about the middle ot February, 
and a further supply in March. Let the 
pots be proportionate to the size of the 
tubers — about 7 inches in diameter will be 
large enough for the second season. In 
potting just leave the crowns of the tubers 
on a level with the surface of the soil, and 
immediately they are potted, place them 
in a temperature of 60° at night, allowing 
it to become 6** or 10** warmer by day ; if 
not put in heat as soon as potted, the roots 
will rot. The soil ought to be in a slightly 
moist state when used, and little water 
should be given until growth has com- 
menced. Treat them throughout the 
season as to heat, shade, light, and mois- 
ture as recommended for the preceding 
summer. As already pointetl out, their 
satisfactoiy flowering will depend upon 
their receiving abundance of light ; a snelf 
over a pathway within a few inches of the 
roof is the best place for them. In such a 
situation not only do they get the requisite 
amount of light, but they also receive more 
air, and both are essential for securing 
short, sturdy growth. This summer they 
will bloom well and their tubers will in- 
crease considerably in size, yet it is in the 
third and fourth years after sowing that 
they will make the finest display. When 
the tubers get large they may oe divided, 
some of the buds with which the crown is 
furnished being retained to each portion ; 
but the most general method of propa- 
gation and by rar the most expeditious is 
by leaf cuttings. 

If the leaves are taken oflf in summer 
when fully matured, with a portion of the 



stalks attached to them, and this portion 
is inserted in 4-inch or 5-inch pots, arained 
and filled with half peat or loam and sand, 
with half an inch of sand on the top, and 
kept in a brisk heat, slightly shaded and 
moist, they will form healthy bulbs before 
autumn. If the variety to be increased is 
scarce, several may be produced from single 
leaves by cutting the midrib through on 
the under side in four or five places. Then 
lay the leaves flat on the sou in pots or 
pans prepared as above ; over each place 
where the midrib has been severed secure 
the cut parts to the soil with a pebble 
about the size of a cockle, and at these 
points small tubers will be formed which, 
when tiie leaves have decayed in the 
autumn, will require to be wintered and 
afterwards grown on in every way as re- 
commended for the plants raised from seed. 
The following named varieties are all 
well worth growing : — 

ERECT FLOWERING KINDS. 

0. A. Haut Blue spotted on a white 
zone. 

A, Alfred de Musset Bright red, striped 
with lilac. 

O, Byron, White, amaranth lobes. 

G. Cnateavhriand. White lobes, throat 
delicate rose. 

G, Don Luis of Portugal. White tube, 
throat spotted carmine, zone violet, white 
limb. 

G. Dvke of Edinburgh. Tube white, 
throat deep violet, shaded with maroon. 

G. James Brand, Throat creamy yellow, 
spotted with violet, lobes violet. 

G. Maaenta Queen. Tube deep red, base 
of limb deep crimson, edged with magenta. 

G. Mr. ThoTnOrS Binney. Red throat, 
limb crimson. 

G. Panthh-e. Blue, spotted with white, 
throat white and massive. 

G. Scarlet Gem. White tube, throat spotted 
with lilac, limb deep scarlet. 

G. The Czar. Tube white, limb purplish- 
violet. 

PENDENT VARIETIES. 

G. Alice. Limb mauve, throat yellow. 

G. Angeline, Tube rose, barred with 
white. 

G. Bird of Paradise. Lilac throat, white 
spotted. 

G. delicatcL Outside of tube white, in- 
side violet, base of lobes margined with 
white. 
. G. EhUmissani. Bright red, throat white. 

G. Grand Monarch. Tube white, throat 
violet, spotted with white, limb deep 
crimson. 
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0. M, Alphand. White tube, violet 
spotted throatj purple limb. 

0, M, Grivet, Throat spotted with 
maroon, bordered with violet, mouth 
spotted with violet 

0. Mogul. Tube spotted with red, crim- 
son purple limb. 

G, Mrs, fVUliam Butt. Red, flaked with 
white. 

0, Ne Plus Ultra. White, with crimson 
throat, spotted with carmine. 

G. Washington. Deep vermilion. 

G. fVilhelmine. White mouth, banded 
with blue, throat spotted with rose. 

Insects. — Gloxiniasarenot usuallymuch 
troubled with insects. Thrips will, how- 
ever, sometimes attack the leaves, in which 
case sponging and fumigation are the best 
remedies, if aphides make their appear- 
ance on the young flower-stalks they can 
be best destroyed by means of fumigation. 

GNIDIA. 

Evergreen greenhouse flowering shrubs, 
natives of the Cape of Good Hope. All 
the species bear yellow flowers, and are 
summer bloomers. They are not equal 
from a gardening point of view to many 
^ants that thrive under similar conditions. 
They succeed with treatment such as re- 
commended for Adenandras, which see. 

OOMPHIA. 

Evergreen stove shrubs, some of which 
grow to considerable size. Their flowers 
are not equal in appearance to those pro- 
duced by many occupants of the stove, 
although they are distinct in appearance. 

Their method of propagation, and the 
after treatment they require, are such as 
recommended for Gardenias (which see) 
except that at no time must tney be kept 
so cool as Gardenias may be. 

G. decora. This species grows to a good 
size, forming a large oush. Its flowers are 
yellow, and are produced in summer. 
From South America. 

G. obtusifolia. A distinct-looking kind, 
a low grower. Also a summer bloomer, 
the flowers yellow. A native of Jamaica. 

G. TJuophrasta^ Has bold, handsome 
foliage, and attains a large size if allowed 
sufficient room. A yellow-flowered summer 
bloomer. From South America. 

OOMPHOLOBIUM. 

These most elegant pea-blossomed ever- 
green greenhouse plants are natives of New 
Holland. Yiew^ from a short distance, 
their thread-like branches and incon- 



spicuous leaves are scarcely perceptible, 
giving the flowers the appearance of being 
suspended in the air. 

They are naturally climbers in their 
native country, clinging to other more 
robust-growing plants, consequently in a 
cultivated state they require support They 
are sometimes grown on wire trellises, of a 
balloon or circular shape, but these are 
objectionable, because the thread-like stems 
get so entwined round the wires that they 
cannot be removed without seriously in- 

i'uring the plants, even when they get too 
arge for the trellis they are first put on, 
ana if placed on a large one to bq^n with, 
it has for some time a bare, uniumished 
appearance. There is nothing equal to 
thin, painted sticks over which to train the 
shoots, and care should be taken never to 
allow them to become too much entangled. 

In selecting young stock, it is necessary 
to see that they are quite clear from any 
of the worst kinds of insects that plants 
are subject to — such as white and brown 
scale. The Gompholobiums are com- 
paratively tender plants, and are not able 
toj)ear any application of insecticide strong 
enough to kill the insects. They require 
to be wintered in a light situation in a good 
house, where a heat is kept up in the night 
of from 40* to 46* ; they are plants that 
cannot bear keeping in so low a tempera- 
ture as some other natives of the same 
country, as they are liable to become a prey 
to mildew, which destroys the leaves when 
it is scarcely perceptible upon them. In 
such a situation as above they will keep 
growing slowly through the winter. They 
are subjects tliat always require more than 
ordinary care in watering, having very fine 
roots, but as their feeding fibres are never 
apparently quite at rest, they must never 
be allowed to get too dry. It must not, 
however, be understood that they will bear 
water-giving before the soil is in a state 
approaching dryness, as might be done 
with impunity to strong, coarse-rooted 
plants. 

They strike from shoot-cuttings, which 
should be taken ofi" about the end of April, 
such as are in a growing state, and have 
got moderately firm, being selected. The 
cuttings should consist of three or four 
joints each, and must be put an inch or 
two apart in 6 or 7 inch pots, in sand, 
covered with a propagating glass, kept 
moist, moderately close and shaded, in an 
intermediate temperature, where they may 
be expected to root in a few weeks. Then 
remove the glasses, encourage growth by a 
genial atmosphere, and when fully rooted 
move singly into small pots, drained, and 
filled with fine peat, to which add a good 
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sprinkling of sand ; shade, and keep the 
atmosphere of the house close and moist 
until the little plants have begun to grow 
away freely, when give a little more air, 
stopping the shoots to help the lower eyes 
to break ; syringe overhead lightly in the 
afternoons, and keep the material on which 
the j)ots are stood damp. Shade when the 
sun is at all powerful, and give water to 
the soil before it gets too dry ; continue to 
treat in this way until the end of Aiigust, 
before which a small stick or two will be 
needeil to support the shoots. After this 
cease shading and syringing, and give more 
air through the autunm ; winter in a 
temperature of 46* to 48** in the night, 
standing the plants near the glass, where 
they will keep on growing. About tlie 
middle of March shift into 4-inch pots, in 
soil similar to that of the first potting ; 
pinch out the points of the shoots, and 
keep a genial growing atmosphere. As the 
sun 8 power increases give a little shade in 
the middle of the day, syringe overhead in 
the afternoons at closing time, and keep the 
material on which the pots stand damp. 
Give more air as the summer approaches, 
and about the end of June move into 
6-inch pots ; treat subsequently as hitherto 
advised, again stop the shoots, and give 
more sticks, to which keep the shoots 
trained. Dispense with shade and the use 
of the syringe as the autumn comes on, and 
winter at about 45*. At the end of March 
the plants will be in a condition to remove 
into larger pots. Being of moderate 
growth they oo not require nearly so much 
root-room as plants of larger, more vigorous 
habit ; pots 2 inches lai^r will be suffi- 
cient, except in the case of any plant that 
may be more than ordinarily full of roots. 
Use good fibrous peat, at this potting, about 
the size of common acorns, not larcer. This 
is of importance with rather weaE-growing 
subjects, for if used in a bigger state the 
lumps, having in them no more sand than 
the peat naturally contains, are unsuitable 
for Uie roots of plants of this nature. Add 
one-sixth of clean sand, as gritty and free 
from dust as it can be obtained. Pot firm, 
using the potting-stick to make the new 
soil sufficiently close ; place the plants 
where they can be kept a little closer for 
two or three weeks, and shade slightly. 
Each plant should at this time have about 
a dozen thin sticks placed to it, over which 
the shoots should be evenly dispersed, 
training all over the surface and keeping 
the base well furnished. This must be 
attended to from the first, or there will be 
some difficulty in remedying the defect 
afterwards. Use thin bast to tie the shoots 
with, and do not allow them to twine 



round the sticks so as to get too fast a hold. 
Do not let them intertwine with each 
other and become twisted cord-like, or 
they will get injured when being undone. 
By the end of April the plants should, 
if all goes well with them, be growing 
apace. They will at this stage of develop- 
ment be benefited by a dash with the 
syringe every afternoon — get well under 
the leaves and occasionaUy turn them 
round, so that all sides may get the benefit 
of the water, which they require to keep 
down red spider. In the summer season 
stand them on a bed of ashes, or ashes 
with a little sand mixed. Keep this re- 
gularly damped morning and evening, and 
this will materially assist them. As soon 
as the bloom buds, which they will push 
freely, get large enough to handle, they 
should be pickSi off before they expand, or 
the plant's natural disposition to free 
flowering, even in a small state, will 
materially interfere with the growth they 
ought to make. By the end of June, or 
beginning of July, they should need a 
second shift, to pots agam 2 inches larger, 
using soil similar in every way to mat 
used in spring. At this warm season tliey 
will need to be kept closer, and to have 
more shade for some days, and will also 
require an abundant supply of water 
thrown about the paths and under the 
stages, as well as on the bed on which they 
stand. They will likewise now want a 
few more sticks to support the extending 
shoots. In a fortnight or three weeks they 
will get hold of the new soil, and will bear 
more air and do with only such shade as 
^vill break the sun's rays in the middle of 
the day. Through the autumn gmdually 
inure them to plenty of air and all the 
sunlight possible, so as to get the growth 
ripened before winter comes, when they 
must receive less water at the roots, and be 
treated in other respects as advised before. 
Pot again in April, as in the preceding 
season, using the soil in a little rougher 
state. They should now bear a 3-mch 
shift, and as soon as potted ought to be 
taken off the sticks, and new ones put in 
of a sufficient length to support the plants 
for the season; disperse the shoots, as 
previously, evenly over them. 

After potting treat as before, so far as 
the necessary shade, air, and moisture in 
the atmosphere are concerned. If the 
plants do well they will this season show a 
profusion of flowers, which may be allowed 
to open, as they will make beautiful 
objects for decoration, and can be used for 
this purpose in the conservatory or else- 
where ; but while in such situations they 
must have a good position, where they 
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.will receive plenty of light, and not be 
crowded too closely amon^ other plants. 
As soon as the flowering is over remove 
them to the hardwoodeci house, and treat 
as advised for the preceding season, except 
that this summer they wiU not require a 
second potting, except in the case of any 
individual plant that appears unusually 
strong, and gives evidence of more than 
ordinary root-power. Such may receive 
at the end of June a 3-inch shift, but with 
these exceptions the spring potting will be 
enough. Attend well to the plants through 
the summer, more especially in the matter 
of water, which should never be given to 
them by inexperienced hands, or all the 
previous care will very likely be thrown 
away. Gradually inure to all the air possible 
through the autumn, without placing them 
in a ccild draught too near where air is 
admitted. They must never be submitted 
to exposure in the open air, as in the case 
of such plants as are stronger in constitution 
or require it to induce a flowering dis- 
position. These Gompholobiums are 
naturally such free-bloomers, that if in 
health they are certain to bloom profusely. 
Continue to give the necessary attention 
to training before the shoots get too much 
entangled, and in the winter remove all 
the sticks, using in their place such as will 
meet the requirements of increased growth. 
Through the winter keep them where the 
temperature will be a little over that 
required for the greater number of green- 
house hardwooded subjects, say not lower 
than 40° in the night. In the succeeding 
May and June they should make good 
blooming plants, fit for exhibition if so 
required. They should not be placed 
where they will be subjected to a low 
temperature, such as many plants can bear 
early in the spring in a north retarding 
house, or the chances are that there will be 
serious loss of leaf through mildew ; but, 
as their flowers begin to open in May, they 
may with advantage be removed to such a 
situation ; it will otherwise be necessary to 
shade them while in flower, as the sun 
destroys the beautiful bright colour of the 
flowers. 

After blooming this season lay the plants 
on their sides, and give a good washing 
with clean water applied by the syringe. 
This will remove any dirt that may have 
accumulated on the leaves while in flower, 
and keep down insects. As soon as they 
have pushed freely into growth give such 
as seen to require it a 3-inch shift ; this 
will be as much as even the strongest 
plants of Gompholobium will ever need. 
They naturally flower in a younger state 
than many things, and consequently do not 



often last so long. Such as retain health 
and keep on growing until the soil gets at 
all exhausted, may be assisted with weak 
manure-water in the season of active 
growth. As these plants are not so long 
lived as some others it is well to keep up 
the stock by each year starting two or 
three young ones to take the place of any 
that may go off". 

G. barbigerum. Is one of the purest 
yellow flowers in existence, and is a genend 
favourite. 

0. polymorphum splendens. This, the 
best of the genus, has dark crimson flowers, 
with a lighter-coloured eye, three-fourths 
of an inch in diameter. In a well-grown 
healthy plant they are produced in quan- 
tities for from four to six weeks during the 
spring. The plant has when either in or 
out 01 flower a very distinct appearance. 

Insects. — ^We have already alluded to 
these plants being subject to red spider and 
pointed to the necessity for a vigilant look- 
out for this insect ; this is the more 
necessary as they are sparse-leaved, and if 
once their leaves are seriousljr injured the 
roots will suffer in proportion, and the 
plants will never afterwards look so weD. 
They are sometimes attacked bv aphides 
upon the points of the young shoots, but 
these can easily be kept down by fumiga- 
tion. 

OOMPHRENA. 

(Globe AmarantL) 

This old well-known annual is a native 
of India, and is one of a genus most of 
which are plants of shrubby habit The 
long duration of its hard papery textured 
flowers make it valuable for decoration 
in the greenhouse or dwelling. The seeds 
should be sown about April in pans filled 
with fine soil in a hot-bed, house, or pit, 
where a temperature of about 60** can be 
maintained with the soil kept moderately 
moist The plants will soon come up, 
when stand near the glass, shading slightly 
from the sun, and give air in the day. As 
soon as the young seedlings are 2 or 3 
inches high move singly into 3-inch pots, 
using good turfy loam well enriched ; keep 
a little close for a few davs, after which 
give a moderate amount of air in the day 
with a little shade when required. Syringe 
overhead and keep the soil modei-ately 
moist. When the roots have got fiiU hold 
of the soil move into 6 or 7 inch pots, 
which will be large enough for them to 
flower in. After this treat as before ; the 
plant is naturally of a branching habit^ but 
as they grow larger each will require a 
small stick to support the leading stem. 
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Ceafie syrmgmg as the flowers begin to 
open, and when they are fully grown move 
to a greenhouse or elsewhere where they 
vnH he cooler, with a drier atmosphere. 
So treated the flowers will last fresh for 
many weeks. The two forms, the red and 
the white varieties, differ in nothing except 
the colour of the flowers, requiring similar 
treatment in every way. 

Inseots. — Syringe to keep down red 
spider. For aphides fumigate. 

OOKIOPHLEBIUM. 

A distinct and beautiful genus of Ferns, 
comprising stove and greenhouse species, 
many of tnem differing widely in size and 
appearance. In the Javenese G. subauri- 
culatmn we have one of the most elegant 
drooping Ferns in cultivation ; the pendant 
fronds of a well-managed example of this 
kind will reach 8 or 9 feet in length. 

For propagation and cultivation, see 
Ferns, general details of culture. 

STOVE SPECIES. 

G. glaucophyllvm, Brazil. 

Q, memsciifolium, Brazil. 

G. tuhaurictUatum, Malay Islands. 

G. $quamatum. West Indies. 

GREENHOUSE SPECIES. 

G. appendiculatum. Mexico. 
(?. lepidopteris. America. 

GBEVILLEA. 

The ornamental-leaved section of these 
are pretty decorative plants, with finely 
divided elegant Fern-like foliage. They 
are well adapted for room or table decora- 
tion, or for mixing with flowering plants 
in greenhouses and conservatories. There 
are large numbers of species in existence, 
but only a few are considered worth 
growing. Qrevilleas are easily managed, 
and quickly reach the most useful size for 
eeneral use, which ia when from 15 to 24 
inches high. They are easily raised from 
seed, which should be sown about the 
b^inninc of February in shallow pans 
filled with fine sifted peat and sand ; sow 
the seeds thinly and cover very lightly. 
Stand in a temperature of 60% keeping the 
soil slightly moist, and as soon as the 

flants are up keep them close to the glass. 
n a few weeks tney will be large enough 
for putting singly into small pots, in soil of 
a liKe description to that m. which the 
seeds were sown. Shade from bright sun, 
and keep the atmoffl>here moderately moist ; 
syringe overhead oail;^, and give air when 
the weather will permit The temperature 



should now be kept about the same in the 
night as that in which the plants were 
raised, and allowed to rise by day more or 
less with the state of the weather. At the 
end of May move into 6-inch pots, and 
put a small stick to each plant to keep the 
stem straight ; give air freely and Keep 
them well up to the glass, with a little 
more shade as the sun gets more power ; 
be careful never to let the soil get dry, or 
the lower leaves will suffer, and the appear- 
ance of the plants be spoilt They will 
grow fast and by the latter end of summer 
will have reached a serviceable size, when 
they can be used for any purpose for which 
small handsome-foliag^ plants are avail- 
able. In winter locate them in a house or 
pit where there is a temperature of about 
46" in the night, with less water, but on no 
account let the soil get dry. Such as are 
kept on to attain a larger size must have 
more pot-room in spring, and be given the 
usual greenhouse treatment this summer. 
After Mjis they usually show a disposition 
to lose their bottom leaves, which detracts 
much from their appearance ; consequently 
young stock should be grown on eacn 
year. 

The two following kinds are most liked, 
and will generally be found sufficient : — 
G, robusta. From Port Jackson. 
G, rosmarinifolia. From New South 
Wales ; a pretty plant, but not equal to the 
first-named. 

Insbcts. — Red spider sometimes affects 
Qrevilleas, but can easily be kept down by 
a free use of the syringe. For thrips or 
aphides fumigate. 

GBIAS. 

These are evergreen trees requiring stove 
heat They grow to a large size, attaining 
a height of 30 or 40 feet, and if to be seen 
in anything approaching a fully-developed 
condition they must have a very large 
house, such as devoted to tropical plants. 

They are increased by cuttings of the 
shoots which need a strong heat, and to be 
subsequently grown on with stove warmth 
until large enough to plant out, when they 
should have a good-sized bed composed of 
sandy loam. 

G, catUiflora, A large-growing species, 
producing the fruit known under the 
name of Anchovy Pear. It is a native of 
Jamaica. 

G, FendUriL A handsome-leaved species 
that bears yellow fiowers. Introduced 
from Panama. 

G, zamorensis. Of this species little is 
known as to what its appearance will be 
when Mly grown in a cultivated state« 

13 
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further than that it has large handsome 
foliage. From South America. 

GBIFFINIA. 

Griffinias consist of some half-dozen 
8i)ecie8, all stove evergreen South American 
Amaryllidaceous plants, compact in habit, 
and of a free blooming character ; the 
flower-stems spring from the centre of the 
bulbs and rise well above the foliage, 
terminating in a large umbel of delicate 
blue and white or purple and white flowers, 
in shape not unlike those of the blue 
Agapanthus. Few bulbous plants better 
deserve a place in even the most select 
collections of stove subjects than these. 
They are at all times handsome, and when 
strong specimens are in flower they con- 
tinue to open their blooms in succession for 
three months at a time, and are equally 
Buitable for conservatory decoration or for 
cutting ; for the latter purpose they have 
few equals, the colour (always scarce except 
in flowers of diminutive size) particularly 
adapting them for arranging with others 
of paler or more vivid hues ; tlieir substance 
also enables them to retain their freshness 
for days in water, or in any moisture- 
holding material. The plants likewise 
have the merit of being easily grown, and 
can be cultivated successfully by those who 
have not the means of growing a number 
of things requiring a very high temperature. 
An intermediate heat, such as that of a 
vinery where a little fire is used, will 
answer for them quite as well as a warmer 
situation, but they should never, except in 
warm weather, be subjected for a long time 
to a greenhouse temperature, even when 
they nave completed their growth and are 
at rest, or they are liable to suffer. The 
only drawback to their more general cul- 
tivation is their scarcity, consequent upon 
their slow habit of growth, a circumstance 
Btill further aggravated by keeping them 
quite dry when at rest. Nothing can be 
more injurious to any evergreen bulb than 
this kind of treatment when carried too 
for, and especially in the case of GriflSnias. 
Unlike Eucharis amazonica, Grifiinias 
cannot be grown and periodically rested so 
€ks to induce them to flower several times 
in the year ; on the contrary, they need a 
long season to become fully developed, and 
want a long rest afterwards before flower- 
ing, during which the soil should be kept 
much drier than when thev are in active 
growth, but should never be so dry as to 
canse the leaves to flag. 

Another reason why these plants are 
scarce is that so few succeed in raising them I 
from seeds, the failure being often attribut- | 



able to the seeds being covered with soil, 
whereas they should be allowed to remain 
on the surface of the soil in the pots, other- 
wise they will decay. Griflanias can also 
be increased by separation of those bulbs 
that are produced as offsets in the same 
manner as with Amaryllis, but their pro- 
gress is very slow, and the roots are so 
closely interwoven as to render their 
separation almost impossible without con- 
siderable mutilation. When they are to be 
divided, the ball should be turned out of 
the pot and the whole of the soil washed 
veiy carefully from amongst the roots, by 
which means they may be more readily 
disentangled without so much breakage. 
They shoidd then be placed singly in from 
4 to 6 inch pots, according to the size of the 
bulbs, and treated as hereafter described 
for plants raised from seed. After bloom- 
ing m summer and autumn the seeds make 
their appearance, growing to the size of 
Potato Apples, but in appearance more like 
small green imripe Tomatoes, being cor- 
rugated and irregular in shape. They 
must be allowed to remain on the plante 
until they either fall off of their own 
accord or can be removed by very slight 
pressure, and shoidd then be sown 
immediately. For this purpose use an 
ordinary seed-pan proportionate in size to 
the number of seeds, put an inch of drainage 
in the bottom, and on this a little sphag- 
num or turfy material. 

The soil should consist of yellow loam, 
with about one-sixth of sand added ; the 
loam should not be sifted even for the 
seeds, but pulled into small pieces and 
pressed mclierately close, a uttle sand 
should besprinkled on the top, and the whole 
given a good watering ; then lay on the 
seeds, pressing them gently into the surface, 
so that they may imbibe the moisture from 
the soil, wnich must be kept continually 
damp ; put them in a temperature of 66" 
at night, with a few degrees higher during 
the day ; so treated, they will in the course 
of two or three months vegetate. They 
should not be disturbed until the pro- 
truding roots have descended into and got 
a firm nold of the soil, during which time 
a leaf will be formed to each seed. This 
will usually occupy the whole of the winter 
and sprinff after they are sown. Throuch 
this time tne soil must be kept moderat^y 
moist, after which they should be trans- 
ferred singly into well-drained pots, in soil 
similar to that in which they were sown. 
Throush the spring the temperature should 
be graaually raised, and during the summer 
it may range in the ni^ht irom. 60' to 65*, 
and 10* or 16" higher m the daytime with 
sun-heat Keep the plants weU up to the 
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light, giving a slight shade in the middle 
of the day in bright weather ; admit a 
moderate quantity of air, close the house 
■early, and slightly damp them overhead at 
the same time. Keduce the temperature in 
the autumn to 65°, at which point they 
may be kept during the winter, and at the 
^same time give as much water as will pre- 
serve the soil slightly moist. Give the 
young plants as long a season of growth as 
possible by placing mem about the middle 
of February in a temperature of 60*, and 
giving a little more moisture to the soil as 
«oon as they show signs of growing. In- 
■crease the temperature both by day and 
night as the weather gets warmer, shading 
lightly as before and syringing a little 
when the house is closed m the altemoons. 
By midsimimer they will most likely have 
fio far filled their pots with roots as to re- 
quire moving into others of a larger size, and 
now the soil shoidd be a little more lumpy, 
and should have added to it enough sand 
to keep it quite sweet After this treat the 
plants through the autumn and winter as 
recommended for the preceding season, 
again starting them early ; or if there is 
the convenience of a house that is kept 5* 
warmer during the winter from the first 
than the temperature prescribed, they mav 
with advanta^ remain in it, by which 
means they will make more progress. If 
the growth is satisfactory, the strongest 
plants will most probably flower in the 
autumn three years from the time the 
seeds were sown, although the bloom-spikes 
will not be nearly so strong as when the 
bulbs get fully grown, which will very 
likely be two years later, when they will 
increase by making offsets. After flower- 
ing each autumn they will make their 
growth, during which time they should be 
kept at about the same temperature as that 
already recommended, ana supplied libe- 
rally with water untU the growth is 
fiLnished, which will be apparent by the 
leaves attaining their full size and solidity. 
When the plants have begun to bloopa it 
will to some extent alter the time of their 
growth, retarding it considerably, so that 
it may not be completed before May, after 
which the soil ought to be maintained as 
before described in a sHghtly moist state. 
During the summer the increase of solar 
heat and the higher temperature necessary 
for the other occupants of the house will 
cause them to push up their bloom-stems, 
the flowers opening tnrough the autumn. 
Each year after blooming they require 
larger pots, and until they begin to increase 
freely by offsets, an inch shift at a time 
will generally be enough, as they must 
never be ovei'-potted, although as the speci- 



mens get large they will make an abun- 
dance of roots and fine leaves, and require 
proportionate pot-room, while the flowers 
also will be proportionately strong. When 
the plants attain specimen size it will not 
be necessaiT to pot them every vear. A 
very imperfect estimate can be formed of 
the beauty of Griffinias while they are in a 
comparatively small state with one or two 
flower-spikes as compared with large 
examples that will produce from a dozen 
to thirty, each proportionately larger than 
those borne by smaller plants. They may 
be grown on until they fill 18-inch or 
aO-inch pots, or be divided as already de- 
scribed. Those who are fortunate enough 
to possess a good stock of these valuable 
plants will do well to grow both small and 
large specimens. When in flower they 
may be placed for several weeks in a con- 
servatory somewhat warmer than an 
ordinary greenhouse, but they should not 
remain too long, especially if the autumn 
is far advanced and the weather getting 
cold, as they avlII be commencing growth^ 
which would get checked, and thus mate- 
rially interfere with their progress during 
the ensuing season. 

The undermentioned, if treated in accor- 
dance with the above directions, will be 
found an acceptable addition to any collec- 
tion of plants : — 

0. nlumenaina. A smaller-growing 
species than Q. hyacinthina maxima ; 
flowers a little earlier in the season. From 
Brazil. 

G. hyacinthina maxima, A large and fine 
species, with bluish- violet flowers, each 
petal having a white stripe from the base 
down the centre for a considerable portion 
of its length. A large specimen will bloom 
through the whole of the latter part of the 
year. A native of South America. 

G. omata. A new introduction from Rio 
de Janeiro, with large heads of purplish - 
lilac flowers fading off to white. A very 
free bloomer, sometimes producing two 
scapes from a single bulb ; it flowers in 
the autumn or winter. 

Insects. — When aphides affect the 
young leaves and flower-stems, they may 
be destroyed by fumigation and sponging. 
Thrips also attack the undersides of the 
leaves, and should be either cleaned off 
with a sponge dipped in tobacco water, or 
fumigated. Brown scale and mealy bug 
will also affect them ; these can be best 
removed by sponging. 

GUILIELMA. 

A email genus of stove Palms of tall, 
slender habit, presenting quite a contrast 
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in appearance to the more robust kinds of 
the lamilj. 

For propagation and cultivation, see 
Falms, general details of culture. 

G, gpedosa. This is an edible species, 
the fruit of which forms a considerable 
article of food in the countries where it is 
Ibund indigenous. It comes from Tropical 
America. 

G, utUis. A fairly handsome species, 
with good-sized pinnate leaves. A native 
of Costa Rica. 

GUZMANKIA. 

In these we have Bromeliaceous stove 

emts nearlv allied to the ^chmeas, and 
ving much the same habit of growth. 
The flowers are almost hidden by the 
bracts, and thus have a singular appear- 
ance. They occupy little room, and even 
when not in flower are pretty. 

For method of propagation and details of 
cultivation, see iEchmeas. 

G, picta. This species is often met with 
under the name of Nidularium fulgens. 
It is a close, compact grower, the short, 
recurved leaves giving it a vase-like ap- 
pearance. It usually flowers in summer. 

G. tricolor, A pretty epecies that forms 
stout flower-spikes ; the bracts, which are 
a combination of red, dark purple, And green, 
are its chief attraction ; the flowers are 
white. It blooms in the spring or summer. 
Indigenous to the West Indian Islands, 
and also found in South America. 

GTMNOGBAMMA. 

In these we have a genus of stove Ferns, 
justly favourites with cultivators ; it in- 
cludes most of the gold and silver species, 
with their singularly powdered surface, 
which in the case of some extends to the 
upper as well as the under surface of the 
fronds, and also to the stalks. Most of the 
species can be confined to moderate-sized 
pots. To be kept in good condition through 
the winter they should have warmer treat- 
ment than most other Ferns. 

For propagation and cultivation, sefe 
Ferns, general details of culture. 

G. catomelanos. West Indies. 

G. chrysophylla Laucheana, West Indies. 

G, chrysophylla Laucheana grandicept. 
West Indies. 

G, lanata. Yeragua. 

G, MartensiL Garden hybrid. 

G. peruviana argyrophyUa, Tropical 
America. 

G, pulchella. Tropical America. 

G. tulphwea, Jamaica. 

G, tartarea. South Ameaica. 



(?. tomentosa. Brazil. 

G, Wettenhalliana, Gku^den variety. 

HABEANTHUS. 

These are greenhouse bulbous plants 
that bear handsome flowers. 

They succeed, both as regards propaga- 
tion and after growth, under conditions 
like those advised for Zephyranthes, 
which see. 

The following are the most worthy of & 
place : — 

H, Andersonii, A yellow and red 
flowered species from Monte Video. A 
spring bloomer. 

H, Andersoni texanut. Has yellow 
flowers ; it blooms in spring. From 
Texas. 

H. ftUgms, Flowers scarlet, produced 
in spring. A native of Chili. 

n. hesjperius. Straw colour. A summer 
bloomer. South America. 

H, praienm. Has scarlet and yellow 
flowers. A springbloomer ; from Chili. 

H. roseus. Flowers rose-coloured ; 
blooms later than some. From Chiloe. 

EABBOTHAMNUS. 

These are stately evergreen greenhouse 
plants from Mexico, with a branching, 
drooping habit of growth, producing from 
the points of the shoots handsome bunches 
of attractive flowers, which open in succes- 
sion for a long period. The natural habit 
of the plants is such that they can be 
grown in diiferent ways, either as pot 
specimens, trained pyramidal fashion, or 
as standards with drooping heads, in which 
latter way they are very effective for con- 
servatory decoration, where they can be 
used to relieve the more formal growing 
things. They are good growers, succeed- 
ing well in a mixture of peat and loam, 
and a moderate quantity of sand. 

They are among the easiest of plants to 
propagate ; cuttings of the young shoots 
when about four or five incnes long can 
usually be had in spring, and if taken off 
with a heel all the better. They should be 
put singly in 3-inch pots, part filled with 
a mixture of sand and peat, the top aH 
sand, stood in moderate heat, and kept 
moist and shaded under propasatinc glasses 
where they will soon root ; tnen aispense 
with the glasses, and if the plants are to 
be grown as bush specimens pinch out 
the points. In July enough roots should 
be present to warrant moving the voimg 

Elants into 6 or 7 inch pots ; use soil with 
SB sand in it than that in which they 
have been struck, keep in a growing tern- 
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perature with a little shade and a sprink- 
Ung overhead with the syringe each after- 
noon until the end of August, when let 
Uiem be cooler, leave off syringing and 
give more air, with as much water to the 
roote as will keep the soil moderately 
moist through the winter, during which the 
temperatureshould beabout40''in thenight 
By April give pots 3 or 4 inches larger than 
those they have occupied ; these will not 
be too large provided the plants have 
plentjr of roots, as they are free growers, 
and like a good amount of pot-room. Use 
the soil in a little more lumpy state than 
would be required by things of a more 
delicate habit, as these Habrothanmus, 
when in free growth, need a good deal of 
water, which ^ways has the effect of in- 
ducing a closer, less porous condition of 
the soil in after years than in the case of 
subjects that require to be kept drier. 
For the same reason plenty of drainage is 
requisite, especially as the plants get large 
and are put in the pots in which they are to 
remain for some considerable length of time. 
Pot moderately firm and place in an 
ordinary greenhouse temperature. It will 
now be necessary to determine what shape 
they are to be grown in — bush, pyramid, or 
standard ; if the first, the strongest shoots 
fihould have their points pinched out and 
be tied in a horizontal position, training 
one of the weaker growths up for a leader, 
which should also have its point stopped 
to induce the formation of side shoots ; by 
thus bringing the strongest growths down 
there is a l>etter chance of ensuring the 
base being furnished. As the sun gets 
powerful a little shade may be used ; 
Keep the atmosphere somewhat moist, 
ana syringe daily overhead. When the 
roots nave entered the soil freely give 
water liberally, and maintain the shape of 
the plants by stopping, and training through 
the season as required. 

Few flowers will be produced so long as 
it is found necessary to pinch out the 
points of the shoots to secure the desired 
fihape of the specimens, as, from the 
flowers being borne principally from the 
ends of the branches, they are thus re- 
moved. Towards the close of the summer 
discontinue both the use of the syringe 
and shading, and subject the plants to 
more air. Winter in a temperature of 40°, 
and again in the spring repot, giving as 
befoi^ a 3 or 4 inch snift ; at the same time 
stop and train the shoots into their wonted 
position. Treat as in the preceding summer 
in every way, except that no further stop- 
ping for the season should be resorted to ; 
jy uik means t^e plants will flower freely 
towards the close of summer and during 
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the autumn, when they will be found Tery 
usefulforstandingintheconaervatory. Altut 
thev have ceased blooming they may fas 
replaced in the greenhouse, and wintered 
in a temperature similar to the preceding 
season, giving no more water than is 
requisite to keep the soil sufficiently m(»8t 
Before growth commences, in the sprixig, 
they should be gone over, and have tha 
shoots shortened considerably, so as to in- 
duce them to break back and keep bushy. 
When thejr have begun to grow they 
shoidd again be moved into pots 3 inches 
larger, and treated in every way as reoom- 
mended for the previous summer. If veiy 
large specimens are desired it is merely a 
question of pot-room by giving them more 
root-space ; or they may oe kept for some 
years m a good flowering condition by the 
frequent use of manure-water during the 
growing season. 

Where Habrothamnuses are required to be 
grown as standards it ia simply a matter of 
difference in the training ; instead of stop- 
ping and tying out the shoots the plants 
must be confined to a single stem, which 
should have all side ^wths removed until 
the desired height is attained, wlien the 
point, should be pinched out and the head 
lormed by keeping the shoots stopped till the 
requisite number exist, after which, each 
season, when the flowering is over, the 
growths should be short^ed so as to 
maintain the re<juired form. These plants 
are also very smtable for planting out to 
cover a bade wall or clothe a pillar, in 
which way some of the kinds, such as H. 
el^ans, will go on almost continuously 
blooming, simply requiring the knife to he 
used so as to keep them in bounds and in- 
duce the production of shoots to fumiah 
the allotted space with flowering growth. 
In the case of these plants, as of moat 
others of a similar nature, when planted 
out the room given to the roots should 
always be regulated by the extent of sur- 
face to be covered ; where too great root 
space is allowed proportionate to the re- 
quired size of the head toomuch cutting back 
becomes necessary, whereby the ability to 
produce bloom is curtailed. When the 
soil has become exhausted a little of the 
surface from the border should be re- 
moved each sping before growth coin- 
mences and replaced by new, in addition 
to which manure-water may be given at 
times during the growing season. 

The following are gooa kinds : — 

H, earmiruita rubra. Flowers red. 

H, coccinea. Scarlet 

H. elegans. Carmine. 

H, fcuciculaiui. Crimson. 

H. tamentonu. Purple. 
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Insects. — Aphides must be kept under 
by fumigation ; thrips and red spider will 
sometimes make their appearance, but can 
be destroyed by a free use of the syringe ; 
when attacked by scale the shoots should 
be well cut in during the season of rest, 
and the stem and branches be thoroughly 
washed with insecticide strong enough to 
kill the insect 

HiEMADIOTTON NUTANS. 

When handsome-leaved plants first be- 
came fashionable, those usually met with 
possessed beautiful and well-defined mark- 
ings, and were of comparatively small 
growth, such as some of the Anaectochili, 
with the elegant veinings of the leaves of 
which this Haemadictyon may be compared, 
for in some stages of its leaf development 
the nerves, both principal and lateral, 
come nearly up to those of Ansectochilus 
setaceus. But in later years, since so many 
plants of larger proportions have been in- 
troduced, many of the most beautiful — and 
this Hsemadictyon amongst them — are rarely 
seen. Haemadictyon or Echites nutans is 
an evergreen twiner from the West Indies, 
and therefore requires a brisk stove heat 
to grow it, so as to bring out its delicate 
leaf markings to the full. Its young, soft, 
quick-growing shoots are not so easily 
rooted as those of some plants, but, as 
is generally found with things that do not 
propagate freely from shoot cuttings, it 
can be readily increased by means of root 
cuttings. 

If a portion of the strongest are removed 
from a healthy plant, cut into bits about 
three-fourths of an inch long and inserted 
in pots filled with sand, so as just to leave 
the tops of the pieces above the sand, placed 
in a house or pit where a night tempera- 
ture of about 66' is kept up, they will soon 
form buds and shoots. About the begin- 
ning of March is as good a time as any for 
putting them in, as then the plant from 
which the cuttings are taken wul not have 
made much growth, and consequently will 
not receive much check or injury from the 
removal of a portion of the roots. When 
the shoots are 3 inches or 4 inches long, 
the young plants can be moved singly into 
small-sized pots at first, as this Haema- 
dictyon, like all its congeners, cannot bear 
over-potting ; good peat, seven parts to one 
of sand, will answer for it. After this 
keep them close for a few days until the 
roots have begun to move, giving more 
heat as the weather gets warmer; they 
will bear as much as the hottest stove 
plants, with plenty of moisture in the 
atmosphere and shaded always from the 



sun when it is at all powerful, for if its 
rays when very bright come directly upon 
them, it will impair the beautiful veining 
in the leaves. It requires the ordinary 
amount of air needed by stove plants that 
succeed best with a humid atmosphere, but 
care must be taken never to overwater, as 
if the soil gets too wet it will rot the roots. 
The plant looks best when grown with 
four or five shoots, each allowed to twine 
up a thin stick. When the young stock 
require more room, the best way to 
manage them will be to put four or six in a 
7-inch or 8-inch pot half filled with drain- 
age, the rest sandy peat ; so treated, they 
are much more effective than when grown 
singly. Through the remainder of the 
summer continue to treat them as so far 
advised. Winter in a reduced temperature, 
keeping them drier at the roots than most 
plants, and about the beginning of Mareh 
head them down to within 8 inches or 9 
inches of the pots, giving more warmth to 
induce them to bre^ quickly. As soon as 
they have made new snoots 8 inches or 10 
incnes long turn them out of the pots, re- 
move as much of the old potting material 
as can be done without injuring the roots, 
and place them in pots 2 inches or 3 inches 
larger, with fresh open soil. All they will 
now require is routine treatment such as 
advised for the summer before, giving 
longer sticks, as the plants, being stronger, 
will make much longer shoots. With a plant 
of this description tie object will not oe to 
grow large specimens, but rather to confine 
them to something like the size indicated, 
in which way they will better answer the 
purpose they are test adapted for, which is 
to afford contrast and variety among the 
many stronger and coarser-growing fine- 
leaved plants generally met with in stoves. 
They will last for years and can be kept 
within the size required by being headed 
down in the spring annually. 

Insects. — This Haemadictyon is subject 
to most of the insects that will live upon the 
nearly allied Dipladenias ; they must be 
kept under by diily syringing with tepid 
water during the growing season, and 
sponging when required. 

HffiMANTHUS. 

These are bulbous plants, most of which 
are indigenous to the Cape of Good Hope, 
though a few are found in warmer parts of 
Africa. The flowers of most of the culti- 
vated species have a singular appearance, 
being composed of a large quantity of 
filaments forming lai^e globular heads 
supported on comparatively short stout 
flesny stems, which rise from the bulbs in 
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the way usual with other Amaryllidaceous 
plants. The flowers, varying in colour 
irom pure white to red and crimson, are 
very snowy, the heads heing in the case of 
some of the species as large as double 
Paeonies ; they are produced at various 
periods of the year according to the time 
the bulbs are started. 

Hcemanthus are increased like Amaryllis 
by oflfsets which the strong bulbs produce : 
these should be detached from the old bulbs, 
say in spring at the time of potting before 
starting them into growth. Put the offsets 
singly into 3 or 4 inch pots according to 
the size they have attained ; drain well — 
free open soil is requisite, such as com- 
posed of equal parts peat and loam, with a 
moderate quantity of sand : insert the 
bulbs to about half their depth, pressing 
the soil firmly. If a little more warmth 
than that of an ordinary greenhouse can 
be given them, say 45' or a little over in 
the night, with a proportionate rise in the 
day, it will be an advantage. Give no 
more water than is necessary to keep the 
soil slightly moist until growth has lairly 
commenced and they have made fresh 
roots, after which apply it more liberally ; 
let them have plenty of air in the daytime 
as they progress. Syringe overhead when 
the house is closed in the afternoons and 
continue to treat in this way through the 
summer until the plants show signs of 
going to rest, when withhold water, letting 
tne soil get quite dry. Winter the bulM 
in the pots in which they were grown in a 
temperature not lower than 46°, and about 
April shake them out of the old soil and 
repot, giving increased room according to 
the size they have attained. Treat in 
every way as advised for the summer 
previous. Unless the offsets were a con- 
siderable size when taken from the parent 
plants,* another season will elapse oefore 
they bloom. Again withhold water as 
soon as the plants show signs of going to 
rest, and winter as before. Re-pot in 
spring, and grow on as last year ; when 
tne bloom stems appear do not let water 
lodge about them, and as they advance 
stand the plants where they will get plenty 
of light As the flowers open keep the 
sun n-om them or their duration will be 
shorter ; after blooming treat as advised 
the previous summers. All that is subse- 
quently needful is to give more pot-room 
as the bulbs increase in size and numbers. 
A large example, consisting of eight or ten 
full-sized bulbs, each bearing a strong 
head of flowers, has a most distinct and 
effective appearance. When the specimens 
get too large the bulbs may be separated 
before starting them into growth without 



affecting their flowering for the coming 
season. 

The following are sufficiently distinct to 
deserve a place : — 

H, albiflos. Flowers white. 

//. carincUiLS. Pink. 

H, cocdneus. Red. 

H, Pumilio, Pink. 

H, sanguineus. Crimson. 

All the above are from the Cape of Good 
Hope. 

A, insignis. Crimson. From NataL 

H, magnificus. Scarlet Africsu 

H, muUifioTUS, Scarlet Sierra Leone. 

The three last-named require stove heat, 
but in other respects the treatment given 
for the cooler kinds will answer for them. 

Insects. — Red spider sometimes attacks 
the leaves, to remove which sponge and 
syringe. For aphides fumigate. 

HABDENBEBGIA. 

These are free-growing, free-flowering 
climbers, suitable for covering the roof or 
the supporting pillars in a greenhouse or 
conservatory. 

Their habit of growth is very like that 
of the Kennedyas, and the mode of pro- 
pagation, and the general treatment after- 
wards required, are like those which answer 
for Kennedyas, which see. 

The following are desirable kinds ; — 

H, andomariensis, 

H, di^itata, 

H, Lindleyana. 

HARDT HEBBAOEOUS PLANTS 

That can he Grown in Pots for Greenhouss 
Decoration and Forcing, 

There are several hardy plants that form 
an important feature in the greenhouse in 
the winter and spring months, either forced 
or allowed to come on in a greenhouse 
temperature. The principal things to be 
observed with them is not to attempt to 
hurry them on too fast, and to let them 
have plenty of light, with a sufficiency of 
air during the time they are being forced, 
for on these conditions depend the appear- 
ance of the plants when in bloom. If too 
much hurried they are sure to be drawn 
up and look weak. A night temperature 
of 46' to 55" will in most cases be sufficient, 
with 8' or 10' more in the day for such as 
are forced ; for those that are brought on 
without forcing an ordinary greenhouse 
temperature vnll suffice. In selecting 
plants for this purpose, those should be 
chosen that have been well grown in an 
open situation so that their growth has got 
well matured ; take them up with as little 
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injury to the roots as possible, and get 
them potted and out of the reach of frost 
before severe weather comes on. 

The undermentioned are well adapted 
for using in the way indicated : — 

Convallaria Polygonatum. (Solomon's 
Seal.) 

Cypripedium spectahiU, 

Dielytra apectabiUa. 

Dodecatheon, 

HelUborus niger, (Christmas Rose.) 

Nertera dtpresio. For its berries. 

Orchis fohaaa. 

Pinks, 

SpircM j<vpomc(L 

Bpirixa palmatcL 

HABDT SHRUBS 

Suitable for Forcing for Greenhouse 
Decoration, 

There are numbers of hardy shrubs that 
bear forcing so as to come into flower dur- 
in^r the winter and early spring months, 
and that are little, if at all inferior, in 
a|:>pearance to the regular occupants of the 
greenhouse. Of these, when to be so iised, 
compact well-shaped examples should be 
chosen that have been prepared for the 
purpose by treating so as to have them 
well set with bloom-buds. It is also 
necessary to see that they are taJten from 
the open ground and potted in autumn 
before hard weather comes on, and put 
where they will not get frozen. 

In forcing care must be taken that they 
are not subjected to too much heat (espe- 
cially when the forcing is begun eany in 
the short sunless daysi and to stand them 
as near the glass as tney can be got A 
night temperature of 50° to 55" will m most 
cases be better tlian a higher one. Lilacs, 
however, are an exception to this, as they 
will bear 70** or 75" without injury. 

The following are all suitable for forcing 
in pots : — 

Acers, For their handsome foliage. 

Alihcea frviex azurea plena, 

AlUuKa frutex syriaca alba, 

Andromedas. 

Aucubas. For their berries, in a green- 
house temperature. 

Azalea amcena. 

Azalea^ Ghent, 

AzaUtty mollis. 

Bramble, do^thle. 

Cherry, doubU blossomed. 

Clematis of sorts. Most of the newer 
hybrids flower beautifully in pots. 

Deutxias, 

KaUnias, 

Laurustinus, 

Ledums. 



Lilacs, 
Msnziesias, 

Pemettyas. For their berries^ in a green- 
house temperature. 

Prunus, Double flowered. 

Bhododendrons. 

Thorns, Double and single. 

Vibumvms. (Quelder Rose.) 

TFeigelas. 

HEBEOLHIIUM. 

The species comprised in this genns are 
often met with under the name of Eupa- 
torium, to which they are nearly alliedL 
They are free-bloming, useful, decorative, 
sofbwooded, greenhouse plants, easy to pro- 
pagate and grow; the flowers are produced 
m corymbs on the points of the shoots. 

Cuttings of the youns shoots strike 
readilv in spring, kept close, moist, and 
shaded in moderate heat ; put them singly 
when rooted into small pots, and grow 
on with the nsual greenhouse treatment 
through the summer, during which they 
should have pots 7 or 8 inches in diameter. 
Turfy loam with some rotten manure, leaf- 
mould, and sand answers well for them : 
they should have the points of the ^ooft 
stopped twice during the early part of die 
season to make them branch out They 
flower nicely from spring-struck cuttings, 
but are more eflfective Qie second year ; 
shorten the shoots well in after they have 
bloomed and give larger pots in sjning. 
The two following species will in most 
cases be found suflicient : — 

H. airorubens. Has dull, red flowers 
that are produced in autimm. It comes 
from Mexico. 

H. ianthinum. Flowers purple ; this 
also is a late autumn bloomer. A Mexican 
species. 

Insects. — Few insects trouble these 
plants, but sometimes aphides afifect them, 
m which case fumigation is the best remedy. 

HEDAROMA. 

(Darwinia,) 

Hedaromas arc the most distinct^ most 
diflicult to cultivate, and among the most 
highly prized of all hardwooded green- 
house plants. All the species are subject 
to sudden death witliout the slightest in- 
dication of any disease. They grow freely, 
making quantities of strong h^thy roote, 
the head of tlie plants makmg correqx>nd- 
ing progress, with every appearance of 
continu^ robust health, yet olten without 
any apparent cause or warning they die 
off suddenly. This is not to be accounted 
for by any peculiarity of soil or water, for 
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the same thing happens wherever their 
cnltiyation is attempted, even witli the 
most experienced growers who ezerdse 
the greatest attention and closest observa- 
tion. Notwithstanding these serious draw- 
backs, they are plants that cannot be 
omitted from any collection that has pre- 
tensions to being at all complete. They are 
among the freest bloomers, producinff their 
finely-coloured, singularly-lbrmed flowers 
in profusion. There is no plant that lasts 
longer in bloom when in good health ; the 
crop of flowers for next year is set before 
the current year's are off; they keep on 
gradually growing, and six months before 
they expand the plants are very effective. 
They also flower freely, at any size from 6 
inches through to as many feet If there 
is any cause to which we could ascribe their 
liability to die off so quickly it is to the 
plants having been struck from cuttings 
somewhat soft, produced in heat Plants 
that we have struck somewhat cool and 
slowly, from the points of well-ripened 
shoots, lived and grew on for vears as 
freely as could be desired. They are 
plants that evidently do not require any- 
thing more than the coolest greenhouse 
temperature, as they keep tibeir roots 
always in action during the winter with a 
temperature only just sufficient to keep 
out frost, but at the same time the atmos- 
phere must be dry, or they will suffer 
from mildew, to which tJbey are much 
more subject than most things. The 
parasite must be diligently sought for at 
all seasons of the year, or it is useless to 
attempt their cultivation, as, if left un- 
vchecked, even for ever so short a time, it 
gets established and does injuiy that no 
after-treatment can repair. Tlie plants 
require the best place in a thoroughly 
good house, well elevated up to the ^ass, 
with plenty of air during the season of 
their more active growth. Never use 
ahade except in their early stages or after 
potting, when this has been carried out 
far on in summer, which, it never 
should be, for, as already observed, the 
roots when in health are always more or 
less active, which admits of their being 
moved either in the autumn when the 
Sim's power is far declined, or early in 
the season before it has much drying in- 
fluence. 

Those who, in commencing their culture, 
purchase plants should always take care to 
select sucn as are free and not too large 
for the pots they occupy, for if they are at 
all pot-bound while young the chances are 
that they will die before they take to 
the new soil after potting. All the varieties 
require good fibrous peat, with one-seventh 



sand added, unless the peat naturally con- 
tains a considerable quantity. Pot firmly, 
and allow a little more space for water for 
these plants than for most hardwooded 
subjects, as when they require water there 
must be no half appncations, or they will 
speedily perish. 

Hedaromas strike from cuttings made of 
the points of the shoots either taken off in 
a comparatively soft immature condition in 
the spring or summer, or from the mature 
growth in autumn; the latter although Uie 
slower process we much prefer, for, as 
already said, we have found plants pro- 
duced from such invariably much less 
liable to die off suddenly. The cuttings, 
consisting of moderately strong shoots 
about 3 inches long, should be taken off 
in September when the wood is getting 
moderately hard, put 2 or 3 inches apart 
in pots or pans in sand, kept close and 
moist, imder a propagating glass in a tem- 
perature of 50** or 66° in the niglit through 
the autumn and winter, with, as a matter 
of course, a little more warmth by day ; so 
managed they will root in spring. About 
the end of May move singly into 3-inch 
pots using fine sandy peat, and stopping 
the points at the same time ; keep a little 
close until the roots have begun to mov^ 
when gradually expose to the full air d 
the house; always give water as soon as 
required. A little shade may be an as- 
sistance this season in the brightest 
weather. Keep a little closer by the ad- 
mission of less air to the house than is 
given to larger greenhouse stock, and 
syringe the material on which they stand 
in the afternoons up to the end of August, 
after which give more air and no shade so 
as to get the growth well hardened up 
before winter, through which keep them 
at about 46" in the night In March if 
the plants are, as they may be expected to 
be, m vigorous health, and have plenty of 
roots, give them 7-inch pots, stopping the 
leading shoots and tying them well out 
Treat through the summer as ordinary 
young greenhouse stock, with plenty of light 
and a little shade in very bright weather, and 
give more water than most hardwooded 
plants require. Winter as in the preced- 
ing year, and again in March give them a 
shift ; thev should now bear putting into 
pots 4 inches larger. Keep a little closer 
for a month, during which time shade if 
the weather is dry and sunny. The reason 
for giving them a larger shift than would 
be advisable with most greenhouse sub- 
jects is, tliat there may be no necessity for 
a second potting during the hot season of 
the year, when they are more likely to 
suffer from it If at the time of potting. 
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the plants have a strong leader, with a de- 
cidea disposition to the pyramidal form 
they are somewhat inclined to, the leading 
shoot should be taken out, or they soon 
get too high, and the base of the plant 
becomes naked ; they are also sometimes 
disposed to throw up a quantity of strong 
shoots from the collar. These must be 
removed while they are young, or they 
quickly rob all the rest of the plant, and 
also render it too crowded. During the 
growing season keep the material on which 
the pots are stood damped with the syringe 
every afternoon, but never syringe these 
plants overhead at all. The summer man- 
agement should be similar to the last until 
the middle of August, when they should be 
turned out-of-doors — not in the full sun, 
which is too trying for them, often render- 
ing them hard, and inducing a stunted 
condition from which they rarely recover. 
The north side of a good hedge, or a low 
tree that will somewnat break the mid- 
day's sun, but where they will receive it 
morning and evening, will answer best. A 
month's exposure this way in the open air 
will be found suflScient. The object of this 
turning out is to harden the season's 
growth 80 as to render it less subject to 
mildew. A temperature of 40° by night 
will now be sufficient during the winter. 
If all goes well the soil will by March be 
full of roots, and they should be moved 
into 15 or 16 inch pots ; the peat should 
be used in a lumpy condition, if it con- 
tains plenty of fibre it may with advantage 
be used in pieces as large as hen's eggs. 
Add now a little more sand than at the 
first potting. Keep the plants well tied 
out If fresh sticks are added each time 
the plants are potted the greater portion 
necessary for the support of the plants can 
be stuck in the new soil before the roots 
enter it, by which means injury to the 
roots will be avoided. Any branches that 
are disposed to outgrow the others must 
be cut back to induce an equality of 
growth. Treat as before in the summer ; 
by August a full crop of flowers will be 
set on all the strongest shoots, after which 
again turn the plants out-of-doors for a 
month as in the preceding season. 
Although, as already said, the plants 
when they have got bevond their eaily 
stages of growth should be stood out-doors 
for a time at the latter end of summer, 
when they have reached a blooming size 
they must never be turned out until after 
the flowers are set, otherwise it is doubtful 
if they will bloom. With us H. tulipifenim 
never set any flowers after being moved to 
the open air. The flowers already set 
assume a deeper red colour in the open air 



than when kept indoors. Even if no trace 
of mildew can be discovered it will be a 
good practice in October to slightly dust 
the plants over with sulphur by way of a 
preventive. Let it remain on for a week 
or so, and then wash off with the syringe. 
Winter as before. During the coming 
season they should make nice specimens, 
and will bloom freely. As soon as the 
flowers begin to get shabby they should all 
be picked off, and the plants placed in the 
haniwooded house, where the lights are 
closed with a little sun-heat on the house, 
and water applied to the paths and stages 
in the afternoons. This will quickly bring 
them into free growth. When the usual 
time in August arrives, turn them out as 
before for a month to hairden, in September 
give them a shift — 3 inches will afford 
room sufficient for several years. In the 
ensuing spring they should make fine 
specimens, with a profusion of flowers. 
If they have grown and their wood has 
been ripened properly, the points of their 
strongest shoots will be furnished with 
three or four blooms each. Through the 
whole course of their existence the plants 
must be kept in the desired shape by 
stopping and training, as they wiU not beaur 
cutting oack. 

There are three species now met with in 
cultivation, all requiring similar treatment 
as to soil, water, air, light, temperature, and 
general management 

H. fimbriatum. This is a more recent 
introduction, not so well known, and 
is a nice addition to the family, con- 
trasting well with the others. Australia. 

H. Hookeri'L A weaker grower than H. 
tulipiferum, with smaller flowers, pale red 
in colour, generally produced singly at the 
points of the shoots. This species usually 
opens its flowers earlier than H. tulipi- 
ferum, but lasts even longer in good con- 
dition than that species. Australia. 

H. tulipiferum. By far the best of the 

§enus ; its creamy - white bell - shaped 
owers, or floral leaves, when well 
colour^, profusely streaked, and dashed 
with red, have a striking appearance, con- 
trasting well with any other plant Swan 
River. 

Insects. — The disposition of these plants 
to go off suddenly is somewhat favourably 
counterbalanced by their almost complete 
immunity from insects. We have grown 
plants for a dozen years and never seen a 
single insect of any description upon them. 
They appear to be thrip and red spider 
proof. Brown scale, if it gets communi- 
cated from some neighbouring plant, will 
live upon them, but can be destroyed by 
two or three washings with insecticide. 
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Among these stately herbaceous stove 
plants are some of the most beautiful and 
sweet-scented flowers we possess. They 
belong to the natural Order Zingiberaceae, 
and grow to a height of from 3 feet to 6 
feet ; the flowers are produced in the form 
of large erect spikes from the apex of the 
shoots that are formed annually from 
strong fleshy crowns. They are strong- 
growmg plants that require a considerable 
amount of pot-room, otherwise they do not 
acquire sufficient strength to flower well. 
They look best when grown to a size that 
will produce from three to half-a-dozen 
blooming stems yearly ; being remarkably 
free growers, they soon attain dimensions 
that enable them to do this, and it is an easy 
matter to confine them within such limits, 
as the plants will bear dividing annually if 
required. Their propagation is by division 
of the crowns, which is best effected early 
in spring before the young buds at the 
base begin to move in the least They 
should be turned out of their pots, and the 
roots so far as possible separated, retaining 
as many as may be to each of the old or 
preceding year's shoots ; put these singly 
into 8-inch or 10-inch pots, according to 
the size and strength of the pieces. Good 
ordinary loam, to which a little rotten 
manure and some sand are added, answers 
best for them ; they should then be placed 
in a temperature of 60'. It is not well to 
hurry them by too much warmth im- 
mediately after divi<»ion ; better let the 
joots have time to re-establish themselves 
before exciting top growth, or the shoots 
made the first summer will not be so likely 
to bloom. Give more warmth as the sea- 
son progresses, but it is not necessary to 
keep them very hot. We have found that 
although thev will bear a high temperature 
they will do with less warmth than 
many things that come from the same 
countries. 

A cool stove or intermediate temperature 
will answer well for them. Give plenty of 
water when they begin to grow ; this is 
necessary, for though their leaves would 
not flag like those of many plants if too 
dry, their growth would certainly suff'er to 
some extent They will succeed best with 
more air than the generality of stove sub- 
jects want, and they need no more shade 
than is found necessary to prevent the 
leaves being scorched. When the young 
growth has reached its full size the stems 
may be observed to thicken towards the 
top previous to the emission of the bloom- 
spikes. The time of flowering is sooner or 
later during the summer, according to the 



heat they receive and the time growth 
begins. They will stand, while in bloom, 
in a conser\'atory or cool house, where they 
will look well in association with other 
plants. After flowering place them 
through the autumn and winter in a 
temperature of 55* ; the old stems that 
have previously flowered may each year be 
cut awav about the time the young growth 
approaches its full size ; up to this they 
assist the shoots that spring from their base. 
In the spring give pots 2 inches or 3 inches 
larger, removing some of the old soil and 
replacing it with new. The subsequent 
treatment needed will be to give more 
root-room as required, and when the plants 
have got as largje as wanted, they can 
either be divided into single crowTis in the 
wav advised or simply cut in two. 

There are a good many kinds in cultiva- 
tion ; the undermentioned is a selection of 
the best : — 

H. angustifolium, A strong-growing 
species ; it bears handsome red flowers. 
East India. 

H, coronarivm. A stately species, with 
yellow flowers and handsome foliage. 
East India. 

H. Gardnerianum grows to a height of 6 
feet ; flowers yellow, one of the best ; a 
native of East India. 

H. gracUe. A dwarfer-habited sort than 
any of the preceding, bearing very hand- 
some white flowers. It wants a little more 
heat than most of the species. Found in 
Bengal. 

H, longifolium grows to a medium height 
and bears deep red flowers. From India. 

if. thyrsiforme. A beautiful white- 
flowered kind that grows to a medium 
height. This is from Nepal. 

In8E(3T8. — Hedychiums are little troubled 
with insects, their large smooth leaves not 
affording much harbour for them ; red 
spider sometimes affects them, but can 
easily be removed by syringing with clean 
water. Should they become affected with 
scale, sponging is the best remedy. 

HEUCONIA. 

These are herbaceous stove plants, nearly 
related to the Musas, but have much the 
appearance of Dieffenbachias. They have 
bold, handsome foliage, and are very ef- 
fective among the fine-leaved section of 
phmts, to which they belong. Their 
cultivation is similar to that of Dieffen- 
bachias, which see. 

H. aureo-striata. Tliis species has large 
ovate-cordate leaves, the ground colour of 
which is dark green, profusely covered 
with broken yellow lines running from the 
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midrib to the margin, producing a striking 
variegation. South Sea Islands. 

H. metallica, A distinct-looking plant 
with ample foliage, the midrib and outer 
edges of which are reddish -brown, offering 
a perfect contrast to the rest of the surface ; 
the imder side is red. From the South 
Sea Islands. 

H, mnosa. The leaves of this species are 
18 inches long, green above, diUl red 
beneath. In general appearance it is like 
a Canna with unusuaUy large foliage. 
New Grenada. 

HELIOTBOPIUM. 

Greenhouse plants, well known and so 
generally esteemed for the fragrance of 
their flowers as to be imiversal favourites. 

Tlieir cultivation is extremely simple. 
Cuttings of the young shoots in a soft 
state, such as can be had almost any time 
through the spring, root in a week or two 
in a temperature of 60* or 66*, kept close, 
moist, and shaded. If put in several to- 
gether in pots filled with sand towards thie 
end of March, they will be in a condition 
to pot off singly by the middle of April ; 
give them good turfy loam, with some leaf- 
mould ana sand added. Keep them in a 
growing temperature such as afforded by 
a pit with a little fire-heat until the plants 
have got established, standing them near 
the glass, with a little shade in bright 
weather. Stop the points of the shoots, 
and give more air as they begin to grow 
away freely ; in five or six weeSis move the 
young pkmts into 6-inch pots, in soil 
similar to that in which they were first 
potted ; again pinch out the dioots. 
Treatment such as given to the general 
occupants of the greenhouse is all that is 
necessary after this. Their free disposition 
to flower is such that they will bloom in a 
very small state, and their receiving more 
root- room depends on the size they are 
required to be grown to ; pots 7 or 8 
inches in diameter will be enough to keep 
them blooming through the autumn, 
especially if they are assisted with manure- 
water. If required to bloom in winter they 
must have a little fire- heat so as to keep 
the nij,'ht temperature from 45° to 50 , 
with a proportionate rise in the day as the 
weather admits of it Plants kept through 
the winter in a cool greenhouse tempera- 
ture will flower freely in spring with the 
increased sun-heat If the old plants are 
kept on another season they will need 
more root-room ; the size of the pots being 
increased, they will go on for many years 
until they reach the size of large bushes, 
or standards if prepared by confining them 



to single stems, removing the side shoots 
and then stopping them so as to form 
bushy heads. Heliotropes also answer well 
planted out, and grown bush fashion, en 
trained to a pillar or rafter, or covering a 
walL 

The following are eood varieties : — 

H, Dudms ofEdvnhwgh. Dark purple. 

H, Lady Moleswortk. Purple. 

ff. President Garfield, A fine, free- 
blooming kind. 

H, Sioanley Giant. A rose-coloured 
variety, that bears large heads of flower. 

H, The Queen, Pale lilac ; very sweet 
scented. 

Insects.— Aphides often are troublesome 
on Heliotropes ; the best remedy is fumi- 
gation. 

HEMIANDRA. 

These are evergreen greenhouse ptlants 
found in New Holland, and the vicinity of 
the Swan River ; they are inferior to many 
of like habit that come from the same 
parts. They succeed with treatment such 
as advised for Eriostemons, which see. 

The following are the most distinct : — 

H, emarginata. Flowers white and 
pink. 

H, jnmgens, 

H, rupestris. White. 

These are all spring bloomers. 

HEXAOENTBIS MTSOBENBIB. 

There are few more handsome stove- 
climbing plants, and none more distincti 
than the Mysore Hexacentris, which when it 
first bloomed produced quite a sensation. 
Its curiously shaped crimson and yellow 
flowers, in long pendulous racemes, are 
seen to best advantage drooping from the 
roof of a moderately cool stove. It is one 
of the freest of free-growers, and will even 
thrive under conditions as regards treat- 
ment which would be fatal to plants of a 
more delicate constitution. Although a 
free grower, however, it is easily K^t 
within reasonable bounds, inasmuch as it 
will bear pruning better than most plants. 
It is not very generally cultivated, and the 
reason for this probably is that, being a 
native of Mysore, many have beSen led to 
suppose that it required more heat than 
has proved conducive to its blooming 
freely. As has frequently occurred in the 
case of other plants, cultivators have been 
left in the unfortunate nodtion of knowing 
nothing about the locality in which it is 
found wild ; but as it evidently does better 
with somewhat cooler treatment than many 
things we have from ike same country, we 



Digitized by 



Google 



HBXACBNTRIS. 



Greenhcniite and Stave Plants. 



205 



should suppose that it must have come 
from an elevated district When well- 
grown, its drooping flower-spikes extend 
to as much as 15 inches in length. It is 
best adapted for draping the rafters of the 
house in which it is ciutivated, or it may 
be trained during the growing season on 
thin twine near the glass, where it will be 
fully under the influence of light, and then 
trained on a trellis like the twining 
Clerodendrons. It is a quick grower, and 
can be got to a considerable size in a single 
season. It may either be planted out or 
grown in a larg^e pot. We prefer the latter, 
as so managed it attains a size sufficient for 
aU ordinary purposes, and being a free- 
rooting subject, it quickly exhausts the 
soiL which can be more readily renewed 
under pot culture than when planted out 
It appears to be a plant that under cultiva- 
tion has no fixed season of blooming. We 
have had flowers in abundance through 
the winter and early sprins months on 
growth produced the preceding summer, 
well ripened up during the autumn and 
slishtly rested. We have also succeeded 
in having plenty of flowers during the late 
summer and autumn On the current 
season's growth without any previous rest ; 
but, to effect this, it must be in a thoroughly 
light house, with little shade, more air, 
and less moisture than the majority of 
stove plants need, and also not too much 
heat, otherwise it keeps on growing with- 
out seeming to have time to flower until 
checked. 

The ripening process should be effected 
by a drier state of both atmosphere and 
soil. Plants that have been rested through 
the autumn or winter in a temperature of 
about 65'' at night soon commence to grow 
when subjected to 6** or 10** more warmth 
and produce abundance of cuttings. These 
shoiud be taken off with a heel of firm 
wood attached to them when about 6 
inches long, inserted singly in small pot«, 
two-thirds filled with sandy loam, the 
remaining portion pure sand, kept moist 
and covered with a propagating slass in a 
temperature of TO**. They will root in 
a few weeks, when they mav be gradually 
inured to the full air of the house, and 
when sufficient roots have been formed 
(which will be by the beginning or middle 
of May) they may be moved to 6-inch pots, 
well drained and filled with good fibrous 
loam, to which should be added enough 
sand to allow the water to pass away 
freely. The plant appears to grow equally 
weU in either peat or loam, but we prefer 
loam through all stages of its growth, as in 
it it has a less disposition to make wood, 
and is mors inclined to flower. When the 



plants have attained afoot in height, pinch 
out the points to induce the production of 
several shoots, which should be kept 
regularly trained round four or five tall 
sticks inserted in the pots for the purpose. 
Keep them now tolerably near the glass in 
an ordinary stove temperature day and 
night, or if they can be accommodated in 
a temperature a few degrees cooler, all the 
better. Sixty degrees at night is sufficient 
with 80° in the day, but a few degrees 
either way matters not, provided the plants 
are where the^r can receive a little more 
air with a drier atmosphere than the 
generality of stove plants are treated to at 
the present day. Syringe freely overhead 
every afternoon, and use a slight shade 
in the brightest part of the day if the 
leaves are found to scorch, not otherwise. 
By the middle of July the roots will have 
fiUed the pots, when the plants can be 
moved to others 3 inches larger, the soil 
used now being a little rougher than before, 
but of a similar nature. Keep the shoots 
regularly trained round the sticks ; if this 
is not done they are sure to get entangled. 
Continue the same treatment as before 
until the beginning of September, when 
syringing should be stopped. More air 
ought to be given now and less water at 
the roots, so as to gradually induce a state 
of rest Through the winter keep them at 
from 50** to 56" by night and a few degrees 
higher in the daytime, with no more water 
than will just prevent the leaves flagging. 
About the middle or end of February 
increase the temperature 6' day and night, 
and as soon as the plants begin to grow 
they may have a lai^e shift — a 16 or 18 
inch pot will not be too much — using the 
loam in a lumpy state ; if destined to be 
grown as roof-climbers the shoots should 
be trained under the rafters, or in whatever 
position they are to occupy. Be careful 
not to over- water, as it will take some time 
for the roots to fairly enter the large body 
of new soil. Admit sufficient air durine 
the day through the spring, but avoid cold 
draughts, and syringe freely at the time of 
closing the house in the afternoon. As the 
sun's power increases give a little more 
heat, but no more shade than seems ab- 
solutely necessary. 

Continue to train the shoots as they 
advance in growth, treating the plants in 
other respects through the summer as in 
the preceding year ; in autumn give more 
air. withholding atmospheric moisture and 
reduce the amount at the roots, so far as can 
be done without injuring the foliage. Let 
the treatment through the winter be the 
same as before. Again, as the davs lengthen 
in spring increase the heat and give more 
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water, which will at once induce the plants 
to break freely from the greater portion of 
the last summer's shoots, from the points 
of which l>efore they extend far the flower- 
sijikes will make their appearance. From 
tfiis time liquid manure twice a week will 
l)e of considerable assistance. The syringe 
must now be used with caution, or it may 
cause the flower-buds to fall off. Do not 
keep the plants too hot while flowering, 
and when the blooming is over allow them 
to get sufl&ciently dry at the roots to cause 
the leaves to flag at intei-vals of a fortnight 
<»r so, after whicli they mutt be cut freely 
back, and at once turned out of the pots, 
removing half the old soil, and cutting in 
the roots freely. This, from its free- 
rooting character, the plant will bear as 
well as an Allamanda. They may be 
either returned to the same pots, or, if 
required to fill a large space, transferred to 
others a size or two larger, after which 
<incourage them to make plenty of growth 
during the summer, to stimulate which 
give manure-water once a week. Manage 
through the autumn and winter as before. 
Again, when the spring flowering is over, 
repeat the cutting back and partial dis- 
rooting, with renewal of the sou. Should 
the plants be required to flower on trellises, 
all that is necessary is to take the shoots 
down from the position where they have 
been grown near the roof and to train them 
on the trellises before growth commences 
in the spring. After blooming cut back 
and repot, and place them where the 
shoots can be trained near the glass as 
previously. This Hexacentris is a plant 
BO easily raised and so quickly grown to a 
considerable size, that it is not advisable to 
keep old specimens too long, yoimger 
examples being preferable. 

H. lutea has lighter-coloured flowers 
than H. mysorensis, to which it forms a 
suitable companion ; it requires the same 
treatment. Also from Mysore. 

Insects. — Hexacentris are somewhat 
subject to red spider if the syringe is used 
insufficiently, but if the plants are freely 
damped overhead every day during the 
growing season, as advised, this insect will 
have little chance of gaining a footing. If 
affected with mealy bug or scale, dip and 
wash in a strong solution of insecticide 
when the plants are cut back after 
flowering. 

HIBBEBTIA. 

Most of the species of this genus are low 
growing evergreen shrubs, but a few are 
climbers, also evergreen, suitable for a 
greenhouse or conservatory, and are effec- 
tive when in bloom. 



They are distinct-looking plants, and 
can l)e propagated and grown on in the 
way recommended for Kennedyas, which 
see. 

The undermentioned are climbers : — 

H. Gunninahamii. A yellow-flowered 
species that blooms in summer. From 
King George's Sound. 

H, dentatcL Also has yellow flowers, 
produced in summer. From New Holland. 

H. volvhilis. Flowers yellow ; a summer 
bloomer. From the Cape of Good Hope. 

HIBI80TJS. 

Those most suitable for growing in pots 
are the rosa sinensis section ; as they come 
from India and the South Sea Islands, 
they require a good deal of warmth. They 
are evergreen, and attain considerable 
height, but their free-blooming disposition, 
flowering as they do when not more than 
a few inches high in small pots, renders 
them desirable plants for indoor cultiva- 
tion, especially as they are easilv propa- 
gated by means of cuttings. They also 
bear pruning well, breaking readily when 
freely cut back, and in this way they may 
be kept for some time within a pot of 
moderate size. The individual flowers of 
the single as well as the double, or, more 
properly speaking, semi-double varieties 
are very effective ; in shape they are not 
unlike those of a Petunia, but much larger. 
The time of flowering differs considerably 
according to the manner in which they are 
treated, out they usually bloom through 
the summer and autumn months. 

Propagation is effected by means of cut- 
tings, which, as we have saia, strike readily 
in sufficient heat at any time when bits of 
half-ripened wood can be obtained. The 
most suitable shoots for rooting quickly 
can be got from plants that have been cut 
back about the close of the year, and after- 
wards kept in a temperature of 66"* by 
night, and correspondingly warmer in the 
daytime. Thus treated they break freely. 
When the shoots are about 4 inches long 
they should be taken off with a heel and 
placed singly in small pots, half filled with 
sandy soil, the upper portion consisting 
wholly of sand. They should then be 
placed in a frame or under propi^tin^ 
glasses, where they can be kept close and 
moderately moist, conditions under which 
they will root in a few weeks. As soon as 
they are well furnished with roots, move 
them into 4-inch or 6-inch pots ; they will 
succeed in either peat or loam, but, as with 
most free-growing subjects of a similar 
character, we prefer loam where it can be 
had of a good, turfy character, as in it 
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strong-growing plants almost invariably 
evince a disposition to produce flowers 
more freely with less wood-growth than 
when cultivated in peat. Increase the 
heat of the house or pit in which they are 
placed as the days lengthen, and give them 
plenty of light with air in proportion to 
the temperature and state of the weather ; 
use a little shade in the middle of the day 
and syringe finely overhead in the after- 
noons. When the young plants have fairly 
started into growth, pinch out the points 
to induce them to break back. Through 
the season they require nothing different 
from the general occupants of a warm stove. 
Even this first season many of them may 
be expected to produce flowers, and when 
standing as in this state they ought to be 
on the side stages of the stove, they form 
conspicuous objects. 

After the blooming is over shorten them 
back a little, and as soon as they have 
broken, shift them into pots 3 inches or 
4 inches larger than those they have been 
in^ using soil similar to that just named, 
with sufficient sand added to keep it in a 
healthy open condition. Through the 
autumn months subject them to drier 
treatment, both as regards the atmosphere 
and soil ; winter in a temperature of 60" 
by night, or a few degrees higher will suit 
them better. Their management during 
the ensuing spring and summer will require 
to be such as recommended for the preced- 
ing year, except that no stopping should 
be attempted except with the view of in- 
ducing a portion of the plants to bloom 
later. After they have again flowered, the 
shoots should be shortened back more or 
less, according to the size to which the 
plants are to be grown ; but there is no 
«tate in which they are more useful than 
when confined to small pots. A sufficient 
stock should be propagated yearly, and the 
plants mav be discarded after their third 
season's blooming. Where it is desirable 
to grow them on longer, after they have 
fainv broken they should be turned out 
of their pots, as much of the surface soil 
should be removed as can be done without 
disturbing the roots in a way likely to 
injure the foliage, and they should be re- 
potted in soil similar to that in which they 
nave been grown ; the size of pot should 
be determined by the size which the plants 
are desired to attain. They are free 
rooters, and will bear a shift of 8 inches or 
10 inches without any danger of the soil 
becoming sour. The larger the plants the 
greater quantity of flowers will they pro- 
duce ; and in this way, with additional 
root-room, they m^be increased in size 
ior several years. Where space is limited, 



they can be kept in a healthy condition 
with their roots somewhat restricted, this 
confinement being compensated for by the 
frequent use of manure-water during the 
growing season. 

There are numbers of species and 
varieties known to cultivators ; the follow- 
ing are a selection of the most noteworthy ; 
amongst them are several of the H. Rosa 
sinensis varieties, which are the most effec- 
tive for ordinary cultivation : — 

H. Cameronii. This is a shrubby-habited 
plant from Madagascar ; it is a tall grower. 
The flowers are straw-coloured, with purple 
spots. 

H, marmoratus, A small-flowered species. 
The flowers are white, spotted with rose. 
A native of Mexico. 

H. Rosa sinensis hrilliantissimus. Has 
large-sized reddish-scarlet flowers, deeper 
coloured towards the lower part of the 
petals. 

H. Rosa sinensis ColUrii. A particularly 
free-blooming sort, with yellow or buff 
flowers, the lower portion of the petals red. 
From the South Sea Islands. 

H, Rosa sinensis Dennisonii, A close, 
dense-growing kind, with creamy-white 
flowers of large size. A fine sort 

H, Rosa sinensis miniatus semi-pleniLS, 
This plant has handsome stout foliage and 
bears freely its large semi-double flowers, 
which are vermilion-scarlet in colour ; the 
petals are elegantly waved in their outer 
edge, and not unlike a double Petunia ; 
the stamens, which protrude between the 
petals, enhance the appearance of the 
flowers. South Sea Islands. 

H, Rosa sinensis schizopetalus. Is a most 
singular and distinct-looking plant from 
Tropical Africa. The flowers are drooping, 
suspended on long stalks ; the petals, few 
in number, are deeply pinnatifid ; tiie 
flowers are red. It has a most elegant 
effect when in bloom. 

H. Rosa sinensis zebrinus. The individual 
flowers of this sort are smaller than those 
of most of the other kinds ; they are quite 
double, and the back petals are red, edged 
with yellow. A distinct and handsome 
sort. 

Insects. — Like most plants that require 
a high temperature, Hi^biscus are subject 
to the attacks of insects ; the leaves especi- 
ally, if the plants are allowed to want for 
water either at the root or overhead, are 
liable to suffer from red spider, but if the 
syringe is regularly used and sufficient care 
taken that the water effectually reaches 
the undersides of the foliage, this trouble- 
some little parasite cannot get a footing. 
Where it happens to exist, we have found 
the) fcteet remedy to be a weak solution of 
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insecticide, which the plants should be 
either dipped in or syringed with, so that 
every nortion is reached by the mixture. 
Greenfly sometimes makes its appearance 
on the young shoots, for which either dip 
in tobacco water or fimiigate. Should they 
become affected with scale or mealy bug, 
sponging must be resorted to, as, except 
when the plants have been cut bati and 
are denuded of their tender foliage, the 
leaves will scarcely bear any dressing strong 
enough to kill the insects. 

HIPPOMANE SPmOSA. 

An erect-growing evergreen stove plant 
that in its native country attains the 
dimensions of a moderate-sized tree. It 
has handsome green foliage, with promi- 
nent spines on tne leaves. 

It requires the same treatment as recom- 
mended for Theophrasta, which see. A 
native of the West Indies. 

HOVEA. 

These beautiful pea-flowered evergreen 
greenhouse plants, natives of New Holland, 
are not difficult to grow, possessing a much 
stronger constitution than the generality of 
subjects from the same region that are 
usually cultivated as pot plants. Hovea 
Celsii, which is the plant more particularly 
treated of here, is one of the most beautiful 
coloured flowering plants we possess ; its 
blossoms are bright bluish purple, pro- 
duced freely from the axils of the leaves of 
the preceding season's wood. Its foliage 
and general habit are also quite distinct, 
rendering it a most desirable subject for 
growine in any collection of hard wooded 
plants having pretensions to being com- 
plete. That it is now so seldom seen can 
only be attributed to the great number 
of novelties that within the kst quarter of 
a century have been introduced to the 
country, for the time putting many deserv- 
ing plants in the background. These, 
however, must ultimately regain their 
former favour through sheer merit, especi- 
ally this plant, from the fact of its adapta- 
bility to pot specimen culture, and its being 
one of the best plants for crowing at the 
end or on the roof of a cool conservatory. 
It is proverbially a slow grower, and wim 
fair treatment it will last a long time, not 
being subject to go off quickly from causes 
difficult of explanation. 

In growing jthe plant up for a specimen 
of the ordinary bush-like shape, two dis- 
tinct methods may be foUowea. We will 
allude flrst to the more general W17 of 
treating it 



In selecting plants for this method mor& 
care is necessair than with most things to 
secure such as nave been stopped not more 
than 3 or 4 inches above the collar, for it 
is a most determined upright grower, and 
if it has been allowed in its flrot stages to 
run up too high before stopping, the habit 
is ham to correct. 

Hoveas can be increased either by cut- 
tings of the half-ripened shoots or from 
seeds ; the latter method is preferable. 
Sow in Februarv, in shallow pans, drained 
and flUed with nne peat and sand, covering 
the seeds about a quarter of an inch, press- 
ing the material firmly down, ^eep 
slightly moist in an intermediate heat, 
put a sheet of glass over the pans to 
keep the surface moist, and ^ade with 
tissue paper. As soon as the young plants 
are up remove the glass, but continue the 
shading when the sun is powerful ; keep 
near the light, give some air, and syringe 
overhead, but not so much as to make the 
soil too wet. By the end of July the plants 
should be big enough to put singly into 
small pots, using soil sinmar to that in 
which the seed was sown ; continue the 
treatment to encourage growth, until the 
middle of September, when reduce the 
night temperature to 45**, at which keep 
through the winter. About the beginning 
of March pinch out the points to cause the 
plants to break side shoots, and in a few 
weeks afterwards move into 3 or 4 inch 
pots ; treat them subsequently during the 
spring and summer somewhat warmer by 
the admission of less air than re(]^uisite for 
larger stock, with a moist condition of the 
atmosphere anil a little shade in bright 
weather. When the young shoots formed 
after stopping have made three leaves, 
again pinch out the points, and treat 
through the autumn ana winter as before. 
Early in spring give 6-inch pots, and stop 
the strongest snoots at the time of potting. 
The management during the spring should 
be the same as last year, stopping those 
shoots that seem to require it about the 
end of June, and treating onwards through 
the summer as hitherto. The young 
plants should now have eight or ten nice 
shoots. Keep them through the winter 
near the glass in a night temperature of 
40* or 45**. Pick off any flowers they may 
be inclined to produce as early as they are 
large enough to get hold of. As soon as 
they show signs of growth give them a 
shift of an inch and a half or 2 inches : 
the slow growth of the plant will not admit 
of a large pot It will grow in either good 
turfy yellow loam or peat — ^we prefer the 
latter, where it can be nad f;ood, possessing 
ft&ir ediare of fibre ; to this add one sixth 
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or seventh of eilyer sand, according to the 
quantity of it in the soiL Drain mode- 
rately, it is not a plant that requires a great 
deal of water ; pot firm, tie out the shoots, 
but do not brin^ them too low or down to 
a positively horizontal position at first, or 
they will not be disposed to make much 
progress — its natural straight habit causing 
it to push out shoots from where it has been 
80 bent, which will drain all the strength, 
starving the too low trained shoots so as to 
prevent their further progression. Place 
them in a light situation where they will 
have the air shut off early enouch to close 
in some sun-heat, so as to inauce early 
growth ; pinch out the points of the shoots 
to cause them to break. 

By the end of April, when the drying in- 
fluence of the sun begins to be more felt, 
draw the syringe over them and damp the 
material on which they stand in the after- 
noons. When growth has fairly commenced 
and made some progress, if any shoots show 
a disposition to run away with more than 
their share of strength, keep such regulated 
by further tjring down, or they will rob 
the rest It is necessary to be more careful 
in this matter with this plant than with 
most others, for its slow disposition of 
growth does not admit of any considerable 
amount of wood being cut away. Its 
leaves, being naturally hard in texture, 
lose little by evaporation, and consequently 
require little shade after this stage has been 
reached, even in hot weather ; yet it and 
others of similar nature, when grown with 
plants which do want shade, are not in- 
jured by it unless too much is applied. 
Treat tlm)ugh the summer as to water and 
closing in sun-heat, with a damp night 
atmosphere, until the end of August, when 
more air may be given, and the plants pre- 
pared for winter. As will be seen, no 
second potting during the season is recom- 
mended for it, its nature neither requiring 
nor i)ermitting of such. Winter as advised 
the preceding seasons. We should again 
advise the removal of the flowers as soon 
as they are lar^e enough to be got at As 
before, when signs of growth are apparent, 
move into pots 2 inches larger, stopping 
the points of the shoots and tying them 
down lower, as also any that have been 
formed near the centre and show a dispo- 
sition to monopolise more than their share 
of sap ; treat as in the preceding summer, 
again hardening up the growth m autumn 
by more air and a drier atmosphere. Tie 
nicely out with a few thin sticks to the 
principal branches — it does not require 
nearly «fio much support in this way as 
most plants — and draw the weaker shoots 
into tne places they are required. In the 



spring they will make nice decorative 
plants, and when in flower through April 
and May they can be removed to the con- 
servatory or show-house, where the pre- 
sence of this and similar hardwoodcd 
subjects gives a character which the 
employment of softwooded things alone 
does not Let them here have a light front 
position, where they will not be too much 
crowded, and as soon as the beauty of their 
flowers is over, move them back to their 
growing quarters ; stop and pot as in the 
preceding seasons, giving again a 2-inch 
shift — more than which this plant rarely 
requires. The future treatment each suc- 
ceeding year may be similar to that so far 
advised, care being taken not to overpotj 
or to pot at all unless the soil is well filled 
with roots. 

Another method of treating this Hovea 
is to grow it on without stopping, letting 
it assume its natural form, which will be 
to run up a considerable height before it 
branches much. Its treatment in respect 
to potting, soil, and other matters may be 
similar in every way to the foregoing, with 
the exception of its not being stopped or 
trained, only just a single stick being used 
to support it It may also with advantage 
be kept a little warmer through the winter 
and spring, the object being to get as strong 
a plant as possible in little time, with 
plenty of roots, and, when it is grown into 
such, to head it down, when the root-power 
it possesses will cause it to break up a 
number of shoots all round the collar, tbat 
make much more progress than is possible 
with a young plant trained from tne first 
By far the best specimens of it we have 
seen have been so obtained ; its natural 
disposition for growing up in a thin, 
straggling way is by this means best cor- 
rected. 

After heading down (which should be 
done about the beginning of March), place 
the plants in an intermediate temperature, 
near the light Do not give more water 
than just sufficient to keep the soil from get- 
ting over-dry until after they have broken 
an mch or two ; draw the syringe over tbeni 
on the afternoons of dry days. Growth 
from stools of this description will be much 
more rapid than from young plants. 
When the shoots have pushed 8 or 9 inches, 
which they will have aone by the middle 
of June, train them out, the strongest to 
the outside, and pinch outthe pointe, so as 
to induce them to branch ana form com- 
pact growth. The plants, unless they have 
been somewhat pot-bound, will not require 
a shift until the spring following, when 
they should receive it as earlv in the season 
as they show signs of growtn ; it is better 
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to take out the flowers, and treat as before 
through the summer in stopping, training, 
air, and water. If all goes well, by the 
autumn they will have made growth 18 
inches in length from the base, strong and 
bushy ; harden up by the admission of 
more air after the miadle of August, and 
tie with a few thin sticks. With proper 
attention as to water and repotting, when 
such is required, plants so treated will last 
and keep improving for years. 

The natural disposition of this Hovea to 
run up for a considerable height with a 
single stem, renders it, as abeady said, well 
adapted for occupying a limited space on a 
conservatory roof or as a pillar plant. In 
cases where it is so employed, it should be 
from the seed-pan or cutting-pot trained 
to a single stem, without branching imtil 
it gets high enough for the place required, 
when the point must be pmched out, as 
the head is formed training it in the 
desired shape. It shows best wnen allowed 
to grow comparatively loose ; in this way 
it will bloom profusely and ripen q^uantities 
of seed, which will, from its scarcity, be of 
considerable value. Any one wno has 
never seen the plant so grown can form no 
idea of its beauty and the size it will 
attain. 

H. pungens is somewhat dissimilar to 
the above, very slender in appearance, but 
not so large a grower, and is not fit for any 
purpose other than as a moderate-sized pot 
specimen, for which it is well adapted, its 
colour, also deep bluish purple, harmoni- 
sing well with most other inhabitants of 
the hardwooded house. 

Inseots. — So far as we have seen, 
Hoveas are subjects upon which mildew 
will not exist ; nor are they much liable 
to the attacks of insecta. Red spider will 
live upon them, but they are not often 
attacked by it ; here, however, as in most 
other cases, prevention is better than cure, 
and this can easily be secured by using the 
syringe well to the underside of the leaves 
once a week, through the hottest part of 
summer. Scale will live and increase fast 
upon them, especially the white finpecies. 
consequently they should never be allowea 
to come in contact with any plant affected 
with this worst of insects. On these, as 
with most hardwooded plants, brown scale 
can be destroyed by washing in the autumn 
when growth is completed, and before the 
bloom is prominent, with insecticide. 

HOTA. 

(Stove,) 

The individual species of these fine 
flowering plants are very different in their 



appearance, as they also are in the treat- 
ment they require, from the strong-growing, 
heat-loving H. imperialis from Borneo, 
which is a twiner, to the most elegant 
dwarf shrubby H. bella, which hails vrom. 
Taung Kola. They are very distinct and 
beautiful plants, easy of cultivation, and 
have the advantage over many things of a 
twining or climbmg habit, in not being 
too rampant in growth— consequently the 
twining species are suitable for places 
where plants of larger size would be less 
manageable. They are appropriate for 
clothing pillars and rafters, or for training 
longitudinally over the paths in the stove. 
Grown in the latter position their flowers 
droop so as to be seen to the best advantage. 
In most of the species they are borne in 
bunches, upon stout, persistent spurs, that 
issue from the base of the leaf-stalks at 
intervals up the stems. These make their 
appearance as the young shoots are formed, 
lasting for many years, and from them are 
emitted the flowers — two or three times in 
the course of the season in the case of some 
kinds. There is one matter that should be 
observed in the cultivation of these per- 
sistent-spurred kinds : that is, if the flowers 
are cut ror bouquets or similar purposes, on 
no account should the spurs oe removed 
with them, or it necessarily follows that 
the blooming capabilities are so far reduced 
as to make the future supply be dependent 
on the formation of fresh spurs, which are 
only produced upon the young shoots. It 
is requisite to mention this for the guidance 
of beginners in the culture of Hoyas, as we 
have known large specimens, when in the 
hands of the inexperienced, completely 
stripped of their blooming spurs, which had 
taken years to form, causing them to be 
comparatively flowerless until fresh growHis 
had oeen made — thus entailing much dis- 
appointment, as in most cases it necessitated 
the plants being headed down. 

Ainongst the twining species that need a 
warm temperature the loremost place is 
held by H. imperialis. This is a native of 
Borneo ; it is a strong-growing plant witii 
ample thick leathery leaves, and bears 
very large bunches of pale brown and 
yellow flowers. With this may be as- 
sociated, in the general treatment th^ 
require, the Cinnamon-leaved Hoya, IcL 
cinnamomifolia, a plant of medium growth, 
with pale green and chocolate flowers ; the 
bell-nowered Hoya, H. campanulata, which 
bears greenish-yellow flowers : both these 
are from Java ; and H. Cunninghamii, also 
a handsome species. They strike freely at 
almost any time of the year, but if put in 
about April get well established in their 
pots before the summer is over ; if at this 
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time cuttings are made from the preceding 
summer's snoots, using two, three, or more 
joints, and they are inserted singly in 
3-inch pots in half loam and sano, they 
will root in a few weeks placed in a tem- 
perature of 70°. They need not be kept 
nearly so close as things with softer leaves, 
that would flag if not in a confined damp 
atmosphere. When well rooted, move 
them into 6-inch pots. - They will grow in 
almost any description of soil, but loam is 
the most suitable, as it is not so liable to 
get sour as peat is ; it should be of a turfy 
nature, and have a liberal quantity of sand 
added, for although the plants are anything 
but of a tender character, still if the soil ever 
gets in a condition that the water cannot 
pass freely from it the roots are almost sure 
to perish. Through the summer the night 
temperature shoula be about 70**, with 10° 
more in the day, giving air according to 
the state of the weather. Reduce the heat 
in autumn, and through the winter 60° by 
night will do, keeping the plants drier at 
the roots. About the end of February 
cive more warmth, and move into pots a 
few inches larger, according to the strength 
of the different species. Increase the heat 
as the season goes on. They will flower 
more or less during the simimer, but not 
BO ajB to make the display that may be 
looked for when they have acquired more 
size. As soon as the blooms begin to show 
on the ends of the spurs, cease syringing 
overhead, as water sometimes causes 
the young buds to drop before opening. 
As a matter of course they will now be 
placed where they are intended to grow, 
which majr be over a path, up a rafter, or 
round a pillar ; they can likewise be used 
as trained specimens when required. 
However employed, they are better in pots 
than planted out All that is further 
needed is to give more pot-room as this is 
wanted, and to treat through the winter 
and summer as already advised. The 
plants will last for many years. 

H. bella and H. Paxtonii are small- 
growing shrubby plants of a half procum- 
bent habit, and their beautiful pearly 
white and pink flowers are produced freely 
in the spnng and summer; they strike 
r«uiily in spring from cutting made of the 
points of the snoots, consisting of several 
joints, treated like the other sorts. These 
do not require large pots — such as are 10 
or 12 inches in diameter will be found big 
enough for most purposes. Like all the 
species, they must have plenty of light 
when growing, and not too much moisture 
either in the atmosphere or at the root 
When flowering they require to be sup- 
ported by a moderate number of neat 



sticks, otherwise the biunches will lie 
quite flat, but they should by no means be 
subjected to the stiff, formal training some- 
times seen by placing them on trellises, as 
it completely destroys the elegant ap- 
pearance the plants Mve when allowed to 
assume more of their natural form. The 
pots wherein these two kinds are grown 
must be well drained ; they like a mode- 
rate quantity of water both to the roots 
and overhead when growing, but must not 
receive too much in the winter. They 
will bear the shoots shortening in mode- 
rately after flowering, when Uie growth 
has got larger than is requisite. They 
should be kept in a temperature of 60° 
when at rest during the winter. Both 
these sorts are peculiarly adapted for 
growing in 8 or 10 inch pots suspended 
from the roof over the patns in the stove, 
where there is suflBcient head-room ; the 
flowers in such a position are very effective. 
These two kinds may be used freely for 
cutting, as they yearly produce a profusion 
of bloom-spurs. Their delicate-coloured 
flowers have a charming effect when mixed 
with almost anything else. 

The following are likewise desirable 
sorts, that will succeed imder similar 
treatment : — 

H. globulosa. This has thick leathery 
foliage, of moderate size ; the flowers are 
straw-coloured, produced freely. It has 
the appearance of being a handsome, 
distinct kind. India. 

H. lasiantha. Flowers pale orange and 
white ; foliage bold and handsome. From 
Borneo. 

H. linearis, A distinct new species, 
with slender branches and long, narrow 
leaves. Flowers produced at the points of 
the shoots, white, with pink centre. A 
suitable plant for a hanging basket From 
the Himalaya. 

H. palluiiflorc^ Is a small-growing 
species, with white flowers. Java. 

H. Shepherdii. A distinct-habited plant 
with stout foliage ; the flowers are suffused 
with rose. A native of India. 

Insects. — ^Thrips and red spider will 
sometimes make their appearance upon 
them, especially if the atmosphere is kept 
very dry for a considerable time during 
the growing season ; but a weak solution 
of insecticide will be found an effectual 
cure. Scale and mealy bug must be kept 
under by syrinj^ing with stronger applica- 
tions of insecticide when at rest, but it 
should be kept away from the roots. In 
the growing season syrince with clean 
warm water and sponge Uie leaves and 
shoots. 
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The flesh-coloured Hoya, H. camoea, 
from China, and the variegated varieties of 
this species, H. camosa picta and H. 
camosa variegata (which are similar in 
habit of growth, differing from the normal 
tvpe in having variegated leaves), will 
tnrive in a greenhouse. They are medium 
^owei*s, and may be either used for drap- 
ing a pillar or rafter, or as trained speci- 
mens, in which case they are best grown 
on a wire trellis. Their propagation and 
after treatment is similar to that advised 
for the twining stove species, except that 
they require less heat, and, growing slower, 
are longer before they need putting in full- 
gizedpots. 

HTJMEA ELEGANS. 

This well-known greenhouse biennial is, 
when well grown, one of the most elegant 
objects that can be introduced to a con- 
servatory or cool plant-house. It is raised 
from seed, which should be sown during 
spring in pots filled witli loam, to which 
has l)een added some sand and leaf-mould. 
Stand in a little warmth, if such is avail- 
able, until the seeds have vegetated ; if not, 
in a greenhouse. "VVlien the plants are 
large enough move them singly into 3-inch 
pots, and as soon as they get established 
place them near the glass. A pit or frame 
will answer during the summer, where 
they can get plenty of light and air, being 
careful never to let them suffer for want of 
water. Directly the pots are full of roots 
move into others 4 inches larger, and 
syringe overhead daily ; about August it 
will 1)0 well to give them a shift into 9 or 
10 inch pots, as if cramped for root-room 
the lower leaves will be imured and the 
appearance of the plants spoilt Winter in 
an ordinarjr greeiihouse temperature in a 
light position, so as to keep the growth 
short and stocky. If large examples are 
required, they should be moved to pots 2 
or 3 inches larger in spring, and as soon as 
the soil is moderately full of roots give 
manure-water once or twice a week, treat- 
ing in other respects as in the previous 
summer. When in bloom they will keep 
for many weeks in good condition, their 
grass-like plumes of diminutive, distinct- 
coloured flowers haWng a beautiful appear- 
ance. As already said, the plant is a 
biennial, conseauently to keep up the 
stock seed should be sown every spring. 
It has a strong aromatic perfume. Intro- 
duced from Australia. 

Insects. — Red spider and aphides are 



both partial to this Homea ; to keep down 
the former the leaves should be syrii^ged 
daily through the growing season, getting 
the water well to the under side. On the 
first appearance of aphides fumigate, as if 
the insects are allowed to remain even for 
a short time the leaves will be spoilt 

HTDRANOEA. 

The hct that many of those engaged in 
gardening pursuits are led in the selection 
of what tney grow much more by a plajit^s 
being new or rare than by its possessing 
the real merits of producing handsome 
long -enduring flowers freely, with a 
vigorous constitution that makes its cultiva- 
tion easy and success comparatively certain, 
is alwavs forced upon us whenever we see 
a well-bloomed example of Hydrangea. 

The genus is found dispersed over a wide 
expanse of both the eastern and western 
hemispheres, in China, J&mn, and the 
mountain ranges of Northern India, in both 
the Eastern and Southern States of America, 
ChiH, and Peru, but it is to the Japanese 
or Chinese greenhouse species that we are 
the most indebted for subjects best adapted 
to pot-culture. 

Those who live in distant parts of the 
country, on their first visit to Covent 
Garden Market, if such happens to be 
during the spring or early summer, see 
nothing that strikes them more forcibly 
than the numbers of Hydrangeas grown in 
small pots, not generally more than 6 or 7 
inches in diameter. The plants grown to a 
single stem, 6 or 8 inches high, are furnished 
with three or four pairs ot healthy leaves, 
surmounted by a globular head 12 or 15 
inches through, generally of the freshest and 
clearest bright pink colour, although a few 
are met with possessing the blue shade that 
is so much prized by some, and for 
producing which there are several different 
recipes, in the shape of soil more or less 
impregnated with iron filings, charcoal, or 
alum, or pure peat We have always 
found that if the plants were supplied with 
the large quantities of man ore- water 
requisite to give size to the heads of flower, 
whatever the nature of the soil or in- 
gredients added to it, the blooms when fully 
matured were pink of some shade. Laroer 
specimens are grown for the London market 
bearing several heads of flower each, but 
for general decorative purposes the small 
plants with single heads are much the 
most to be preferred. In addition to the 
pleasing colour, general attractive character, 
and long endurance of the flowers, the 
plants possess the advantage that during 
the time they are in bloom they can Le 
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stood in places where there is comparatively 
little lignt, even under the shade of other 

Slants, in positions that few if any other 
owering subjects would bear without 
being so ii^jured as to be useless after- 
wards. 

There is a larger variety of the common 
form, with the individual flowers of which 
the head is composed, as well as the head 
itself^ much bigcer than the older more 
generally known kind. This is the best to 
grow, dmerin^ in no way as to the treat- 
ment it requires in nropagation, soil, and 
time of flowering. Cuttings will strike at 
any time of the year that they can be obtained 
in a half or three parts ripened state, but 
to ensure the large heads on small plants 
such as above described, the best metnod is 
to have a few plants grown out in an open 
sunny situation, where they keep strong 
and short-jointed. These, according to the 
early or late character of each season, will 
generally get sufficiently matured to be 
taken off in August, at which time the buds 
will be formed in the points, in which 
state they should be taken off at about the 
third joint below the bud, and inserted 
either singly in small pots or several round 
the side of a 6-inch one. Place a few bits 
of crocks in the bottom of each, on these 
a little fibrous material, and dry or flaky 
rotten dung, such as has been used for 
mulching a Vine border or Asparagus bed. 
They are in no way particular as to soil, 
but if it is preferred to have some of a blue 
shade and others the normal colour, a 
portion may be struck and grown in sandy 
peat and the others in loam, in both cases 
using it for the cuttings in something like 
a proportion of one-fourth sand to the loam 
or peat The cuttings should be severed 
at a joint, and inserted firmly in the soil, the 
leaves, except those at the base which must 
necessarily be removed, being retained. 
A slight hot-bed should be prepared, on 
which place an ordinary frame with glazed 
lights ; in this plunge the pots, keeping 
them well moistened and shaiied from the 
sun, but with the lights tilted night and 
day, so as to keep the tops cool, omerwise 
the heat will have a tendency to cause them 
to break into growth, and they would be 
spoilt for flowering in the dwarf state they 
are intended to assume. They will soon 
strike, after which the shading must be 
dispensed with, and when they are well 
furnished with roots at once remove them 
to 6-inch pots, in which they may be 
allowed to flower. Keep them quite cool 
through the autumn — any pit, frame, or 
house will answer, in which they will not 
get frozen — ^it is better not to subject them 
to frost ; they will cast their leaves before 



winter, nothing remaining but the woody 
shoot with the bud at its extremity. But 
never allow the soil to become dry, or the 
roots will suffer. If desired, a portion of 
the plants may be had in bloom early by 
putting them in a moderate heat at 
Christmas, such as a vinery or peach-house 
at work, or anywhere where an inter- 
mediate temperature is kept up ; here 
they will soon commence growing, making 
two or three pairs of leaves below the 
flowers. As soon as they begin growiim 
freely those that are intended to come with 
pink flowers may be assisted once a week 
with moderately strong manure-water, 
which will cause the production of much 
larger heads of bloom ; but, we have never 
been able to produce flowers of a decided 
blue colour if manure-water was used ; 
when it has been ^ven to them even when 
thejr were grown in all peat, or with alum 
or iron in uie soil, they nave come neither 
one thing or other, but a not very pleasing 
mixture of both. Such as are wanted later 
may be put in a little warmth, and some 
allowed to come on with the assistance of 
solar heat in an ordinary greenhouse 
temperature. So managed a succession of 
flowers can be kept up for six months. If 
suckers are produced at the base these 
should be removed until the plants come 
into flower. After the blooms have got 
shabby the shoots that have borne them 
may be cut out at the bottom, as suckers 
are sure to spring that will make more 
compact plants ; plunge them out-of-doors 
for the summer, winter out of the reach 
of frosty and in the spring, just as they 
show signs of beginning to grow, head 
them right down to the bottom. They 
will quickly throw up shoots that will 
produce large heads of bloom on much 
shorter growth than if borne upon the old 
wood formed the preceding year. We 
have kept plants for three years in the 
same 6-inch pots they were first potted in 
without either change or addition of soil, 
simply by using manure- water during the 
time they were growing ; in the second and 
third years they produced from three to 
half-a-dozen fine heads, showing what can 
be accomplished with the aid of liquid 
manure to such plants as will bear it — in 
this case they may be said to have been 
altogether supported by it, as the smedl 
quantity of soil in which the roots were 
placed must, after the first year, have 
become so exhausted as to be nothing more 
than a medium through which the liquid 
sustenance was conveyed to them. JFor 
an3rthing perceptible in the appearance of 
the plants as to vigour ana ability to 
produce flowers, they would have gone on 
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longer without change or addition of soil, 
but the experiment was cut short through 
unforeseen circumstances. 

If it is thought advisable to grow some 
on to a larger size, they should when done 
blooming be movcil into pots proportionate 
to the size they are wanted to grow to, say 
9 or 10 inches the first year ; but for 
general use, to produce plants to flower in 
a small state with single heads, nothing 
equals the appearance of the autumn-struck 
cuttings that have been produced out-of- 
doors, for which the above two forms of H. 
hortensis are the best adapted. 

The variegated forms ot H. japonica, H. 
japonica argentea variegata, and H. iapo- 
mca aurea variegata, are well worth cultiva- 
tion for the beauty of their leaves, as well 
as the flowers they produce. 

H, Otaksa. A very fine variety with 
large flowers, also suitable for pot-culture, 
like those already described, and of easy 
cultivation ; it is propagated from half-ripe 
shoots and grown in ordinary soil, either 
peat or loam, with one-eighth sand to keep 
such thirsty subjects from getting sour and 
waterlogged ; the plants should be exposed 
in the after part of summer in the open 
air to keep them dwarf and to get the wood 
ripened. 

£f. paniculata. A white-flowered beauti- 
ful species that does well under pot- 
culture ; it is a most profuse free-blooming 
plant, that deserves to be generally known 
and much more generally grown than it is. 

H, stellata flore-plena. Another fine 
Japanese variety, producing very large 
coirmbs of douole rose-coloured flowers, 
and is in every way a desirable plant ; 
treatment same as for the preceding. 

H, ThoTnas Hogg. A very handsome 
kind that has recently appeared. It is a 
firee - flo werer, producing moderate - sized 
heads of white nowers. 

The system of propagation and general 
treatment advised for the other species will 
answer for these, except that where the 
plants are required to be grown to a con- 
siderable size they must be encouraged by 
more pot-room. 

With less trouble Hydrangeas may be 
struck from cuttings produced in spring 
from plants that have been flowered early ; 
these should be taken off when they have 
three or four joints, and put singly in 
3-inch pots filled with half sand and loam. 
Stood in an intermediate heat, kept close, 
moist, and shaded, they will root in a few 
weeks, when give more air and as soon as 
the pots are fairly filled with roots put in 
others from 6 to 8 inches in diameter, 
using good loam, well enriched with rotten 
manure and with some sand added. When 



well established in these move to the open 
air, and give water as required through 
the summer ; keep in a pit or frame away 
from frost during the winter until required 
for forcing, or in the greenhouse to come 
on with solar heat for later blooming. 

Insects. — Hydrangeas are not much 
troubled with insects, except greenfly, 
which can be kept under by fumigating, 
dipping, or syringing with tobacco water. 

H7MEN0DITJM OBINITXrM. 

A small-growing very distinct stove 
Fern ; the fronds are simple, that is with- 
out any divisions and about the size of a 
moderate example of Horse-radish, the 
surface studded over with black hairs. It 
is not elegant, but is desirable on account 
of its dissimilarity to other Ferns. It 
comes from the West Indies, 

For propagation and cultivation, see 
Ferns, general details of culture. 

HTMENOPHTLLUM. 

A beautiful genus of dwarf-spreading 
Filmy Ferns, requiring cool treatment, and 
to be kept always moist at the roots, and 
also in a moist atmosphere, such as present 
when covered with a bell-glass. They do 
not like much warmth, nor very much 
light. 

For propagation and cultivation, see 
Ferns, gener^ details of culture. 

H. a^lenioides. West Indies. 

H. cavdiculatum. Brazil. 

H, crispatum. New Zealand. 

H. demissum. New Zealand. 

H. exsectum, 

H. flabellatum. New Zealand. 

H, interruptwm. West Indies. 

H. javanicum, 

H. multifidum. New Zealand. 

H. pectinatum. Chili. 

H. pulcherrimum. New Zealand. 

H. tunhridgense. Britain. 

H. unilaterale, Britain. 

IMANT0PH7LLUM. 

These are fine flowering evergreen green- 
house plants of close compact growth, that 
may be had in blooui during a good por- 
tion of the year where there is a sufficient 
quantity to keep up a succession. They 
mrce well, and on this account can be 
brought into flower during the winter so 
as to precede such as are let to come on 
later in a greenhouse temperature. The 
flowers are produced in large umbels on 
erect fleshy stalks that issue from the 
crowns among the leaves ; they are a 
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pleasing combination of red and yellow, 
lasting for a considerable time, effective on 
theplant and useful for cutting. 

Tne most usual method of increasing 
them is by division of the crowns, which 
should be eflFected in the spring, before they 
b^^ to grow ; turn the plants out of the 
pots and shake away the soil so as to admit 
of their roots being separated with as little 
breakage as possible ; then divide the 
crowns and place them singly in pots big 
enough to jwlmit the roots they already 
possess, and others that will soon l>e 
formed, for Imantophyllums are free 
growers, and make roots almost as fast as 
Agapanthiis umbellatus, which plant they 
are not unlike in habit of growth. Pot in 
good loam, to which add some sand, and at 
once put the plants in an intermediate 
heat it such is at hand, if not keep them 
close in a greenhouse with as little air as 
possible, so as to get them into growth 
quickly, for where the roots of any plant 
nave been broken, as unavoidable in divid- 
ing the crowns, the injury is least where 
CTOwth afterwards commences without 
delay. It will be an advantage to keep 
the plants moderately warm for two or 
three months, giving them plenty of light 
and water as needful to keep the soil well 
moistened until the growtn is finished, 
after which they will do in any cool house 
or pit at liberty. Imantophyllums require 
no more shade than such as may be found 
needful to keep the leaves from burning, 
which seldom occurs. 

Winter in a temperature such as the 
generality of greenhouse plants require, 
and in the spring move them into pote 3 or 
4 inches larger. Ordinary greenhouse treat- 
ment will now suffice, but they increase in 
size more quickljr if kept a little warmer 
through the earlier part of the spring and 
summer, during which time all that are 
strong enough wiU flower. A continuance 
of the treatment so far advised, will suffice 
to keep them in health, giving pot-room 
proportionate to the size the plants are re- 
c[uired to be grown to. Large specimens 
m 16 or 16 inch pots jdeld a quantity of 
flowers annually, but in most cases smaller 
examples will be more useful. If when 
the plants get too large a medium size is 
preferred rather than single crowns, they 
may be divided into two or three in place 
of being more reduced in size. When to be 
forced so as to bloom early in the spring, 
strong plants should be put in oroinary 
stove heat about January, and kept well 
supplied with water, and they will soon be 
induced to push up their flower-stems. 
The flowers will last longer if the plants 
are kept moderately cool when in bloom. 



During the winter season comparatively 
little water is required, either in the case 
of large or small specimens. 

7. AitonvL Flowers red and yellow ; 
blooms during summer, sooner or later, 
according as it is cool or warmer. Cape of 
Good Hope. 

I. minicUum. A pretty red and yellow 
flowered kind. Afnca. 

I. miniat'um splendens, A highly-coloured 
variety of the last-named. 

7. miniatum var, Martha Reimers, A 
large, massive-flowered variety, an im- 
provement on the older kinds. 

Insects. — Imantophyllums are not much 
troubled with insects, their smooth, hard, 
leathery leaves not affording much harbour 
to them ; should any of the different 
species of these pests at all affect them, 
syringing and sponging will be found suffi- 
cient for their removal. 

IMPATIENS. 

Though very different from the common 
Balsam of our gardens in general appear- 
ance, I. Jerdomae, which is a stove plant, 
is botanically nearly related to it To 
those who love and grow flowers for their 
own sakes, it is frequentlv a matter of sur- 
prise that plants, beautiful in themselves, 
very distinct in character, and, as one 
might suppose, possessing every property 
to recommend them for growing generally, 
should too frequently, through caprice, 
fashion, or some unknown cause, be 
allowed to go almost out of cultivation. 
Such has been the case with the plant in 
question. When first introduced, if our 
memory serves us rightly, some thirty 
years or so ago, it quickly became a 
favourite, so much so, that few people 
possessing a stove were without it Its 
compact habit and profuse disposition to 
flower were such as to place it within the 
means of culture of those who had little 
heated glass space. Another advantage 
possessea by it is that it does not require 
great heat, but there is one matter con- 
nected with its cultivation essential to its 
very existence, and that is that in the 
winter when at rest, and all but denuded 
of leaves, it must be kept very dry at 
the root, in a comparatively dry atmo- 
sphere, and near the light, otherwise its 
succulent stems are apt to decay. The 
whole texture of the stem and branches of 
the plant is very similar as regards their 
fleshy character to the ordinary Balsam in 
general cultivation, consequently it will be 
seen that in propagation the cuttings will 
not do to be kept too close or confined, and 
they must have comparatively little mois- 
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tare about them. It is best j)ropagated in 
the spring about the beginning of Miux^h ; 
take for cuttings portions of the preceding 
season's mature growths, as in the case of a 
healthy plant these branch out freely, attain- 
ing during the season a length of from 4 
inches to 10 inches. The smaller size severed 
at the base will be found most suitable. 
They should be inserted singly in, or two or 
three together round the sides of^ smtJl 
pots well drained and half filled with a 
mixture consisting of equal proportions of 
fine peat and sand, the upper portion all 
sand. The sand must not be made more 
than very slightly damp — in that condition 
best described as neitner wet nor dry, a 
state in which it must be kept until the 
cuttings have formed roots. As before 
said, they must not be subjected to close 
confinement in a frame or under propa- 
gating glasses, or they are almost certain 
to become a rotten mass. They do best on 
a shelf near the roof or set close to the up- 
right front or end glass of the house or pit 
in a temperature of 60*. Thus treated, 
they will in a few weeks freely emit roots, 
the presence of which will be indicated by 
the points of the shoots be^nning to grow. 
If the cultivator is anxious to get the 
plants on in size quickly, two or three of 
the newly-struck cuttings may be placed 
together in a 3-inch pot. or singly if 
deemed preferable. This Balsam succeeds 
best in material of a light, open nature, 
partaking more of the character of that in 
which Orchids are grown, than in any com- 
post more retentive. Two parts good fibrous 
peat added to one of chopped sphagnum, 
with which is mixed a Hoeral sprinkling 
of charcoal, broken to the size of horse 
beans, and some silver sand, will answer 

gerfectljr. The pots should be one-fourth 
lied with crocks or charcoal for drainage, 
and the material ought to be pressed mode- 
rately close round the roots. The tempera- 
ture may be raised as solar heat increases, 
but the plant after rooting never requires 
80 much warmth as many stove subjects ; 
the heat kept up in an intermediate house 
suits it best It will also do with more air 
than is liked by the generality of stove 
plants. The nearer it is kept to the glass 
the better, and a very thin shade should 
be used in the middle of the day during 
bright weather. Through the season of 
ffro^vth it will bear watering at the root 
freely, and will also be benefited by syring- 
ing overhead once a day, but this should 
be done early enough in the afternoon to 
allow the moisture to get dried up before 
nightfall. By midsummer sufficient root 
progress will have been made to admit of 
the young stock being transferred to pots 



an inch or two larger ; or, in the 
where two or three were put together and 
are intended to be grown so, they will bear 
a little laiger shift. It is naturally of a 
bushy habit, to still further assist which 
the points of the growtiis may be taken 
out, but every operation of this kind 
should be done witn the knife, as a bmiae 
resulting from pinching is not unlikely to 
cause the shoots to rot The singular- 
shaped yellow and pink-tinged flowers are 
producai so freely that the plants will 
bloom the first summer or autumn. After 
the flowers are faded pick them off and 
dispense with shading as the sun begins to 
decline in power, at the same time reduc- 
ing the temperature of the house ; they 
must also be kept drier at the root and not 
syringed at all. During the growing sea- 
son a shelf near the roof will be the most 
suitable position for them ; winter in a 
house or pit where the ni^ht temperature 
is about 55®, giving very little water from 
the time they cease to grow. In fact, the 
soil through the whole season of rest should 
be kept, as to moisture, much in the same 
condition as that of the majority of Mexi- 
can Orchids during their dormant period. 
Toy^ards the end of February give a little 
additional warmth with more moisture in 
the atmosphere, and as soon as growth 
commences more water to the soiL By the 
beginning of Apiil the roots will commence 
to fairly extend, and pots 2 inches or 3 
inches larger may be given, using soil 
similar in character to that advised the 
preceding season. The plants will now 
begin to grow apace, and will require two 
or three neat sticks each to support them ; 
little further stopping will be needed^ and 
the treatment in other respects as to shade, 
moisture, heat, and air, should be as during 
the first summer. If all goes well they 
will now grow freely, and by the end of 
Jv\j or beginning of Au^st will have 
their shoots fully clothed with flowers. As 
soon as these show themselves cease syring- 
ing, or it will sometimes have the effect of 
causing the advancing bloom-buds to fall ofL 
During the time of flowering they may 
be placed on the front stage of the stove or 
intermediate house, where, associated with 
other blooming or fine-leaved plants, they 
will form a very distinct feature. When 
the flowering is over it will be well to 
move them to their original quarters on a 
shelf near the glass, treating them during 
autumn and winter as before ; the ensuing 
spring they will bear pots 2 inches or 3 
inches larger, but in this it is well to be 
guided by the quantity and condition of 
the roots, as they are impatient of too much 
pot-room. When the potting is carried 
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out, as much of the old soil may be re- 
moved as can be got away without injuring 
the roots. During this summer the plants 
will attain a size that will enable them to 
produce flowers as abundantly as may be ex- 
pected, however long they are grown ; with 
treatment such as advised they will usually 
last for years, but being essentially what 
may be termed plants of small growth, 
they have a better appearance, and are 
more useful when cultivated in numbers of 
medium size than when grown larger. 
Consequently it is advisable to propagate 
A sufficient quantity of young ones each 
year to take the place of those that get less 
jshapely and are not so well furnished. 
This Impatiens is an excellent subject for 
crowing in small or medium-siz^i wire 
baskets suspended over the paths, and in 
no position is it seen to better advantage 
when in flower ; but when so used, instead 
•of being trained upright, the shoots should 
be tied in a horizontal position over the 
edge of the basket For this purpose it is 
■also better to use three or four of the^. 
younc-struck cuttings together. It is like- 
wise better to keep them in pots, plunging 
these in the baskets, filling up with sphag- 
num, in which a few pieces ot Lycopodiimi 
-are planted in the spring ; the appearance 
of the baskets is thus much improved, and 
the general effect when the plants are in 
bloom heightened. Their treatment in 
other respects when in baskets requires to 
be in no way different from that which is 
4Mi vised for pot culture. When they flower 
sufficiently early in the summer months 
before the cool autumn weather sets in, 
they may be put for a few weeks in a con- 
servatory, but not exposed during the time 
to currents of cold air. 

There are several other species, some of 
which attain a larger size than I. Jerdoniee, 
they strike easily and are grown on with 
litUe difficulty ; cuttings put in early in 
spring, and moved on as they req^uire more 
pot-room, make handsome blooming plants 
the same season, keeping on through most 
of the summer and autumn. For ordinary 
purposes it will be found better to propa- 
^te stock of these each spring. 

J. flaccida. A dwarf bushy plant, that 
bears bright purple flowers. From Ceylon. 

J. flaccida alba. A white-flowered form 
of the preceding. 

J. repens, A dwarf species, witli yellow 
flowers. Ceylon. 

/. SuUani. A new species, with a dense 
bushy habit ; it attains a considerable size, 
4md is a profuse bloomer, keeping on 
through much of the autumn and winter, 
-aa weD as the summer season ; the flowers 
are roee-coloured. It comes from Africa. 



Iksegts. — We have never seen these Im- 
patiens attacked by any of the usual stove 
pests, except greenfly, for the destruction 
of which fumigate repeatedly, but not too 
severely. 

INDIGOFEEA. 

The Indigoferas are a large genus of 
plants found in various parts of the world, 
the East Indies, West Indian Islands, Cape 
of Good Hope, New Holland, China, &c 
Few of the species are worth a place, and 
even the most favourite greenhouse kind, 
I. decora, is now seldom seen. They thrive 
under treatment such as recommended for 
Cassia Corymbosa, vOnch see. 

The following two species are among the 
best: — 

J. augtralis. An evergreen shrub that 
bears pink flowers. From New South 
Wales. 

7. decora. An evergreen shrub from 
China, with pink flowers, produced in 
summer. 

IPOM(EA. 

One of the handsomest of Ipomoeas is L 
HorsfalliaB, a species of smaller growth 
than most of the genus; it iis a twiner, . 
and comes from the hot^ moist regions of 
Africa or East India, consequently there is 
no use attempting its cultivation except 
where there is enough heat at command to 
keep it in a healthy state. When first it 
became generally known it was to be met 
with in most places where there was 
sufficient heat, but now it is rarely seen, 
and still seldomer in good condition, 
although it ia by no means difficult to 
cultivate when once it gets established. 
It is not an easy subject to strike, being 
one of the plants that used to be held up 
by experts to young aspirants in the pro- 
pagating department as a test of their 
abilities. Yet. with a knowledge of the 
right age ana condition that the wood 
should have attained when made into 
cuttings, roots may be produced, but still 
much more time is required than with 
most other plants. A knowledge of the 
exact state the wood should be in when 
made into cuttings is difficult to convey 
in writing, and can only be acquired by 
practice and observation. So far as our 
own practice goes we have been able to 
succeed best when the cuttings were made 
from the preceding year's shoots imme- 
diately after flowering about the end of 
February ; if these are inserted singly in 
small pots half filled with a mixture of 
peat and silver sand, the remainder all 
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sand, kept moderately close and moist in 
a brisk oottom heat, they will generally 
callus over at the base in about two months, 
and form roots in a similar length of time, 
but the most certain means of propagation, 
and generally the best for private growers, 
who onljr require a limited number of 
plants, IS to layer the shoots. Those 
operated upon should be of the preceding 
summer's growth, and of any convenient 
length, say 6 or 6 feet from the points ; if 
these are slightly notched through at a 
joint in the way Carnation layers are pre- 
pared, and pegged down into 4-inch pots, 
drained -and filled with a mixture of half 
fibrous peat and loam, the joint slightly 
covered with soil, and kept moderately 
moist, they will form roots enough to sup- 
port the shoot and allow of its being 
severed from the parent plant in ten or 
twelve weeks. The layering may be per- 
formed any time after the growth has at- 
tained moderate solidity in the autunm 
until spring. Where a fair amount of heat 
can be kept up through the winter tlie 
layering may take place in autumn, which 
will give time for the young plants to get 
established on their own roots by spring, 
in which case a considerable saving ot time 
will be effected, which will enable them to 
make a full season's growth. If layered 
so as to get well rooted in the spring, they 
will bear moving by the end of May into 
6 or 7 inch pots, but it is not advisable to 
give too much root-room, as the plant is 
naturally much slower in growth than the 
generality of stove twiners or climbers, 
and it never attains anything near the size 
that most things do which luxuriate in 
strong heat; on this account it is much 
better adapted for stoves of limited extent 
than many plants that less deservedly are 
chosen. In no position will it better suc- 
ceed, or interfere less with the other occu- 
pants of the house, than run on two or 
three wires lengthways over the path ; here 
its beautiful, distinct, and handsome rosy 
red flowers are seen to the best advantage. 
As soon as the plants commence to grow 
they must each nave a neat stick, round 
which the shoots will twine, and when 
they have begun to extend freely they 
should be stopped back, so as to secure 
their breaking enough shoots to occupy 
the room at disposal in the place they are 
to fiH So far as their requirements of 
heat, air, shade, and moisture go, they will 
succeed with that given to the generality 
of plants grown in a warm stove ; 65** in 
the night, with a rise of 10** in the day, 
during the spring and summer, will 
answer for them, but they must not be 
kept too cool through the last months of 



the year, or in January and February, 
whicn is the usual time of their blooming 
— sooner or later, according to the heat 
maintained. Although the young plants 
will not flower much the firat winter, it 
will be well to treat them in every way as 
if older. They wiU require little training 
after the shoots have once taken to twin- 
ing round the wires, except that each 
should be kept to its individual wire, for 
if they get entangled it will be difficult 
afterwards to separate them. Shade just 
sufficient to prevent the leaves scorching 
during very oright weather, but discon- 
tinue it as early in the autunm as it can 
be dispensed with, and keep the atmo- 
sphere drier. The soil shomd never be 
kept so wet as in the case of freer rooting 
plants. By the end of March they wiU 
require moving into larger pots — about 12 
inches in diameter. If very good fibrous 
loam is to be had, we should give it the 
preference, but where this is not at hand 
peat should be used. The shoots may be 
at this time shortened back about one- 
fourth, which will induce their breaking 
several eyes ; two or three growths may 
now be allowed to each wire. Increase 
the temperature as the days lengthen, but 
be careful not to give very much water to 
the roots imtil they have got fairly into 
the new soil ; again commence syringing 
overhead in the afternoons, and continue 
to do so until the beginning of September, 
when shading also may be dispensed with. 
If a temperature similar to that advised 
has been tept up, the flowers will begin to 
form towards tne close of the year ; they 
open in succession for several weeks. If 
required they may be taken off singly and 
mounted for bouquets, as from their very 
distinct character they harmonise well 
with most other things. When the bloom- 
ing is over the plants can be kept some- 
what drier at tne roots for a few weeks ; 
this will give them a rest, and afterwards 
the shoots may be shortened back, and as 
soon as they have pushed fresh crowth 
they should be moved into pots aoout 3 
inches larger than those they nave already 
occupied, at the same time removing as 
much of the old soil from the upper por- 
tion of the ball as can be done without 
doing harm. Again water sparinrfy until 
the roots are fairly moving, as this Ipomoea 
always requires care in tnis respect, for if 
the soil gets at all saturated the roots are 
liable to perish, which would probably not 
cause the death of the plant, but would spoil 
the growth for a season, as it would take a 
considerable time to make fresh feeding 
fibres. Continue to treat as already ad- 
vised, both during the summer, when the 
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principal growth is being made, and also 
in the autumn and winter, when the 
flowers are developing. Each spring they 
should be repotted, a portion of the old 
soil being removed, but the root-room re- 
quired is never so much as in the case of 
most stove subjects. A little liquid manure 
through the growing season will be found 
beneficial, but it must not be given so 
strong as to plants of more vigorous 
growth. They will last for many years if 
treated as advised, and not outgrow a 
limited space ; in fact, bv cutting in freely 
each spring before ^owtn commences, they 
may be kept within the limits they filled 
the first year of floweiing. 

/. Thomsoniana, This is a white kind, 
and appears to be almost, if not quite, 
identical with I. Horsfalliae, except in the 
matter of colour, but the flowers are 
larger. It is a magnificent twiner, and 
will no doubt succeed under similar condi- 
tions to I. HorsMliaD. 

The following are stronger growers than 
L HorsfallisB, and we have found them 
best increased by layering, as advised for 
that kind. 

I. aUttipes, A stout-growing plant with 
heart - shaped leaves ; the flowers are 
salmon-coloured. Panama. 

J. Gerrardii. A tuberous-rooted species 
that produces annual shoots and white 
flowers of large size. From Natal. 

/. Learii. A strong-growing species, 
suitable for training round wires over a 
path in a long house where its free growth 
will have room to extend. The flowers 
are bluish purple. There are many others 
most of wnich succeed under treatment 
such as above recommended, but these will 
generally be found sufficient 

Insects. — Scale and mealy bug will 
both thrive on Ipomceas, but when grown 
in the position above indicated it is an 
easy matter to keep these pests down by 
the use of the syringe and sponging ; in 
the same way if thrips attack the leaves 
they can without difficulty be kept under. 

I80LEPI8. 

This is a genus of ornamental grasses. I. 
gracilis is the best known, and almost the 
only kind used for pot culture. It comes 
from New HolJand, and is one of the 
prettiest small green plants gi-own for 
greenhouse decoration. 

Its cultivation is very simple, it thrives 
in any kind of moderately open soil. It 
is increased by division — a plant filling a 
6-inch pot may be divided into pieces more 
or less at discretion ; this is best carried 
out in spring before growth begins. A 



portion of roots should be secured to each 
piece, and they should be placed separately 
in from 3 to 6 inch pots, according to the 
size of the pieces ; drain well, and add 
some sand to the loam or peat used. Give 
a good watering at once, and keep a little 
close in a temperature of 60** by night until 
they have made some growth, shading in 
the day when the weather is bright. 
Plenty of water at all times is necessary 
for this plant, but especially while grow- 
ing freely. When well established the 
temperature of a greenhouse will be suffi- 
cient More root-room should be given as 
required ; plants such as can be grown in 
6-inch pots will be found large enough for 
most purposes. 

Insects. — The only insect we have foimd 
troublesome on this Isolepis is aphides, for 
which fumigate or dip in tobacco- water. 

IXOBA. 

If asked to point to a genus of plants 
inhabiting our stoves that combine the 
showiest of flowers with the finest ever- 
green foliage, we should have no hesitation 
m naming Ixoras ; and the freedom with 
which their great trusses of bloom are pro- 
duced, ranging in colour from deep red 
through dl the shades of scarlet and orange 
to white, entitle them to the first place in 
any collection of stove plants where there 
is sufficient heat to grow them. This is 
indispensable, for, coming, as they do, 
collectively, from the hottest parts of the 
world, they are essentially heat-requiring 
plants — in fact, they will bear as much as 
any plant in culti\'ation ; and, although 
they mav exist in a temperature not 
sufficiently high, we should not recommend 
their cultivation where there is not the 
means of keeping them hot enough, not 
only in the summer but also in the winter, 
for to arrive at the highest point of success 
they should be kept growing slowly even 
in winter, as if growth is ever completely 
stopped through insufficient heat, they are 
almost certain to get into a stunted con- 
dition, from which it takes a considerable 
portion of the spring to get them out 
Another advantage, when enough warmth 
is used, is that some or other of the kinds 
may be had in flower all the year round. 

They strike freely from cuttings taken off 
at any time of the year when young half- 
ripened wood can be obtained. We prefer 
the strongest cuttings that can be got, as they 
make plants much quicker than weaker ones. 
Take them off at the latter end of February 
or beginning of March, and insert them 
singly in small pots two-thirds filled with 
sandy peat, the remaining portion being 
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pure sand ; they may be placed in bottom- 
neat if the temperature of the house is not 
kept sufficiently high at night, otherwise 
it is not necessary. Keep tnem moist and 
covered with a bell-class, and they will 
strike in a few weeks ; then gradually 
inure them to the air. As soon as the 
little pots are fairly furnished with roots, 
shift them into oUiers 4 inches larger, 
using the best fibrous peat, with a mode- 
rate Quantity of sand added, but no leaf- 
mould or manure, which for these and the 
majority of other plants of a similar 
character is a mistake, as both decompose 
too rapidly, getting into a pasty condition. 
Manurial elements can always be supplied 
in a liquid state during the period of 
active growth when the pots have got full 
of roots, at which time they are most 
wanted. As soon as growth has fairly 
commenced pinch out the points to in- 
duce them to break back, and keep them 
near the light with little or no shade. 
The atmosphere should be kept moist, 
with never so much external air admitted 
as will make it too dry, not even in 
the hottest parts of the day ; for this 
reason, it is well to keep these, alons with 
a few of the most heat-requiring subjects, 
at the warmest end of the house, giving 
the greater portion of the air needed at the 
opi>osite end. The temperature from the 
beginning ctf May throughout the summer 
months should nm from 70" to 76* at night, 
with 6* more by day in dull weather, and 
6" or 10" above this when it is sunny, will 
be rather an advantage than otherwise. 
For an hour or two after the house is shut 
up in the afternoons during bright weather 
the temperature may rise to 96", or even a 
few degrees more will do no harm, pro- 
viding the plants are grown in a good light 
house, and kept near the glass. After 
root-growth fairly commences they must 
always be well supplied with water ; never 
at any time, even during winter, should 
they be allowed to get so dry as some 
plants need to be. Continue to treat as 
just directed, with a liberal use of the 
syringe until the end of August. The 
treatment now must be based upon the 
temperature that can be maintained 
through the winter, where sufficient heat 
can be kept up the plants may be at once 
moved into pots 6 inches larger than those 
they occupy, tying out the shoots so as to 
give enough room to the young growths 
that in healthy, vigorous plants are always 
being produced near the base. Syringe 
now more slightly, and, at the same time, 
a little more air, with a somewhat drier 
atmosphere, will be requisite for the general 
stock in the house ; but the dry condition 



of the atmosphere that used to be at one 
time considered necessary through the 
autumn and winter for uiese and most 
other stove plants is simply wrong. As 
solar heat decreases reduce the tempera- 
ture, but it should be kept up as near to 
70" at ni^ht as possible, with a rise of 6* in 
the daytime, in this the plants will con- 
tinue growing slowly through the winter, 
and with the increased warmth of spring 
wiU commence to push away freely. Any 
shoots that appear to be taking an undue 
lead may be stopped back. By the end of 
March plants that were not potted in the 
autumn should receive a shift, more or less 
in accordance with the abundance or 
scarcity of the roots. By the beginning of 
May the autumn-moved plants will also 
need larger pots, and the soil used should 
now be in a rough, lumpy state and as full 
of fibre as it can be hatl, with a fair mix- 
ture of sand. 

Ixoras are naturally such free flowerers 
that they will bloom while small, in which 
state they are very useful for the decora- 
tion of the stove ; if they have been kept, 
as suggested, sufficiently warm through tne 
winter, they will be in flower during the 
latter part of May and the beginning of 
June. As a matter of course, the tempera- 
ture will have been raised, as in the pre- 
ceding year, and other details of cultivation, 
as then recommended, carried out. There 
is no necessity to cease syringing while the 
flower-heads are advancing or when the 
plants are in bloom, provided the operation 
IS carried out early enough in the after- 
noon to allow the moisture to dry up 
before nightfall, otherwise it will some- 
times cause the unexpanded flowers to drop 
oE After flowering, the shoots may be 
shortened back more or less as may seem to 
be necessary in order to preserve the sym- 
metrical form of the plants, but if cut in 
considerably it will be late in the autumn 
before they flower again ; whereas, if the 
decayed trusses of bloom are only just 
pinched out, shoots will be emitted from 
the sources from which these spring that 
will make a short growth and then nower, 
after which any strong growths that re- 
quire it may be shortened back. Winter 
tne plants as before, and in the spring 
give additional pot-room as needed. The 
treatment from this point will be of a 
routine character as hitnerto recommended. 
When the plants have grown as large 
as is required, they need not be pot^ 
oftener than once in two years. In potting 
remove as much of the soil from the upper 
portion of the balls as can be got away 
without too much disturbance of the roots, 
returning them to the same pots or putting 
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them into larger ones if requisite. A 
large-sized specimen will require a pot 
18 inches or 20 inches in diameter. To 
facilitate their hlooming early in spring, 
say by the beginning of May, whatever 
potting has to be done it will be better to 
carry out about the beginning or middle of 
Septeml^er, which wifl give time for the 
roots to get established in the new soil 
before winter. About a month or so 
previous to potting any cutting in that 
may be i-equired shoidd be effect^. They 
will bear a free use of the knife, even to 
the extent of reducing them to one-half 
their size. Thb has the effect of promoting 
the growth of strong shoots, which produce 
the finest heads of flowers, and which are 
much better than numbers of little blooms 
borne by plants allowed to get too large 
and full of weak growths. Managed as 
described, Ixoras wulgo on for almost an 
indefinite period. We have cultivated 
individual plants for twenty years, and 
have had them as strong and vigorous then 
as dui'ing the earlier portion of their 
existence. 

/. alba. A white-flowered species from 
India, handsome and distinct, but not so 
free a grower as the others. 

/. amboynerms. A very fine species 
introduced from Amboyna, a good grower 
and free bloomer, bearing a profusion of 
large orange-yellow heads. It is of a 
busny, broad, spreading habit. Young 
specimens of this variety are preferable to 
old plants. 

/. coccinea, from Eastern India, is a 
magnificent species, and one that when 
well managed bears freely very large heads 
of scarlet flowers. Its foliage and habit 
are also unexceptionable. 

/. Duffii is a distinct species from the 
South Sea Islands. In habit it is not un- 
like I. LobbiL The leaves, which are of 
ample size, are of a beautiful deep green. 
Some of them measure as much as 10 
inches in length. In colour the flowers 
are deep red, with a slight shade of crim- 
son as they get older ; it forms immense 
trusses. 

J. Oriffithii, This is a large-leaved, erect- 
growing species from Singapore, with thick 
leathery leaves and yellowish-red flowers. 

Ljavanica, This is the freest grower of 
any which we have cultivated, and it is 
equally free in flowering, bearing a pro- 
fusion of orange-yellow trusses that open 
almost simultaneously. It does not flower 
80 freely for some time after being severely 
cut in as the other kinds. From Java. 

J. princepa. A free-growing kind, with 
pale salmon-coloured flowers, which appear 
in large bunches. Java. 



I. saUdfolia. This comes from Borneo. 
Its flower-trusses are large, but somewhat 
thinner than those of the preceding, they 
are orange-scarlet in colour ; the leaves, as 
its name implies, are of a long Willow-like 
shape. It generally succeeds better when 
grafted than on its own roots, the best 
stock we have found for it being I. 
Javanica. 

The following, which we believe are all 
garden hybrids, are most beautiful, free- 
flowering kinds : — 

I. amabilis, A strong, compact grower, 
with dark green leaves and very large 
flower-heads, dark orange in colour and 
produced freely. 

J. Colei, This has dark green, somewhat 
ovate leaves, and produces hurge, dense 
heads of white flowers in profusion. 

J. Dixiafia. A vigorous-growing, free- 
flowering sort, the flowers are of a salmon- 
orange colour. One of the best for winter 
blooming. The plant will bear a lower 
temperature than most others. 

/. Frdserii. A free, strong grower, with 
handsome, large foliage ; the flowers, deep 
salmon coloured, are large and produced 
freely. One of the best of the hybrids. 

I. Pilgrimii, A handsome orange-scailet 
variety. 

7. Prince of Orange, Another free- 
growing, orange-red sort. 

/. profusa. Is of moderate growth, the 
flower-trusses large, pale salmon colour. 

1. regina. Flowers very deep salmon 
colour. The plant is of a close, compact 
habit ; a very effective variety. 

I. WiXliamaii. This has fine, dark green 
foliage, is a good grower and free flowerer, 
producing a profusion of blossoms of a 
aark orange-red colour. 

There are several other species and 
varieties in cultivation, but the above are 
the best and sufllcient for all ordinary 
purposes. 

Insects. — Ixoras are very liable to the 
attacks of brown scale and mealy bug, 
which, if not either completely eradicate 
or kept well in check, entail a great deal 
of labour from the rapidity with which 
they increase in consequence of the strong 
heat which the plants require, and of a 
natural partiality of the insects for them. 
To do full justice to the plants, and to pre- 
serve their flowers in full beauty, tney 
must be kept completely free from bug, as 
when it gets up into the young flower- 
heads its removal can never be effected 
without injury to the bloom. Bepeated 
and thorough washings, dippings, or 
syringings in strong insecticiae through 
^ptember and October, when the plants 
are making less growth, if persisted in, 



Digitized by 



Google 



222 



Greenhouse and Stove Plants, 



JASmKUM. 



will free them from this pest, and also 
destroy scale. If the latter reappears, 
washing and sponging at intervals through 
the season will keep it down. The humid 
atmosphere and continuous syringing 
through the season of growth will be suf- 
ficient to keep down red spider, and will 
aJso check greenfly and thnps, but should 
these make their appearance, fumigation 
must be resorted to. 

JASMINTTM. 

(Stave.) 

Among stove Jasmines may be found 
some of the most highly fragrant plants in 
cultivation, the penume known as oil of 
Jasmine being procured from two or three 
of the species, such as J. grandiflorum, J. 
Sambac, and J. officinale. Among stove 
species all are favourites, but some are 
much superior to others, and to these it 
will be better to confine the following 
cultui^ol details, which will answer for 
the shrubby and also the climbing kinds, 
with this difference, that the largest 
growers obviously want more root-room 
3ian the less vigorous sorts. Some of 
them furnish suitable shoots to make cut- 
tings of more freely than others, and the 
propagator should select such as are in 
proper condition for the purpose, neither 
too soft nor too hard. 

The best season to propagate is sprins, 
when shoots a few inches long can be had, 
as then there is plenty of time to get the 
oung plants established before winter, 
['ake them off with a heel, and insert them 
thickly in small pots in sand, covered with 
a bell-glass : kept moist and shaded in a 
temperature of 70°, they will root in the 
course of a month ; then, when a little 
hardened by exposure to the full air of the 
house or pit in which they have been 
struck, they should be moved into 3-inch 
pots in good fibrous loam, to which add a 
Uttle finely-sifted rotten manure and some 
sand, giving as much water to the roots as 
is requisite to keep the soil moderately 
moist, but not over wet, as most of the 
species to which these remarks refer are 
somewhat spare-rooting plants. Keep 
them warm and in a lairly moist atmo- 
sphere, with a full complement of light, 
some air, and a little shade when the sun is 
bright Syringe each afternoon to keep 
down red spider, by which they are liable 
to be attacked. During the middle of sum- 
mer a night temperature of CS** or 66° will 
answer, and one 10** higher by day. Dis- 
tinction will now have to be made oetween 
the climbing and the shrubby kinds. The 
latter will need to have the points of their 
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shoots pinched out to lay the foundation 
for bushy specimens ; the former should be 
encouraged to keep to their erect habit, 
and simply be stopped when some growth 
has been made, so as to encourage as many 
shoots as required to furnish the pillar or 
rafter to which they are ultimately to be 
trained, in which way the climbing kinds 
can be grown with the best results. When 
the pots are moderately filled with roots, 
move the plants into others 3 inches larger, 
using the soil a little more lumpy, and con- 
tinue the treatment advised as to air, water, 
and heat until the autumn approaches ; then 
give more air, keep drier at the roots, and 
lower the temperature, which, during the 
last months of the year and up to tlie latter 
part of February, may be about 60'* in the 
night After this gradually give more 
warmth, and as soon as the roots are in 
motion move the plants into pots 3 inches 
or 4 inches larger, continuing the treat- 
ment advised for last year in every way. 
By midsummer it should be determined 
how the climbing sorts are to be grown ; 
the weaker growers, such as J. Sambac, are 
as well with their roots kept in pots, in- 
creasing the size as more room is required ; 
the bushy kinds need to be similarly 
treated in this matter, and care should be 
taken not to over-pot them, as they will 
succeed better with less root-space than 
many plants. If this treatment is continued 
they will last for years ; each spring as 
much of the surface soil as can be got away 
without materially interfering with the 
roots should be removed and replaced with 
new. Clear manure-water, given at short 
intervaLs through the crowing season, will 
help the growtn, which it is necessary to 
encourage, as the flower forthcoming with 
these p£jit8 is generally proportionate to 
the wood they make. We have found the 
time of blooming with the stove species of 
Jasmine very much consequent on the 
amount of heat they are subjected to. 

The undermentioned we consider the 
best, taking {dl properties into considera- 
tion ; — 

/. Duehesse d^Orkans. A climbing or 
tall-growing kind that has originated on 
the Continent, with very handsome white 
flowers, which keep on opening in succes- 
sion, so long as any growth is being made. 
It likes a brisk heat 

/. aroGile, A plant of slender habit, 
from Norfo^ Island ; it has white flowers, 
and will grow in a lower temperature than 
the others named. 

J. gracUevariegcUvm. Aformof J.gracile, 
from which it dmers in being variegated. 

/. gracUlimwm, A new and beautiful 
species with white, sweet-scented flowers, 
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produced freely from every bit of growth 
the plant makes. One of the best hard- 
wooaed flowering stove plants introduced 
in recent years. Northern Borneo. 

J. ligustrifolium. An evergreen shrub 
with white flowers, produced for a long 
period in succession. From India. 

J. Sambac Jl.-pl. This is an evergreen 
climbing species that bears white, highly 
fragrant double flowers most useful for 
bouquets. It is not a strong grower, and 
must not be over-potted. A native of the 
East Indies. 

Insects. — These heat-requiring Jas- 
mines are subject to most of the insects 
that aff'ect plants requiring artificial 
warmth, including aphides, thnps, and red 
spider, which must be kept down by daily 
syringing overhead and fumigating. If 
mealy bug or scale attack them, syringe 
well with or dip in insecticide, until they 
are free from the pests. 

JA8MINXTM. 

(Greenhovse.) 

The greenhouse kinds of this genus are 
evergreen, proverbial for the pretty flowers 
they bear. 

The propagation and cultivation of the 
kinds under notice is similar to that advised 
for the stove species, which see, except that 
an ordinary greenhouse temperature is 
sufficient after the plants get established. 

The undernamea are the most suitable 
for use as greenhouse climbers : — 

J, azoricum. Has white flowers, produced 
in summer. From Madeira. 

/. grandiflorum. A white-flowered 
summer bloomer. From India. 

/. hderophyllvm. A white-flowered 
species that blooms in summer. From 
Nepal. 

J, odoratimrmim. Flowers white, blooms 
in summer. A native of Madeira. 

JONESIA. 

Of the known species of this genus J. 
Asoca is much the most important ; it is 
an evergreen stove tree requiring a high 
temperature to grow well. It has Wge 
leaves, compared with which the flowers 
are small ; they are produced in corymbs, 
and are individually about the size and 
shape of those of the common Hawthorn, to 
which the trusses are similar in size ; the 
colour is dark orange. It is suitable only 
for a large house. 

It will succeed under treatment similar 
to that advised for Amherstia (which see), 
except that it will do with somewhat less 



heat Its flowers are fragrant. Introduced 
from India. 

JUBiEA SPEOTABILIS. 

(Syn.: CocoschUenm.) 

This Palm is well worth growing, as it is 
one of the not too plentiful kinds that wiU 
thrive in a greenhouse. It is a handsome 
species attaining a large size as it gets old, 
and is pretty in a young state. From 
Chili. 

Propagation and cultivation given under 
Palms, general details of culture. 

JUSTIOIA. 

This genus contains a large number 
•of species of easily-managed quick-growing 
nlants, that soon arrive at a flowering state. 
Most of them are evergreen stove shrubs ; 
— the most desirable kinds are remarkable 
for their free disposition of flowering. 

They strike readily from shoot-cuttings 
in spring, kept moist, close, and shaded in 
a moderately brisk heat; when rooted 
move them singly to 3-inch pots, giviM 
them good turfy loam with some leaf 
mould, rotten-manure, and sand, in which 
mixture they thrive freely; keep them 
rather close until they have begun to grow 
away, when pinch out the tops and give 
more air, still keeping them in a stove 
temperature with a tolerably moist atmo- 
sphere, and shade when the weather is 
bright. In two months after they were 
potted they will require moving to 6 or 8 
inch pots, according to the more or less 
natural strength of the kinds grown ; use 
the same sort of soil, but let it be now in a 
more lumpy condition. Again pinch out 
the points, syringe daily, and give liberal 
waterings as the soQ gets full of roots ; 
stand them with their heads well up to the 
glass, and give air and shade; as the 
summer draws to a close, dispense with the 
latter altogether as soon as the plants will 
bear it, give more air and put a few sticks 
for support The most useful kinds are 
those that bloom in autumn. After flower- 
ing those that are to be kept for another 
year should have their shoots shortened 
and be kept in a temperature through the 
winter of about 60° by night In spring 
shake a portion of the old soil away ^d 
give pots 3 or 4 inches lai^er, striking 
cuttings of these kinds that it is preferred 
to bloom in a smaller state, and treating 
the old plants as advised in the summer 
previous. When the pots are full of roots 
manure- water is a great assistance, either 
with small or large examples. 

J. cornea, A strong-growing free- 
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flowering species, that bears large heads of 
flesh-coloured flowers. An autumn bloomer 
from Rio de Janeiro. 

/. cocdnea. A winter or early spring 
flowering kind with scarlet flowers. From 
South America. 

/. lilacina, A pretty species which 
flowers at various times. 

J. splendens, A desirable free-flowering 
kind, that may be had in bloom at different 
times according to the warmth it is sub- 
jected to. 

Insects. — Aphides and red spider some- 
times affect these plants, but are not so 
partial to them as to many things ; svringe 
freely with clean water to remove the latter ; 
fumigate for the aphides. 

EALOSANTHES. 

These are evei^een greenhouse plants 
from the Cape of Good Hope, that bear 
freely their snowy flowers which are pro- 
duced through the summer months. The 
plants are of compact branching habit and 
carry their flowers in large trusses on the 
extremities of the shoots. Th^y ^"^ 
among the easiest to propagate of cul- 
tivated plants, as any bit of shoot if only 
laid on a damp surface in a suitable tem- 
perature will emit roots. They may be 
struck at any time during the spring or 
summer, but the spring is preferable as it 
gives time for the young plants to get their 
growth well hardened up before winter. 
About March select shoots of medium 
strength some 4 inches long, remove the 
leaves from the lower half and put five or 
six together in 6-inch pots filled with sand ; 
give a little water, but do not keep too wet 
or there will be danger of their rotting. 
Stand in a temperature of about 56", but oo 
not confine the cuttings under a propagating 

flass or frame as there is no necessity for 
eeping them from the air, their succulent 
nature being such that they will not flag 
so as to be harmed by full exposure to the 
air of the house or pit in which they are 
put to strike. They will root in a few 
weeks, afterjwhich move them singly into 
3-inch pots, using good turfy loam broken 
fine, with some sand and a little sifted 
rotten manure added. As soon as they 
beffin to grow cut out the points, whicn 
will cause them to break several shoots ; 
stand them near the glass in a house or pit 
where they can receive ordinary greenhouse 
treatment in the matters of air and water, 
but do not shade as they require all the 
sun they can get. By the beginning of 
June thev will need moving into 6-inch 
pots, in the same soil as before ; after this 
keep them indoors for five or eb: weeks. 



when stand them out in the full sun in the 
open air; give water regularly as it is 
needed. Remove them to a pit or frame 
before there is danger of frost, standing as 
near the glass as convenient. Winter at 
about 40** in the night ; towards April again 
cut out the points of the shoots and give 
them a 4-inch shift Kalosanthes are free 
rooters, and will bear liberal pot-room. 
Use the soil a little more lumpy, and drain 
the pots well. A shelf or stage in a green- 
house or pit where they can be close to the 
glass is now necessary to keep the growth 
short and sturdy, as if drawn they will be 
spoilt — to prevent this give plenty of air 
in the day. At midsummer turn them out- 
of-doors in a sunny position, standing the 
pots on a body of asnes, and giving water 
freely as the soil gets fiUed with roots. No- 
thing more is now required except to house 
them again early in September, wmtering as 
before well up to the glass and applying no 
more water than will keep the soil in a 
slightly moist condition ; this, combined 
with the exposure out-of-doors in the sun, 
is necessary to induce the strongest-growing 
varieties to flower fully. Keep a tem- 
perature similar to that advisea for the 
previous winter ; if the foregoing directions 
are followed all the leading shoots will in 
spring set flower which wiU open in June ; 
each shoot should have a small stick for 
support. The flowers will last three weeks 
or more, during which time they will be 
very effective in the greenhouse or conser- 
vatory. After bloomi ng cut the shoots well 
back, and as soon as they have broken into 
growth move out-of-doors, where allow 
them to remain until the time for housing 
comes round. We do not advise that 
plants that have flowered as described 
should be potted the same season, but after 
wintering as before give pots 4 or 6 inches 
larger in April, and again stand them out 
in June ; they will not Woom this summer, 
but by treating generally as in the year 
previous to their flowering (except that it 
will be better not to stop the shoots) they 
wiU make large specimens the ensuing 
season producing a sneet of flowers. After- 
wards in most cases it will be best to dis- 
card them and to depend on young stock 
to take their place. If large specimens for 
exhibition are required in the least time 
possible the plants must not be allowed to 
flower the summer they are in 10-inch 
pots, but must again have their shoots cut 
back in spring and be moved on into large 
pots as soon as they have again broken, 
tying the shoots well out so as to give them 
plenty of room. They may be flowered 
the second summer after the cuttings are 
struck, in the shape of small plants in 
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6-mch pots with a single head of bloom, but, 
to admit of this they should not be stopped 
the first year, but grown on with a single 
shoot from the cutting pot ; in this way 
the7 are useful for decorative use. 

The following are good varieties : — 

K. biconvexa, A white-flowered, small- 
growing sort 

K, coccinea. A good red-coloured kind, 
and a free grower. 

K. Frederick Desbois, A good grower, 
that produces very large trusses of deep 
red flowers. 

K. jasmineck A small-growing white- 
flowered kind, not requiring nearly so much 
pot-room as the others. 

K, Madame Celeste Winans, A re- 
markablv free-blooming and free-growing 
variety, bearing whitish pink flowers. 

K. miniaJtcL A free-growing and very 
free-flowering sort, the head smaller than 
most of the other kinds ; deep pink ap- 
proaching to pale red. 

K, PfCxnix, A stout free-growing sort, 
with immense heads of fiery red flowers. 
A fine variety. 

Insects.— J^alosanthes are seldom mo- 
lested by insects except aphides, which if 
troublesome must be destroyed with tobacco 
smoke. 

EENNEDYA. 

This is a handsome genus of everp-een 
greenhouse, summer-blooming twiners, 
natives of New Holland and Wew South 
Wales. For a lofty house the stroM- 
growing species are well adapted, especially 
for draping the roof, from whicn their 
long drooping shoots, hanging in graceful 
festoons, are very effective. One advan- 
tage which they possess for crowing in such 
positions is, that they will bear cutting-in 
freely, which is an advantage in the winter, 
when as much light as possible is required 
by the plants grown underneath. This is 
a consideration not sufficiently kept in 
sight in the selection of the kind of plants 
to be grown for roof-climbers, between 
which and the things that occupy the body 
of the house there must necessarily always 
be a compromise, as there is no question 
but that the climbers do more or less in- 
jury to the other plants, and are simply 
aUowed to occupy tneir position to give a 
general effect to' the house. There is a 
great difference in the strength of ^wth 
and general appearance of the different 
species, the smaller growers being more 
suitable for clothing a pillar than training 
to the roof. The strongest growers can 
with advantage be used for covering a back 
wall, in which situation they will succeed, 
even in partial lights much better than 



many things of more tender nature ; they 
are easily grown, make rapid progress, and 
are not liable to get out of order at the 
roots to such an extent as many plants are, 
but, like some other subjects of similar 
nature, they do best when planted out. 
They are much better for being kept in a 
pot for a time until they have acquired 
sufficient stren^h of root to enable them 
to lay hold of the soil in a reasonable time 
after they are turned out. 

Kenn^iyas strike from cuttings of the 
young shoots taken off with a heel in 
spring, when about 3 or 4 inches long, 
put singly in little pots in sand, and kept 
in an intermediate temperature, close, 
moist, and shaded ; when well rooted 
move them from the propagating frame, 
but encourage growth by a genial tempera- 
ture, a little shade, and a moderately moist 
atmosphere. By midsummer they should 
be moved into 6-inch pots, and growth 
assisted afterwards by a continuance of the 
treatment hitherto advised. Ea^h plant 
will reouire a stick to support the single 
shoot wnich it will have. Towards autumn 
give more air, dispense with shading, and 
lower the temperature down to about 40'. 
In March or April the plants should have 
a 2 or 3 inch shift, according to the 
quantity and condition of their roots, 
feennedyas will thrive in either peat or 
loam ; it is better to use the former for the 
weaker-growing species, as it will impart a 
freer disposition of growth, and to confine 
the strong growers to loam, which should 
be good in quality, containing plenty of 
vegetable matter. They are comparatively 
strong rooters, and do not require the soil 
broken very fine ; add to it a nfth or sixth 
of sand, according to its nature ; drain the 
pots sufficiently, as from the vigorous 
character of the plants they will need a 
good deal of water in the growing season. 
After potting place them for a few weeks, 
until the roots get hold of the soil, in an 
atmosphere a little closer than that of an 
ordinary greenhouse, keep the atmosphere 
rather moist during this time, and after- 
wards give more air in the early and 
middle part of the day, close the house in 
good time, and syringe overhead. Give 
water to the roots as required, and when 
in active growth they will take a good deal. 
Continue this until the middle of August, 
when the plants should have more air, and 
syringing should be stopped to discourage 
further growth and ripen up the wood. 

At the time of potting, half-a-dozen 
sticks, 3 or 4 feet long, should be inserted 
in the soil just within the rims of the pots ; 
round these the shoots oucht to be kept 
closely and regularly trained, as if allowed 
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to twine to the supports, or become en- 
tangled with each otner they are difficult 
afterwards to regulate, without injury. 
They should be kept through the autumn 
and winter in a temperature of from 35" 
to 40° in the night, and 10" or so warmer 
in the day, but not so high as to excite 
any growth, or they will suffer when the 
roots are disturbed in planting out, which 
should be before growth begins early in 
the spring ; the border in wliich they are 
to be planted may be from 1 to 2 feet in 
width, according to the space to be covered. 
It should have 4 inches of drainage in 
the bottom, consisting of crocks, broken 
bricks, pebbles, or anything of a similar 
nature, on which place an inch or two of 
fibrous material, over this put 10 or 12 
inches of the soil, which should have a 
good quantity of sand mixed with it, and 
a sprinkling of crocks or charcoal will be 
an additional assistance in keeping it sweet. 
In planting disentangle the roots so far as 
can be done without injuring them, spread 
them out and make the soil tolerably firm. 
Do not give water until it is required, 
which, if the soil at the time of planting is 
in right condition as to moisture, will not 
be nearly so soon as in a pot. Train the 
shoots in their places. Nothing has been 
said about stopping — the necessity or other- 
wise for this will depend upon the number 
of shoots the plants have and the require- 
ments of the situation. A single shoot to 
each wire will, in most cases, be preferable 
to more. They will require little furUier 
attention except water at the roots as 
needed, keeping the shoots from getting 
entangled, and a sufficient use of the 
syringe during the growing season to keep 
down aphides and red spider. When they 
have filled their allotted space the shoots 
must be reduced from time to time during 
summer and in the autumn, cutting in as 
far as requisite. When the soil gets at aU 
exhausted, an inch or two each spring may 
be removed and replaced with fresh, and 
manure-water during the growing season 
will also be a great assistance to them. 

The undermentioned kinds are deserving 
of a place : — 

K, Fredwoodii. An Australian plant, 
a good grower, and free bloomer. Flowers 
red. 

K. ifwphylla. This is a fine scarlet kind. 
A New Holland species. 

K, Makoyana. A Swan River plant, 
with scailet flowers. A free grower. 

K, Marryatios. A handsome scarlet- 
flowered species from Australia. 

K, monophylla, A strong-growing sort 
from New South Wales with purple flowers 
freely produced. 



K. nigricans. Flowers purple and green. 
It is from New Holland. 

K. ovata purpurea. Is from New Hol- 
land. It has purple flowers. 

K. rubicunaa. A strong-growing kind 
from New South Wales. Flowers deep red. 

Insects. — If they ever get affected with 
scale, the best method of dealing with 
them is to partially head them down in the 
winter, when at rest, cutting into the strong 
wood, untwining this from the wires, and 
steeping the whole down as near as can be 
got to the collar in insecticide ; repeat the 
operation two or three times in the course 
of a few weeks, before they have begun to 
break, and brush it well in about the collar 
of the plants. After cutting back thus 
severely they must not be over- watered at 
the roots, and much less must be given 
until they have made progress. 

EENTIA. 

This beautiful ^enus of Palms wbb at 
one time included m Areca, but has been 
separated from it. Several of the kinds 
stand at the head of the list of cultivated 
Palms, not alone for their beautiful form, 
but also because they succeed well with no 
more warmth than an ordinary greenhouse 
affords. 

For propagation and cultivation, see 
Palms, general details of culture. 

K. australis. A handsome species, with 
thin, yet well-proportioned stem ; the 
leaves are pinnate, and attain a moderate 
length as the plant acquires age. From 
Lord Howe's Island. 

K. Bdmoreana. A grand species, with 
a markedly distinct habit. The stem is 
of medium strength, the leaves are pinnate, 
the long pinnsB prettily curved, in addi- 
tion to wnich the upper portion of the 
leaves is so beautifully arched as to give 
a vase-like appearance to the plant It 
comes from Lord Howe's Island. 

K. Canteryburyana. A strong-growing 
kind, with long pinnate leaves. Lora 
Howe's Island. 

K. Fosleriana. A large, strong-growing, 
handsome species, with long pinnate leaves 
that spreaa horizontally. From Lord 
Howe's Island. 

K. fVendlandiana. — ^A very handsome 
species recently introduced ; the leaves are 
pinnate, the segments somewhat unequal 
in length. It attains a large size. From 
Queensland. 

LAOHENAUA. 

These are bulbous plants of small growth, 
natives of the Cape of Good Hope, and 
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well adapted for pot culture. Some bear 
forcing well, or may be allowed to come on 
into flower without heat ; treat like the 
ordinary occupants of the greenhouse. 

They can be increased either by seeds or 
offsets ; the latter method will in most 
cases be best All that is necessary is be- 
fore they start into growth to separate the 
offsets, which are produced freely, and put 
them six or eight together in 6 or 7 inch 
pots in free loam, to which a moderate 
amount of sand has been added. Stand, 
where worms will not have access to the 

Eots, plunged in ashes, within a frame, the 
ghts of which can be taken off in mild 
weather, putting them on when there is 
danger of frost, and covering well up so as 
to prevent the soil being frozen ; or, if 
there is room, they may nave a place in 
^e greenhouse. In all cases see that they 
get enough water dming the season of 
growth ; when they show signs of going to 
rest, by the leaves beginning to die off, 
^ve no more than will just keep the 
soil from getting dust dry. When they 
b^n to move again water freely ; if the 
offsets were strong when taken on, some of 
them will flower the following year, during 
which treat as before, giving larger pote 
if such appear necessary. 

When to be forced secure the strongest 
bulbs — keeping the weaker ones by them- 
selves — ana attend to them as advised for 
the young stock until they have made 
plenty of roots and some top growth ; they 
may then be put in a temperature of 60" 
or a little more, which will soon bring 
them into flower. When the flowers are 
open move the plants to a cooler place, 
Buch as a greenhouse or conservatory, 
whei-e they will last for some time in good 
condition. After the blooming is over con- 
tinue to supply them with water until the 
leaves again die down, after which keep 
dry as before. So treated, they will go on 
for an indefinite time, yearly increasing by 
the offsets they make. 

The following are pretty kinds : — 
L, fragrans. Flowers red and white. 
L, pendula, A tall-crowing sort, with 
red, yellow, and green flowers. 
jL. miadricolor. Orange, red, and yellow. 
L, Nehonii, Yellow. 
L. tigrina. White. 
L, tricolor. Yellow, red, and green. 

L. quadricolor and L. tricolor are both 
good Torcers ; the others do better let to 
come on without forcing, giving them 
greenhouse treatment through the winter. 

Insects. — These plants are not much 
troubled with insects except greenfly, for 
which fumigate. 



LAGEBSTBCBMIA. 

In these we have a small genus of plants, 
the most suitable for greenhouse cultiva- 
tion of which is the East Indian L. indica. 
This species is often spoilt by being kept 
too warm, in which case it grows too weak 
and straggling to bloom freely. A well 
flowered example of this Lagerstroemia is a 
beautiful object ; quite different in ap- 
pearance from any other plant with which 
we are acquainted. 

It is increased by cuttings made of the 
young shoots, taken off early in spring and 
put several together in 6 or 6 inch pots in 
sand ; stood in a temperature of 65 , kept 
moist and moderately close, they will root in 
the courseof a month, after which remove the 
glasses and put singly in 3-inch pots. Good 
turfy peat answers for it, with some sand 
added ; keep the little plants close for a week 
until the roots begin to move, after which 
standinalightposition, shading from thesun, 
and giving air in the daytime. Now keep 
the temperature about 60" in the night, 
and synnge freely when the house is 
closed in the afternoons ; as soon as 
growth has fairly begun pinch out the 
points of the leading shoots. They will 
soon require more room, and will bear a 
liberal snift — 7 or 8 inch pots will not be 
too large ; some rotten manure should now 
be put in the soil, and the potting should 
be moderately firm. Put a stick to each 
leading shoot ; when the plants have 
begun to move in the new soil they will 
do through the remainder of the summer, 
in a greenhouse temperature ; continue to 
shade when necessary, and syringe daily 
when the weather is sunny, giving plenty 
of water to the soil. In autuimi keep 
drier and leave off shading and syringing. 
Keep through the winter in a temperature 
of about 45* by night, with the fioil somewhat 
dry. Early in March cut the shoots well 
in, after which the atmosphere should be 
kept a little close, and they should be 
syringed overhead daily ; the night tem- 
perature may now be raised three or four 
degrees. When the plants have broken 
into growth move them into pots 3 or 4 
inches larger, using soil sinmar to that 
which they have hitherto had, removing a 
little of the old material, but not so as to 
disturb the roots much. Keep a little 
closer for a week or so, after which admit 
more air, and again give a little shade in 
bright weather. If all goes well they will 
now grow fast, and require a stick to sup- 
port the leading shoots. By the middle of 
June they will begin to show flower, and 
will be benefited oy some weak manure- 
water once or twice a week; about the 



Digitized by 



Google 



228 



GreenJiottse and Stove Plants, 



LAPAOBBIA. 



«nd of July the flowers will commence to 
open, after which keep cool and shaded 
from the sun. When tne blooming is over 
give plenty of air, and less water to the 
roots, and allow them to go to rest in the 
autumn. Winter as before, and in the 
spring again repeat the cutting back, and 
repotting, treating afterwards as recom- 
mended for the preceding season. So 
managed the plants will last for several 
years. There are two forms of this Lager- 
stroemia, one bearing flesh-coloured flowers, 
the other rose-coloured; both are well worth 
growing. 

Insects. — Bed spider wiU live on these 
plants, but the use of the syringe advised 
will usually be found sufficient to keep this 
insect down. For aphides fumigate. 

LALAGE. 

These are pretty Leguminous plants, 
natives of New Holland, but not now 
much grown. They rec^uire similar treat- 
ment to the Hoveas, which see. 

There are only two or three species in 
cultivation. 

L, omatcu Has yellow flowers, and 
blooms in spring. 

L. tenuifoiia. Also a spring bloomer. 

LAMBEBTIA. 

These are everereen greenhouse shrubs, 
of moderate size, irom New Holland. The 
flowers are pretty, but not very effective. 
They succeed with treatment such as re- 
quired by Boronias, which see. 

The two following kinds are the best 
representatives of the genus : — 

L, formosa. Flowers red, produced in 
summer. 

X. uniflora. White. Also a summer 
bloomer. 

LANTANA. 

These are quick growing evergreen 
creenhouse shrubs, bearing prettv globular 
heads of flowers, produced freely over a 
long period in summer and autumn. 
They are easily grown, and at one time 
were much more generally in fashion than 
at present The present race of varieties 
have been raised from seeds of the original 
kinds, indigenous to South America and 
adjacent parts. 

They strike easily from cuttings made of 
the young soft shoots, taken on early in 
spring and put an inch apart in 5 or 6 
inch pot<) in sand ; kept close, mobt, and 
shadea in a temperature of 60* they will 
root in a fortnight, after which expose 



them to the air of the house, and move 
sin^lv into 3-inch pots in turfy loam, to 
which add some leaf-mould and sand. 
Keep in a similar temperature during the 
night to that in which they were struck, 
letting it rise by day. with some air given 
and a little shaae when the sun is bright. 
Pinch out the points of the shoots as soon 
as top growth has feirly commenced ; 
Lantanas are very quick growers and will 
again require stopping, and in a few weeka 
moving into 8 or 9 inch pots ; give tliem 
rich soil of a similar description to that 
used at the first potting. Now syringe freely 
overhead every evening, and again stop the 
points of the shoots ; give more air as the 
season advances, and put a stick to sup- 
port the principal shoot of each plant 
They will flower through the summer and 
autumn, durinc which time they will be 
benefited by tne application of manure- 
water two or three times a week. Grow- 
ing 80 quickly as Lantanas do they need a 
gOKod deal of moisture to the roots, and 
must not be allowed to go short, or their 
blooming will be interfenS with. 

In the autumn keep the soil drier, and 
winter out of the reach of frost In the 
sprinc, if large plants are required, they 
may be freely cut back and moved into 
larger pots, partially removing the old 
soil and replacing it with new ; or if 
smaller examples are deemed preferable 
discard the old plants, only keeping enough 
to furnish cuttings. 

The following are a good selection of 
sorts: — 

L, Don CalmeL Yellow and pink. 

jL. Distinction. Orange scarlet 

L. Herione. Crimson and dark brown. 

L. Favourita. Yellow and reddish 
brown. 

L. Innocence, Sulphur and white. 

L. La Neige, White. 

L, Le Styx, Red, shaded with crimson. 

L, Magenta King. Reddish purple. 

L, Mons. Roucier Chauviere. Yellow and 
red. 

L, Rayon de Soliel. Yellow and violet. 

Insects. — The regular use of the syringe 
is usually sufficient to keep down red spider. 
For aphides fumigate. 

LAPAGEBLA 

Few plants, certainly no greenhouse 
climbers, possess so many desirable pro- 
perties as do the white and red forms of 
Lapageria. When the red variety was 
first seen, flowered in a manner that only 
gave an imperfect idea of what it has since 
proved to be, all who saw it pronounced it 
one of liie very finest plants ever intro- 
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duced ; but as its requirements became 
better understood, and it acquired strength 
and size, its full beauty and freedom of 
blooming became fully realised, for, in 
addition to the individually attractive 
character of the flowers, and their elegant 
drooping habit, it exhibited the exceUent 
property of flowering over a much longer 
period than most plants. Indeed a h^e 
well-managed specimen when planted out, 
so as to have plenty of room for its roots, 
will continue producing its brilliant cam- 
panulate blooms for several months in 
succession. In general habit the plant has 
one advantage over most climbers, that it 
covers a very considerable space, yet is not 
such an over-rampant grower as to be at 
all difficult to keep within bounds. Its 
natural disposition of producing strong 
underground shoots, which yearly break 
up from the collar below the surface of the 
soil, keeps the base continuously furnished 
with young ^wth in a wav that pre- 
vents its getting naked at the bottom ; 
another advantage which the plant pos- 
sesses is, that its stout, flossy, ovate-lanceo- 
late leaves are sufficiently large to be 
effective, but neither too big or numerous 
to shade injuriously the generality of 
things grown in conservatories, which 
often are seriously injured when the roof- 
climbers are of an over- vigorous character. 
We have so far only spoken of the plant 
when grown as a climber, in which posi- 
tion its flowers are best seen, but it is also 
well adapted for being treat^ as a trained 
pot specimen. In this way the red variety 
has been produced bearing 600 of its deep 
red, white spotted, or marbled flowers at a 
time, in which condition few plants could 
be more effective. The red variety, how- 
ever, is eclipsed by the newer white form, 
a counterpart of the former in all except 
that its flowers are pure white. Inasmuch 
as white flowers of such a character as this 
are scarce, the white Lapageria is a real 
acquisition, especially for cutting. When 
arranged in the natural drooping position, 
for filling vases or epergnes, ooth varieties 
are effective ; they are also well adapted 
for bouquets where their long-enduring 
capabilities — they will last for a week 
almost as fresh as when growing on the 
plant — have few equals. 

Wlien the red or typical form was first 
introduced it was considered difficult to 
gi-ow, for the simple reason that has given 
many other fine plants a bad clmracter in 
liiis respect, namely, the fact that they 
cannot conform to treatment suited to sub- 
jects that exist naturally under widely 
different climatic conditions. It is found 
in Chiioe, where it is represented as twin- 



ing over the undergrowth of shrubs in the 
woods, where consequently it receives con- 
sideraole shade. The country is subject to 
frosts and deluging rains in winter, and is 
also wet and cold in the summer, the tem- 
perature seldom rising above 70**, and gene- 
rally being considerably lower. Tms at 
once points to the plant's requirements 
under cultivation, showing the necessity for 
supplying it liberally wim moisture both 
overhead and at the roots, as also its in- 
ability to bear anything approaching a hot 
or dry atmosphere, and its need of diade 
in bright weather. All this has been fullv 
verifi^ in practice, as where these condi- 
tions do not exist it does not succeed well. 
AU the plant requires in the shape of heat 
is just enough to exclude frost ; on the 
shady end or side of a cold conservatory or 
corridor it is at home, where it can have 
plenty of root-room, requiring in this re- 
spect more space than many things would 
bear without being induced to grow too 
rampant 

The red and white varieties require the 
same cultural treatment, and, when grown 
as trained pot specimens, must, as they get 
big enough to need it^ have large pots. 
They will succeed in either peat or loam, 
or a mixture of both ; but where good peat 
containing plenty of vegetable fibre can be 
had it should be used. They are strong- 
rooted plants, and do not require the soil 
to be broken very fine, but, as the character 
of the roots is such that they do not like 
shaking out so as to renew the material, it 
is necessary that whatever is used should 
be of a description to last long before it 
becomes adhesive, consequently plenty of 
sand must be added— one sixth or seventh, 
according to the character of the soil, will 
not be too much ; from the quantity of 
water required it is necessary that the 
drainage should be ample and sufficiently 
secured from the soil getting washed down 
into it by a layer of sphagnum or turfy 
fibre. As will be easily understood from 
the comparatively low summer tempera- 
ture of tne native country, they are here 
early excited into growth, which neces- 
sitates their being potted correspondingly 
soon in the season, tor they do not like any 
interference with the roots when growth is 
in progress. They are not, however, plants 
that will show the effects of such treatment 
as some things would, but when subjected 
to this usage thev do not increase in 
strength so wst as if managed more in ac- 
conlance with their requirements. 

In selecting plants Tor growing on see 
that they are free from scale insects, as 
both the whit€ and brown species will live 
on them ; if but a trace of the former can be 



Digitized by 



Google 



230 



Greenhouse and Stove Plants. 



LAPAOERIA. 



found the best course is to put the plants 
in the fire, as the trouble in completely 
eradicating the pest is greater than they 
are worth, and the brown species is a source 
of continual annoyance. 

When these plants were scarcer than at 
present, and there was usually a reluctance 
to sacrifice the shoots for layering, pro- 
pagation from cuttings was often resorted 
to, but this is a slower method, and layer- 
ing is now in most cases adopted. The 
course to pursue is where stout plants are 
at hand to layer all or such portion of the 
shoots as required in autumn ; all that is 
needed is to put an inch or two of mode- 
rately fine peat mixed with sand on the 
surface of the bed in which the plant is 
ffrown, or, if in a pot or tub, to fill a large 
box or pot with the peat and sand, stand- 
ing it near the plant so as to admit of the 
shoots to be operated on being bent and 
pegged down their whole len^ so that 
the stem is covered about an inch with the 
peat) thus covering the stalks of the leaves 
and about one-third of the leaf-blade. 
The shoots can be coiled round on the 
surface of the box or pot so as to occupy 
the whole ; keep the sou moderately moist, 
in this way the buds at the base of the 
leaves will emit roots and make shoots 
which will appear during the ensuing 
spring. Each of these must be supported 
with a stick round which it will twine. 
During the summer syringe slightly over- 
head ; about midsummer they should be 
taken off with their roots intact, and put 
singly in 5 or 6 inch pots filled with 
soil of a similar description to that in 
which the shoots were layered. Water 
must be given as required, and the young 
plants encouraged to get established before 
winter, during which keep at an ordinary 
greenhouse temperature. The weaker plants 
Bad better be grown on another season in 
the pots they occupy ; the strongest should 
be moved about March, loosen the roots 
a little, if these are plentiful give a 3-inch 
shift, making the new soil quite firm. It 
is not yet advisable to put them on a per- 
manent trellis, but they shoidd have five 
or six good sticks a yard in length inserted 
in the new soil just inside the rims of the 
pots, and round these the shoots should be 
trained. These, as growth extends, should 
be regulaily attended to all through the 
summer, as, if the tender points are allowed 
to become entangled they cannot afterwards 
be separated witnout injury. At all times 
they require plenty of air, but do not like 
cold draughts. After potting the plants 
should be placed in a house or pit where an 
ordinary greenhouse temperature is kept 
up. If subjected to more heat than this 



the growth produced is generally so soft 
that the young leaves are liable to injury 
by very little exposure to the sun. Aftci^ 
potting do not give water for a few days, 
out the soil must at no time be allowed to 
get as dry as would be necessary with most 
things. As the weather gets warmer give 
air, and when they have commenced to 
grow freely a slight damping overhead 
with the syringe in the afternoons will be 
beneficial The habit of the plants is such, 
naturally breaking up from the bottom, 
that no stopping is required. All that is 
necessary to rough the spring and summer 
will be to attend to training the shoots, 
giving plenty of water to the soil as the 
roots begin growing well, to admit air 
freely in accordance with the state of the 
weather, and to shade slightly when the 
sun is powerful. In the autumn discon- 
tinue shading and the use of the syringe, 
giving abundance of air to discourage 
further growth. Through l^e winter a 
night temperature of 35" or 40°, according 
to the state of the weather, will be suffi- 
cient, reduce the amount of water to the 
roots, but never allow the soil to become 
dry. About the same time in the spring 
again repot, letting the size of the shift be 
proportionate to the progress the plants 
nave made. If roots are plentiful, pots 3 
or 4 inches larger will be requirea ; use 
the best fibrous peat that can oe got, and 
at the same time loosen all the shoots from 
the sticks, and replace these with others 
taller, so aa to accommodate the increased 
growth. Treat through the summer as in 
the previous season, and again in the autumn 
and winter keep them cool. 

By the time of the next shift in spring 
the plants, if growth has gone on as may 
be expected, will be lar^ enough to l>e 
placed on a wire trellis, not too big, 
although the rate of yearly increase in 
size will now be considerable, as the 
shoots thrown up from the base will be 
very much stronger than those which were 
produced at first ; disperse them over the 
trellis, so as to furnish it evenly, and wind 
the strong young shoots that nse from the 
bottom regularly round it The growth 
should not be kept trained down, but 
ought to be run up strings tied to the top 
of the trellis, ana thence in an upright 
direction to the roof. Up these the shoota 
should be kept trained, where they will 
complete their growth and set flowers, 
after which they can easily be wound 
round the trellis, where they will expand 
through the advanced summer and autumn^ 
All now required is to continue the same 
treatment winter and summer as pre- 
viously advised, giving more root-room 
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as necessary until they occupy pots or 
tubs 20 or 22 inches in diameter, in which 
they may be kept in health by the as- 
sistance of manure -water during the 
growing season for several years, when, 
u desired, they can be planted out in a 
greenhouse or conservatory border. They 
are not things that require much use of 
the knife, but, as the weaker old shoots 
cease to ^ow much after the plants get 
to producing strong sucker growths, me 
former may be gradually cut out 

When intended to be grown as climbers 
or for covering a back wall one mistake is 
often committed, and to it are to be attri- 
buted frequent failures -that is, turning 
them out while very small into a large 
body of soil in a border. Lapagerias are 
by no means such quick ^wers as most 
things of a climbing habit, and the con- 
siderable body of soil in the prepared 
border gets sour and unhealthy before 
the roots lay hold of it ; the consequence 
is that the plants refuse to grow at all, 
and remain lor years in a state admitting 
of little progress. If ordinary sized plants 
are procured it is much better to grow 
them on in pots for a year or two until 
they get enough roots to penetrate the soil 
freely the first summer they are turned 
out, in which case they rarely fail to do 
weU, provided they are properly treated 
in other respects. Planting out should be 
done early in the spring, before growth 
commences, or the disturbance of the roots, 
inseparable from the necessary spreading 
out, will stop growth in a way that woula 
much retard it for the season. The drain- 
age of the border must be ample, and the 
soil fibrous peat, with enough sand added 
to it ; and as the plants increase in strength 
it is as necessary to regularly keep the 
shoots trained as it is when grown in a 
pot As the soil becomes exhausted before 
growth has commenced, each spring an inch 
or two may be removed from the surface 
and replaced with new. Manure-water 
through the summer will also be an as- 
sistance. So treated the plants can be 
kept growing in a vigorous condition for 
a number of years. We would advise all 
who have the red variety to procure the 
white one ; they are fit compauions in 
every way, the attractions of both being 
enhanced by the contrast in the colour of 
the flowers. 

Insects. — Most of the indoor plant pests 
will live and increase apace upon these 
Lapagerias ; thrips, red spider, and aphides 
a£fect them, but these rarely gain a foot- 
ing if the syringe is used as it ought to be, 
80 as to get the water freely to both the 
under and upper surface of the leaves. 



When these insects make their appearance 
a free and persistent use of the syringe is 
the best remedy ; scale must be removed 
by the sponge. The temperature they re- 
quire is not favourable to the increase of 
mealy bug, although it will live upon 
them ; and when affected it is best re- 
moved by sponging, and by the use of a 
soft brush to get down to the axils of the 
leaves. There is one other enemy to guard 
against — that is slugs, which are extremely 
fond of the youn;; underground shoots, 
and unless care is taken to keep these 
marauders thoroughly under they are 
sure to find the growths as they appear 
above the surface, in which case senous 
mischief will be done, as the plants have 
not the power to quickly produce others 
to replace the injur^ ones. 

LAKDIZABALA BITEBNATA. 

An evergreen climbing plant that will 
succeed in a greenhouse. The flowers are 
not of a pleasing colour, dull purple, but 
the fruit is edible. It can be increased by 
cuttings, and grown on afterwards as ad- 
vised for Passifloras, which see. 

It is a native of Chili, and blooms in 
spring. 

LASIANDBA MAOBANTHA. 

There are two varieties of this evergreen 
warm greenhouse plant, L. macrantha and 
L. macrantha floribunda, quite distinct, 
and both equally well worth growing, but 
for totally different purposes. In shape 
the flowers are not unlike Pleroma elegans, 
but they do not possess the same intense 
colour ; they are, however, much larger, 
and produced in greater quantities. They 
are among the grandest of all Melastomads. 
L. macrantha floribunda was introduced 
after L. macrantha, and is best adapted for 
specimen pot culture, being naturally of a 
bushy habit of growth, blooming profusely 
in the autumn and winter, when flowering 
subjects are much in demand and not over- 
plentifuL It is a free grower, and will 
flower in a very small stite, even in 5 or 
6 inch pots ; its large, rich, violet-purple 
blossoms are not of very lung duration, 
like many other Melastomads — some two 
or three days are as long as they usually 
last; they are produced in clusters from 
the points and axils of the leaves of the 
young shoots, giving a succession for several 
weeks. 

Both varieties are easily struck from 
cuttings of the soft shoots, put in during 
spring, as early as they can be obtaineil, 3 
or 4 inches long. Put singly in 3-inch pots, 
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kept close, moist, and shaded in a moderate 
stove heat, they will root in four or five 
weeks, when remove the glasses and en- 
courage growth by continuing to keep 
warm ; pinch out the points when they 
have made a little progress, give a little 
shade when it is sunny, and syringe over- 
head in the afternoons. By midsummer 
move into 6 or 7 inch pots ; they will suc- 
ceed in either peat or loam, the latter 
bein^, perhaps, the best; mix a fair 
amount of sand with the soil, as these 
plante with their ample foliage recjuire, 
when in active growth, a good quantity of 
water. After potting treat as previouslv 
until the midole of August, before which 
time the shoots should again have been 
stopped. Keep cooler through the autumn, 
and winter at 46° in the night, until the 
end of February, when, to give a long 
season of growth move into pots 4 inches 
larger. They will be much benefited at 
this early season by being placed in a 
house where they can still receive a little 
more warmth than the generality of green- 
house plants require. Through the spring 
give them plenty of light until the sun 
gets very powerful, after which, in the 
middle ot the day, they will need a little 
shade ; give a sufficiency of air during the 
early part of the day, but close the house 
with a fair amount of sun-heat, syringing 
the plants overhead at the same time ; do 
not let them go short of water while in 
active growth, or it will have the effect of 
checking root-action, which would seriouslv 
interfere with the 8ea<?on's progress. Pinch 
out the points of the shoots so as to induce 
the formation of enough branches to furnish 
the plants well. L. macrantha floribunda 
is one of the easiest managed subjects in 
this respect, but must not have this stop- 
ping neglected, otherwise it will entail 
cutting back the strong upiight shoots that 
are formed in the centre of the plant, the 
removal of which will be so much loss in 
size. By midsummer, if the progress has 
been satisfactory, the strongest plants will 
bear another shift into pots 3 incnes larger, 
and the soil should now be a little more 
lumpy, and should contain as much of 
the decayed roots of the grass as can be 
obtained, potting quite haixl. Where a 
good quantity of fibre exists in soil of this 
description, this plant will make rapid 
growtn, forming a nice half-specimen the 
second year. After this summer potting 
keep them a little closer for a fortnight, 
using plenty of moisture in the atmosphere, 
and continuing to damp the plants over- 
head ; keep the strongest shoots well tied 
out so as to balance their strength, allow- 
ing the weaker ones to assume an upright 



position, which will much increase their 
growth. About the beginning of August 
nip out the points of any that are taking 
the lead ; but after this time do not stop 
any more, or it would interfere with their 
flowering. Through September withhold 
shade, give more air, and cease syringing 
overhead, to effect the ripening process in 
the growth and formation of flower-buds ; 
by the end of the year, or sometimes 
earlier, these will be apparent, when the 
plants should be placed in a temperature 
of 48* or 60° in the night, to induce them 
to open freely, when they can be removed 
to the conservatory, for the decoration of 
which this subject is most suitable. The 
temperature here should be similar to such 
as the plants have been previously in, 
otherwise the flowers are liable to drop 
before opening ; after blooming remove to 
a house where they will be kept about 46' 
in the night, if lower the leaves are apt to 
suffer, seriously affecting the roots. 

About the end of February cut the 
plants back moderately, and place them 
where the temperature is a few degrees 
higher, which will cause them soon to 
bmik, after which they should be turned 
out of the pots and a smaU portion of the 
surface-soil removed, giving 3 inches more 
room, using soil similar to such as hitherto 
recommended. Tie the strongest branches 
well out, and treat generally as advised for 
the preceding season in respect to syring- 
ing, shade, and air, with attention to stop- 
ping anv shoots that are disposed to take 
the leai too much ; but tnis year the 
plants will, in all probability, not show so 
much disposition to make unequal growth. 
They will not require a second pot this 
season, but must be subjected in the 
autumn to the slight ripening process, by 
withholding shade and a drier condition of 
the atmospnere. When the bloom-buds 
begin to swell considerably give them a 
similar temperature to that of the previous 
autumn, to open their flowers. The time 
of blooming may, if desired, be somewhat 
delayed by keeping the plants in a little 
lower temperature, but tnis must not be 
carried too far, by keeping them either too 
cool or too long under the retarding process, 
or the result will most likely be the total 
loss of the flowers, for this is essentiaUy 
an autumn and winter blooming subject, 
and unless by accident which gives it a 
check or treatment out of the ordinaiy 
course, it is not disposed to flower at any 
other season. Aftei* blooming the plants may 
be again cut back and treated in every way 
similarly to the preceding year, being given 
a further shift of 3 inches, and a little of 
the old soil being removed without disturb- 
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ing the roots much. When they have 
bloomed the next autumn it will be best 
to destroy them, unless where required 
very large, as young plants are in every 
Wav to be preferred, and from their quick 
anil easy growth succession stock can al- 
ways be brought on to take their place. 

The other variety, L. macrantha, when 
first let out, very much disappointed those 
who grew it, from its straggling upright 
habit, which no amount ofstopping and 
attentive cultivation ap])eared capable of 
counteracting, and for this reason, in most 
cases, it was discarded as worthless. It 
frequently happens that a plant which is 
admirably adapted for some particular 
purj^ose cets a oad character by reason of 
its inability to conform to a process of 
culture opposed to its natural habit Thus 
it was with .this Lasiandra : its straggling 
growth, although rendering it unnt for 
growing into a compact bushy specimen, 
naturally suits it for the purpose of train- 
ing up a pillar, wall, or rafter ; grown in 
any of these situations in a structure, with 
a few degrees more warmth in the winter 
than the ordinary hardwooded house, it is 
one of the finest flowering plants in exist- 
ence, blooming for weeks m such profusion 
that no one, except those who have seen it 
so employed, can form any idea of the 
gorgeous effect it produces. It forms largo 
clusters of from a dozen to a score of 
flowers at the points of the shoots, which 
keep on opening in succession for weeks 
together, but to oe grown to perfection in 
such situations it should not be confined to 
a pot, but should be planted out in a well- 
dmned bed of good loam, to which has 
been added a liberal admixture of sand, 
with the addition of a good sprinkling of 
charcoal or bricks, broken the size of 
pigeons' eggs, to prevent the soil getting 
sour. 

In thus using this jplant, as in the case 
of many others, the mistake is frequently 
committed of turning them out whilst in a 
small state ; so treated the soil becomes 
sour before the plant has enough roots 
to lay suflBcient hold of it. On this point it 
may be, and frequently is, urged that 
plants in a state of nature commence their 
existence, even from the germination of 
the seed, in an unconfined space, without 
the soil becoming unsuited for their well- 
being ; but in the open air the conditions 
of the soil, in common with other things, 
are altogether different ; full exposure to 
the air and light prevents its becoming in 
such condition as is inevitable in the best 
ventilated and light-admitting structure, 
and in nature's planting it must be borne 
in mind that all do not grow that come in 



contact with the soil — only such as happen 
to be placed under conditions of situation 
suitable to their requirements. Thus with 
plants that are intended to be turned out 
m borders, such as the one under considera> 
tion, we have always found, except in 
the case of extremely strong-growing sub- 
jects, that it was much the best way to 
grow them on for a time in pots until they 
had acquired considerable strength before 
turning out, with the precaution, at the 
time of planting, of spreading the roots 
out so as to prevent the ill-effects of the 
spiral root-curve inseparable from pot 
culture. For the above reason it is better 
to grow this Lasiandra in a pot for a 
season, treating it in every way as to soil, 
water, air, and shading, as has been advised 
for L. macrantha floribunda, but not to 
stop the shoots, simply growing the plants 
on with a single stem until they have 
attained the height which will best adapt 
them for the position they are required 
for. Afterwards it will be necessary to 
take out the points, so as to induce the 
formation of shoots to cover sufficiently 
their allotted space, when they will require 
nothing more than being kept tied loosely 
in, with sufficient use of the knife after ' 
flowering, to keep them within bounds. 
In such situations this and other plants 
frequently get weakly, through the soil 
becoming impoverished, to prevent which 
every spring, before active growth com- 
mences, an inch or two of the surface-soil 
should be removed and new added, with 
an occasional application of manure- water 
during the growmg season ; so treated they 
will last many years. 

Insects. — Lasiandras are not plants per- 
ticularly subject to insects. Ked spider 
will sometimes make its appearance if the 
syringe is not sufficiently used ; in such 
case repeated washings with clean water 
will be the best remedy, the texture of the 
leaves being such as not to bear without 
danger of injury any application of the 
iisuS insecticides. Scale, either white or 
brown, will live upon them ; the brown 
species is usually small and puny, but in 
such state it is not so easily desti-oyed as 
when upon a plant that suits it better, and 
on which it is found in that peculiar fiat 
condition which indicates good feeding. 
Where it exists upon these plants, the best 
way to proceed is, after flowering, to 
shorten back, cutting away all the leaves 
and then wishing thoroughly with insecti- 
cide — repeating this two or three times in 
the course of ten days. The plants, after 
this cutting in, should be kept in a tem- 

Eerature of 60", so as to induce them to 
reak, for it often happens when any plant 
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ifl headed back, if kept in a temperature too 
low to excite growth, that it either dies or 
breaks weakly — the roots, under such con- 
dition, generally suflfering more than they 
otherwise would through the severance of 
the branches. If affected with white scale, 
they will reauire cutting back to the hard, 
mature wooa, and dressing with strong in- 
secticide ; the mixture should be washed 
wen into the equalities of the bark, and 
the dressing repeated several times before 
the plants break into growth. 

LASTBEA. 

A genus of Ferns, containing stove, 
greenhouse, and hardy species ; most of 
uie tender sorts are inferior in appear- 
ance to the generality of stove or green- 
house kinds, but those who form collections 
may deem a few worth growing. 

For propagation and cultivation, see 
Ferns, general details of culture. 

STOVE SPECIES. 

L, melanocaulon. 

L. meTttbranifolia. Isle of Luzon. 

L. patens. West Indies. 

GREENHOUSE SPECIES. 

L. aristata varUgata. Japan. 

jL. decomposita, Australia. 

L, decwrrena, Japan and China. 

LATANIA. 

A genus of handsome cool stove Palms, 
of easy culture. They are manageable in 
size in the early stages of their growth, but 
as they get old require much room. 

The method of propagation and after 
management will be found under Palms, 
general details of culture. 

L. awrea. This is a very strong grower, 
with thick leaf-stalks, the leaves are 
palmate in shape, deeply divided and dis- 
tinctly plaited. From the Mauritius. 

L. rubra. A handsome species, with 
strong leaf-stalks, red in colour. The 
leaves, which are palmate, are deeply 
divided, and distinctly plaited. From the 
Mauritius. 

LESOHENAULTIA. 

These fine evergreen greenhouse plants 
are natives of New Holland ; they com- 
prise some half-dozen species and varieties. 
L. biloba major is justly esteemed as one 
of the finest plants in cultivation. Its 
splendid light blue flowers have no equal 
among plants of this class ; they are pro- 
duced freely from the points of the shoots 



in sprine and summer, and last five or 
six weeks in beauty. A well-flowered 
example of this Leschenaultia is not only 
a fine and attractive subject in itself^ 
but from its distinct habit of growth and 
colour it harmonises with any other plants, 
more especiaDy those bearing yellow 
flowers, such as the AUamandas, from 
which cause it has always been a favourite 
with exhibitors. There is no plant that 
has a more telling effect, or is a greater 
source of attraction on the exhibition stage, 
yet here, of late years, it has not been so 
often seen as in time past There are 
several reasons that account for this ; it 
does not attain so large a size as most of 
the subjects now grown for showing are 
requirea to do, consequently where a 
reasonable uniformity in size is looked for, 
it is found too small. It is also a short- 
lived plant, liable to get into bad condition, 
or go off, without any apparent cause. 
Nevertheless, it is a subject tnat deserves a 
better fate than to get into the list of 
neglected plants, where there is some 
danger of its going. It is one of the things 
the cultivation of which no young plant 
grower should rest satisfied until ne has 
mastered. It requires different treatment 
from most other plants, and any attempt 
to grow it under the exact conditions 
that some natives of the same country 
want, will end in failure. Three principal 
things to observe are : — In potting not a 
single root must be injured that can be 
avoided, not even by the removal of the 
crocks ; in the winter it must not be 
allowed to remain lon^ in a temperature 
lower than 45* ; and it should never be 
stood in the open air. The first and last 
of these will cause the stimted condition 
that it often gets into, and from which it 
rarely recovers, and a lower temperature 
than that named will speedily lead to the 
attack of mildew, to which it is much 
subject 

To ensure success it is necessary to have 
free young plants to begin with — without 
this there is little prospect of their doing 
well. 

This Leschenaultia strikes freely from 
cuttings made of the points of the young 
shoots about 3 inches m length, taken off 
early in spring ; put them 2 inches apart 
in pots filled with sand, cover with a pro- 
pagating glass, keep moist, and shadea in 
an intermediate house and they will root 
in six or eight weeks, when gradually 
expose them to the full air of the house 
and pinch off the tops of the shoots — as soon 
as they begin to move freely putting them 
singly in 3-inch pots in fine peat to which 
a good sprinkling of sand has been added ; 
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continue to keep them a little close and in 
an intermediate temperature with a thin 
shade in the middle of the day, syringing 
oyerhead at shutting up time in tne aner- 
noons. By the beginning of August, the 
points of the shoots should again be pinched 
out ; leave off shading as the autumn 
draws on, and give more air. Winter near 
the glass in a temperature of 45** by night, 
with 10"* more in the daytime. In March 
move them into 6-inch pots, and in the 
course of a month or 6 weeks they should 
have the points of the shoots again pinched 
out. Never let the soil get too dry, and 
keep the pots stood on a moist bottom but 
witn more air than through the preceding 
summer, and a little shade when the sun is 
very powerful ; syringe in the afternoons 
as before up to the middle of August, after 
which discontinue it, and keep through the 
autumn and winter as previously. About 
ChristmaB nip out all the points of the 
shoots ; it is nece-ssary nut to defer this 
for the plant is a continuous grower, and 
if the stopping is deferred until spring 
time is lost. About the end of March 
remove into pots 3 or 4 inches larger, 
according to the quantity of roots they 
have. It is, unlike many hardwooded 
plants, a very free rooter ; it will grow in 
good fibrous loam, and it is better to give 
It that than indifferent peat, but where 

rpeat full of fibre is obtainable, it is 
best ; use it in a lumpy state, not 
breaking so fine as for most things. If the 
peat naturally contains but little sand, add 
one-sixth, and mix well. Instead of turn- 
ing the plants out in the usual way, which 
would more or less iniure the tender fleshy 
roots, the pots should be broken. Do not 
attempt to disturb a single root by removing 
the drainage, but transfer all together into 
the new pot ; make the soil firm. 

The plant is naturally an upright grower, 
and, as soon as potted, it should have all 
the strong shoots bent down to a horizontal 
position, bringing the more vigorous close 
to the rim ot the pot This will cause 
them to break back through their whole 
length. For two or three weeks they 
should be kept a little closer, and the stage 
under them sprinkled ; but keep them 
weU up to the class. By the beginning of 
May they will have taken to the new soil, 
and be growing freely. Now, as the 
weather gets warmer, commence to syringe 
oyerhead in the afternoons, and close in sun- 
heat ; continue this, and keep the stage and 
floor damp until the end of August, after 
which cease the use of the syringe, and 
keep the house drier, giving more air. 
Treat through the autumn and winter as 
in the previous season, keeping the plants 



tied into shape. Do not now pinch out the 
points of the shoots until the end of 
February, as, if strong and stopped so 
early as in the preceding year, they would 
most likely set a second lot of flowers, 
which would seriously interfere with their 
growth. Pot about the middle of Aprils 
the additional root-room they receive must 
be in accordance with the progress the 
plants have made ; if very strong they will 
want a 4-inch shift, as heretofore moving 
the whole mass, roots and crocks ; give a 
little shade in the middle of the day for a 
few weeks. Train and tie the young shoots 
well out, so as to keep them in the desired 
shape, which should be round and bushy, 
for if allowed to assume the pointed 
pyramidal form, the higher shoots will 
take the lead, and starve the branches near 
the base. 

About midsummer stop all the points of 
the shoots, treat afterwards as before, 
keeping the plants drier overhead towarda 
autumn, with more air. Give them all 
the light possible through the winter, but 
the temperature must not be lower than 

Ereviously. They will, if all goes well, set 
loom freely about March, and must not 
have any cold current of air admitted 
upon them, or receive a check in any 
other way, for if subject to such the blooms 
will sometimes go blind. If the planta 
are intended for exhibition the shoota 
must be properly secured by tying, so that 
they will not chafe in carriage, or they 
will be disfigured. If used for decorative 
purposes they must not be crowded amonc^ 
other things, for ina very few days they would 
be injured thereby. After flowering shorten 
the shoots back half way between the 
points and the place where they were 
stopped back to in the previous summer. 
Place them in a house that is kept a little 
close for a short time until tney have 
broken. When they have niade half an 
inch of growth repot, giving a 2 or 3 inch 
shift, moving them as before directed in 
every way, and subjecting them ta 
autumn and winter treatment as in the 
previous year. 

This Leschenaultia is not a long-lived 
subject, consequently those who grow it 
should each year start a few young plants 
to supply the place of those that get worn 
out and refuse to grow freely. It is some- 
times attacked by greenfly, which must be 
sought for, as they do not thrive well upon 
it, and consequently are small, and being 
almost the colour of the leaves, are not 
easy of detection ; notwithstanding, if 
allowed to remain unmolested even for & 
short time, they will by the dirt they 
deposit upon them injure the leaves, whicn 
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on account of their soft nature are difficult- 
to clean. If the insect gets into the points 
of the shoots after the flowers are set, it 
will in a very few days destroy them. 
When affected with this insect the plants 
must be fumigated. It is also much sub- 
ject to mildew, which is almost imper- 
ceptible upon it, and not seen until the 
leaves begin to fall off through its effects. 
Sulphur is the best remedy, dusted all 
over, but the parasite is most generally 
produced by too low a temperature during 
the winter months — it should never be 
allowed to fall lower than already in- 
dicated. 

L. formosa has scarlet flowers, which it 
oi)ens freely almost all the year round. 
This is a desirable plant, and deserves 
more general cultivation than it now 
receives ; it is a smaller grower, easier to 
mana£;e, and longer-lived than L. biloba : 
it will in the winter bear keeping cooler, 
but does much better with a temperature 
fiimilar to that advised for the blue variety. 
It is more procumbent in habit, and a 
much slower grower, and requires some- 
what different treatment ; it is a finer 
rooted plant, but is not so impatient of its 
roots being touched, consequently when 
potted it should have the crocks removed. 
The soil should be similar in every way to 
that already recommended for L. biloba, 
except that it will be benefited by the 
addition of a sprinkling of broken crocks, 
■about the size of horse beans. It is a free- 
rooting subject, and reqiiires more pot- 
room than its size would lead one to 
suppose. It does not need much tying to 
support it, and very little pinching of the 
shoots, as it is naturally a compact branch- 
ing plant. To induce it to get on while 
young, the flowers should be picked out 
regularly as they are formed. So free of 
flowering is it that a newly-struck cutting 
will bloom. In other respects its cultural 
requirements are the same as for L. biloba. 
Like the last-named variety it is subject to 
the attacks of aphides, for which it should 
be treated in a similar manner. 

L. Baxteri major and L. intermedia, 
bearing orange flowem, are very free 
powers, similar in habit and in the general 
treatment they require ; they are profuse 
bloomers, and equally deserving of cultiva- 
tion, especially for purposes of general 
-decoration. 

LEUOADENDBON ABGENTEUM. 

This is the only species among a con- 
siderable number inciude<l in the genus, 
that finds any favour with cultivators. It 
is the Witteboom or Silver tree of the 



Cape ; it grows to a good size, reaching a 
height of 10 or 12 feet, but is pretty in a 
sm^ state, to which it can be kept for a 
considerable time under pot-culture. The 
leaves are silvery- white both on the upper 
and under surface. It will thrive under 
treatment such as advised for Rhopalas, 
which see. A native of the Cape of 
Good Hope. 

LEUOOPOGON. 

These are evergreen greenhouse shrubs 
with neat habit of growth ; but although in 
common with most plants from the same 
countries they flower freely, they are not 
sufficiently effective to be rated at more 
than secondary value for decorative pur- 
poses. They thrive under like conditions 
to those advised for Epacris, which see. 

The most desirable are :— 

X. Cunninghamiu White. A summer 
bloomer. Australia. 

Z. juniperinw. Flowers white, produced 
in summer. A native of New South 
Wales. 

L, Richeu White ; also a summer 
bloomer. From New Holland. 

LIBONIA FLORIBUNDA. 

In this we have a small, compact-lowing, 
softwooded plant that bears a profusion of 
tube-shaped flowers, dull red and orange 
in colour. Its free-flowering disposition 
makes it useful for greenhouse decoration, 
especially in the autumn months. 

Cuttings of the soft young shoots should 
be struck in March, put several together in 
small pots filled with sand, and stood in 
a temperature of 60*^. Kept moist and 
shaded, they will root in a fortnight, when 
move singly into 3-inch pots in loam, to 
which aa<l some leaf-mould and sand. 
Stop the shoots and keep in a temperature 
similar to that in which the cuttings were 
struck until a little later in the spring, 
when they have begun to grow freely, after 
which less heat will suffice. Give a mode- 
nite amount of air, with a little shade in 
sunny weather, syringe overhead daily, 
and supply water to the roots, as required 
by other quick-growing plants of a like 
description. In two months from the first 
potting enough progress should have been 
made to admit of the plants being moved 
to 6 or 7 inch pots, which in most cases 
will be found big enough to flower them 
in ; now mix some rotten manure with the 
soil, again stop the points of the shoots, 
and continue to treat as before. As the 
pots get filled with roots and the plants 
come into bloom give manure- water, which 
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will prolong their flowering. Young 
examples strnck in the spring will usually 
be found most useful, consequently when 
the blooming is over no more need be kept 
than will suffice to furnish cuttings the 
ensuing spring, for which purpose they 
should be previously cut back and placed 
in heat so as to secure the requisite growth. 
It is a native of Brazil. 

There is a form of this Libonia with 
variegated foliage, in other ways not differ- 
ing from the green-leaved kind. 

Insects. — To keep down red spider 
syringe freely, for aphides fumigate with 
tobacco. 

UOUALA. 

A handsome genus of mostly low-growing 
stove Palms, that deserve to be extensively 
cultivated. 

Propagation and cultivation given under 
Palms, general details of culture. 

L. grandis. What the appearance of 
this magni6cent species may turn out to 
be as it gets older we do not know, but 
in its early stages of growth it has no 
equal amongst the fan-leaved section of 
Palms. It is of stout, moderately close 
habit ; the leaves are fan-shaped, of a 
medium size, beautifully plaited, and nar- 
rowly lobed on the margin. From the 
South Sea Islands. 

L. horrida. A lar^e fan-leaved species ; 
like the preceding tne leaves are plaited, 
and are retained in a healthy condition on 
the plant, so as to give it a well-furnished 
appearance. From Java. 

LILIITM. 

In these we have one of the finest 
genus of all cultivated flowering plants, 
differing much in their appearance. Many 
of the species that thrive out-of-doors in 
fiavourabie localities succeed better in pots, 
where, if treated as they require to be, the 
amount of flowers produced is much in 
excess of those obtainable in the open air, 
under all but exceptionally favourable 
conditions of soil and climate. One of the 
essential matters in the cultivation of Lilies 
is never to disturb them when the roots 
are in an active condition. 

The ordinary means of increase is by 
offsets, which most of the kinds produce 
freely : these should be removed from 
established plants at the time of repotting, 
when the tops have died down after 
flowering. Never by any means defer the 
potting until the bulbs have begun to form 
new roots, which most of the species do a 
considerable time before top growth com- 
mences. As will be understood, the time 



for removing the offsets varies with the 
different species that go to rest at different 
times of the year, and must be regulated 
thereby. All that is necessary is to turn 
the plants out of the pots and separate the 
small offset bulbs from the large flowering 
ones, putting the small ones four or six 
together in pots proportionate to their size, 
being guided stul turther by the size the 
particiuar kind grows to ; the pots in all 
cases should be well drained. Most of the 
sorts thrive in good rich turfy loam, to 
which is added a fifth part of well-decom- 
posed leaf-mould, some rotten manure, and 
sand ; the greater part do best when their 
bulbs are well covered with soil, by placing 
them about midway down in the pots, 
pressing the soil moderately firm above. 
They should then be stood away in a house 
or pit out of the reach of frost, on a slightly 
moist bottom so that the moisture in the 
soil will not get dried up, so as to require 
much water being given until the shoots 
appear above the surface ; when this 
occurs they ought to be immetliately 
placed where they will get plenty of light, 
for if the shoots get at all drawn much 
harm will be done. After this give water 
to keep the soil in a sufficiently moist con- 
dition for the roots to act, but not too wet. 
During the early spring the best position 
for them is a pit or frame where the heads 
of the plants will be near the class, and 
frost can be just excluded. As the shoots 
advance put a stick to each for support, 
and give water freely as the soil gets full 
of roots. When danger from frost is over, 
the plants are better out-of-doors ; if the 
pots can be plunged in a bed of ashes it 
will be better for the roots, and there will 
be less trouble in watering. Continue to 
supply them with water through the 
summer until the tops die down, when 
place them for a few weeks where the soil 
will be in a medium state as to moisture. 

It is well to do whatever potting is re- 
quired by all bulbs early enough in autumn, 
not deferring it until the roots begin to 
move, which, as already said, does much 
harm. Young plants such as have been 
one year removed from the flowering pots 
in tne way advised, may be potted on 
without being disturbed further than by 
the removal of the loose soil and a portion 
of the top of the ball ; larger pots should 
be given when necessary, and they should 
be treated through the winter and ensuing 
summer as in tne preceding. If all goes 
well the bulbs will this second summer 
attain size and strength sufficient to enable 
them to bloom the year followinc, after 
which treat as up to this point advised ; 
giving more pot-room when wanted, and 
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removing the off seta and potting them 
separately. When the large flowering 
bulbs increase in number, separate them 
ao as to prevent overcrowding. The above 
course ot ti-eatment will answer for most of 
the kinds of Lilies suitable for pot culture. 
L. giganteum should be kept singly in all 
the stages of its growth. 

The following are all desirable for pot 
culture : — 

L. auratum. White, with yellow band 
down the centre of the petals, spotted with 
red. From Japan. 

L. eximium. A dwarf-growing, large 
white-fluwered species ; a fine kind for 
forcing. Japan. 

L. gi^arUmm. A majestic Lily ; the 
flower-stem in a strong plant grows 10 or 
12 feet high, bearing near a score of im- 
mense blooms, white, striped with reddish- 
violet at the base ; very fragrant From 
NepaL 

i. Harruii. An extremely fine and 
free-blooming variety of L. eximium. 

L. ja/ponicwm. Has very large flowers, the 
inner surface white, brown outside. China. 

L, Krameriu Large flowers, of a pale 
blush colour. Japan. 

L. Farhmannix. The new American 
hybrid, a cross between L. auratum and L. 
speciosura ; flowers white and crimson. 

L, philippinense. Flowers white, 7 or 8 
inches long; very fragrant Philippine 
Islands. 

L. spedosv/m album, A white form of L. 
speciosum. Japan. 

L, speciomm punctatwn. White, with 
pale pink spots. Japan. 

L. gpeciosum rvhrum. White, spotted 
and suffused with crimson. Japan. 

L. Thunbergianvm aureum. A variety of 
L. Thunbergianum with yellow flowers, 
nicely spotted. Japan. 

L. Thunberaianum grandiflorum. A 
handsome kind, with orange-red flowers, 
slightly spotted. 

L. JVallichianum. A variety of L. 
longiflorum, cream-colour, shaded with 
yellow. From the Himalayflu 

L. Washingtoniantim, White, striped 
with lilac ; very fragrant California. 

There are various handsome forms of 
many of the above species, all desirable for 
pot culture, that will succeed under the 
treatment here ^ven. 

Insects. — Jjilies are not much affected 
with insects except aj^hides, for the de- 
struction of which fumigate with tobacco. 

UNUM. 

The kinds of Linum deserving of pot 
culture are few as compared with the 



number of species that are known. The 
sorts, treatea of here, are small-growing 
planti^ useful for flowering late in autumn. 
They strike readily from shoot cuttings, 
which should be struck early in spring, put 
several together in 5 or 6 inch pots in 
sand, and keep close, moist, and shaded in 
a temperature of 60*, where they will soon 
root, when move singly into 3-inch pota in 
loam or peat, to which add a little leaf- 
mould and sand. After potting keep them 
moderately close until they begin to grow, 
standing tnem where they will get plenty 
of light; keep in a temperature similiu> 
to that in which the cuttings were struck 
until the advanced season renders the use 
of aitificial heat unnecessary. Stop the 
points of the shoots, give air in the day 
time, shade from the sun and syringe over- 
head freely every afternoon ; this is neces- 
sary as these plants are more subject to red 
spider than most things. Again stop the 
snoots, and in June move them into 6 or 7 
inch pots, which in most cases will be large 
enough for them to bloom in. After this 
time an ordinary unheated pit will answer 
for them, and they should 1^ placed where 
they will get plenty of light and air, with 
a little shade until the end of August, 
when they will be better without ; syringe 
regularly daily up to this time. As the 
weather gets colder the plants should have 
a little warmth, which will assist their 
flowering. 

When the blooming is over enouch 
should, be kept to furnish cutting in the 
spring, and if it is thought desirable to 
grow some on a second season these may be 
retained and cut well in in March ; after 
they have broke shake part of the old soil 
away, give pots a size or two larger, and 
treat afterwards as in the previous summer. 

The kinds best worth growing are : — 

L. flavum. Flowers yellow, blooms 
in autumn. A native of Southern Europe. 

L, trigynwnL Yellow flowers, produced 
in summer and autumn. An Indian species. 

Insects. — The re^pilar use of the syringe 
advised will keep down red spider. For 
aphides, which sometimes attack them, 
fumigate with tobacco. 

USIANTHUS BUSSELLIAinTS. 

In this Lisianthus we have one of the 
most beautiful of all biennial stove plants. 
Its splendid purple campanulate flowers, 
produced in lar^ terminal panicles, never 
fail to render it attractive — so much so, 
that few who see it in bloom and possess 
the necessary means for growing it fail to 
make the attempt From this it might be 
supposed that it would be much more 
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common than it is, but it is well to men- 
tion at the outset that it is a difficult 
subject to deal with ; nevertheless it is 
well worth all the attention that can be 
bestowed on it. Lisianthus Russellianus 
is indigenous to Texas, and it must have 
special treatment, for, unless well managed, 
it gives a very imperfect idea of its beauty. 
The seeds should be sown in Februarjr ; 
if deferred later the plants do not acquire 
their wonted strength before autumn. 
Drain well a 7-inch or 8-inch pot, and 
then fill it up to within half an inch of the 
rim with fine sifted peat, to which has 
been added a morlerate quantity of sand ; 
press this firmly down, and on the top lay 
naif an inch of sand, which water well and 
press the surface smooth ; on this scatter 
the seeds, just pressing them lightly with 
the hand so as to embed them in the sand ; 
put a piece of glass that will cover the top 
of the pot over it, and stand in a saucer, 
which Keep with about an inch of water in 
it Place in a temperature of 66**, and 
shade carefully from the sun, so that the 
surface whereon the seeds are sown may 
not get dry, for no water should be given 
overhead until the plants have got two 
pairs of leaves. As soon as the seed has 
vegetated stand where the seedlings will 
get plenty of light, but they must not have 
the sun directly upon them. A piece of 
thin white tissue paper we have found the 
best material for protecting them without 
keeping out the light Now give enough 
water to keep the soil well moistened, with 
some air daily, and when they have got 
three pairs of leaves move them singly into 
little pots. 

A moderate stove temperature will 
answer through the summer ; pinch out 
the points of the shoots directly they com- 
mence to grow after potting ; repeat this 
once more about the middle of Jnly, and 
move them into 3-inch pots, using fibrous 
peat and a little leaf-mould. In September 
they should be placed on a shelf within 12 
inches or 15 inches of the roof^ standing 
the pots in shallow pans ; give no more 
water through the winter on the surface, 
but when the soil appears to be getting too 
dry pour about half-an-inch into the pans 
— it will then be sucked up by the plants. 
They must not be allowed to get so dry as 
to nag, or they will be seriously injured, 
and they will not bear water applied to the 
surface during the winter, as it almost in- 
variably causes them to damp off. A tem- 
perature of 50"* in the night will suit them 
until the middle of March. An inter- 
mediate Orchid house answers for them 
through tJie winter. About the time above 
named they will require moving into their 



blooming pots. Thev should now have a 
large shift ; an 8-inch pot will not be too 
big for a single plant, and good peat with 
a nttle leaf-mould and sand should be used. 
A 12-inch pot will do for three plants, 
putting them close together in the middle ; 
they should still have a position with their 
heads near the glass, and again be shaded 
when the sun comes on them. . The night 
temperature ought now to be 60**, and that 
of the day 70** or 76* ; they must have as 
much water as will keep the soil fairly 
moist ; the shoots will grow fast, and will 
each want a thin stick to support them. 
As the weather gets warmer raise the heat 
to 66* or 66* in the night and 80* by day, 
with air daily, and a moderately moist 
atmosphere. 

By the end of May they will show 
flower, which will take five or six weeks 
before it expands. They will keep on 
blooming for five or six weeks, during 
which time the plants may be stood where 
they will be a little cooler, but not have 
too much air or be in a draught They can 
now be placed further from the glass, 
where they will be seen more to advantage. 
After blooming keep on attending to them 
until the seed is npe, when it is best to 
throw them away, bringinjj on young seed- 
lings each year to take their place. 

Insects. — This Lisianthus is liable to 
the attacks of aphides, red spider and 
thrips, especially the last Dipping in 
tobacco water and sponging with clean 
water is the most successful remedy. 

LITOBBOOHIA. 

A genus of Ferns, most of which are 
stove species ; they are pretty, and suffi- 
ciently distinct from others to make a few 
representatives of the genus worth growing. 

Tor propagation and cultivation, see 
Ferns, general details of culture. 

L. avrita. Isle of Luzon. 

L. davallioides. 

LITTONIA MODESTA. 

This is a stove plant of a scandent habit 
of growth. It is suitable for clothing a 
pilhu!', or rafter, or may be trained on a 
trellis. The flowers are campanulate in 
shape, of a dark yellow, or orange colour. 
It requires similar treatment to the 
Qloriosas, which see. Africa. 

LIVISTONA. 

A noble genus of large-growing stove 
Palms, that reauire much room to oe seen 
in a fairly developed state. 
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The method of propagation and after 
management will be found under Palms, 
general details of culture. 

L, altissima. A strong-growing species, 
with stout, heavily-spiiied leaf st^s ; the 
leaves are laive, fan-shaped, plaited, and 
deeply divided. Java. 

L. chinensis (syn, : Latania borbonieaji 
One of the most remarkable of all Palms ; 
its immense leaves spread horizontallv so 
as to occupy a large space, when the plant 
gets old, in which state the trunk is thick 
and massive. The leaves are £m-shaped 
and deeply divided. It comes from 
India. 

LOMARIA. 

Many of the species of this genus of 
Ferns are sufficiently distinct in character 
to be well worth growing ; the greenhouse 
kinds will be found the most desirable. 
Several assume a miniature Tree form, and 
can be employed for decorative use in 
many ways. L. gibba is one of the 
favourites in Covent Garden Market 

For propagation and cultivation, see 
Ferns, general details of culture. 

L, cycadifolia. Juan Fernandez. 

L, discolor. Brazil 

L. DalgaimsicB. South Africa. 

L, Fraserii, New Zealand. 

L, gibba. New Caledonia. 

L, gibba crispa. 

L, Zamicrfolia, 

LOMATIA. 

These are very distinct and handsome, 
slow-growing, hard wooded evergreen green- 
house shrubs. Their foliage is beautifully 
subdivided like that of some Ferns, and it 
endures in a healthy condition on the 
plants much longer than that of most 
things. 

They are propagated from shoot cuttings 
which are somewhat difficult to strike ; the 
cuttings may be put in at the latter part of 
summer when the wood is nearly in a 
mature state, and stood in a cool green- 
house, covered with a propagating glass, 
and kept moist through the winter until 
they are callused over. Put them in heat 
where they will root, and then move singly 
into small pots in turfy peat, broken fine, 
with some sand added, keep them in an 
intermediate heat until they have got well 
established, after which a greenhouse tem- 
perature will suffice. When a little growth 
has been made pinch out the points of the 
ahoots ; this must be attend^ to once or 
twice each season for two or three years, 
or they will get thin of branches, which 



will ultimatelv cause them to become 
naked at the bottom. Each spring they 
should have pots a size or two larger, but 
they must not be over-potted, as they are 
slow growers, and will keep on improving 
for many years. Should the plants ever 
set bare at the bottom they ought to be 
headed down in spring ju-st before they 
begin to grow, the effect of which treat- 
ment will be to make them more dense 
and bushy, and in every way more hand- 
some than when younger. 

L, elegantiuima, Tlus it a slender- 
growing species, with the divisions of the 
leaves finely cut, giving it a very distinct 
appearance. 

Jj. nlaifolia. A handsome kind, with 
dark-green, deeply-cut leaves ; it forms a 
dense bush, and is remarkably elegant 

Both are from New South Wales. 

Insects. — The texture of the leaves is 
such that few insects molest them except 
scAle, which, if present, must be removed 
by sponging. 

LOPHOSPERMUM. 

Climbers suitable for growing on the 
roof or pillars of a greenhouse. The 
flowers are produced freely, and have a 
pretty effect 

They are easily raised from seeds or 
cuttings of the shoots, which strike readily 
in spring in sand, kept moist, close, ana 
shad!ed in a temperature of 66' or 70' ; 
when rooted move singly into 3-inch 
pots — soil composed of peat and a little 
sand suits them best ; grow on with a little 
shade when the weather is such as to re- 
quire it, with air and a free use of the 
svringe daily. About midsummer move 
the plants into 6 or 7 inch pots, and grow 
on as before. Winter in a temperature of 
45°, and in spring give more root-room, 
training the snoots to the place they are 
to occupy. All that is needful afterwards 
is to see that the shoots do not get en- 
tangled, and to give additional room as 
reouired. 

The following are the kinds most worthy 
of being grown : — 

L. erubescens. Has rose-coloured flowersi 
produced in summer. From Talapa. 

L. erubescens maculatum. Flowers purple 
and white. A hybrid that blooms in 
summer. 

L. Hendersonii, A pretty variety with 
rose-coloured flowers produced in summer. 

L. scandena. Flowers purple and violet, 
a summer bloomer. From Mexico. 

Insects.— Syringe freely through the 
growinj^ season to Keep down red spider ; 
for aphides fumigate. 
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LUOXTLIA GBATISSIMA. 

In this fine evergreen shrub we have 
vigorous growth, a remarkably free habit 
of flowering, delicious fragrance, and a dis- 
position to bloom throu^ the autumn — 
a combination of good properties surnaased 
by few plants in cultivation. Consiaering 
the length of the time during which it has 
been known in this country — over half a 
century — it seems strange that it is not 
more generally met with than it is, and 
this can only be accounted for by the fact 
that it does better with a little more warmth 
than that of a greenhouse, and yet cannot 
bear so high a range of temperature as 
most of the occupants of the stove, where, 
if kept> growth is so much over-excited, 
that it appears never to have time to 
flower, or if it does the bloom is of a 
meagre description. With sufficient room 
this plant attains a considerable size, reach- 
ing where desired a height of 14 or 16 feet 
when trained so as to occupy the end or 
back wall of the house in which it is 
located. For this purpose few plants are 
more suitable, and in such positions its 
clusters of pinkish-white flowers are most 
effective. It is equally suitable for train- 
ing round a pillar, or it can be grown in a 
pot or tub, trained bush fashion, for which 
its natural habit adapts it. But although, 
from its free disposition to flower, it will 
bloom in a small state, to have it in a con- 
dition such as to exhibit its full beauty 
when grown as a bush, it should not be 
^tinted for root-room, nor should the head 
be too much cut in. 

It is propagated by cuttings of the young 
shoots, which should be put in early in 
spring — say in the beginning of March, 
for with this, as witn most things of 
like character, it is of importance to start 
sufllciently early to admit of the plants 
attaining size and strength before autumn. 
There is one thing connected with this 
Laculia that it is necessary to impress on 
the cultivator — that is, the cuttings must 
never be allowed to flag, for if tney do 
they rarely afterwards succeed. Insert 
them singly in small pots, drained and 
half filled with a mixture of sandy loam 
and peat, the upper portion sand. Keep 
them moist^ cover with a bell-glass, and 
let them have a night temperature of 
from 60'' to 65*'. They take longer to 
strike than many plants. When rooted, 
gradnally admit air until the propagating 
glass can be dispensed with altogether, 
when the young plants should be placed 
where they will receive plenty of light. 
As soon Q» growth commences pinch out 
the points so as to induce the formation of 



several shoots near the base. When the 
pots are fairly filled with roots shift at 
once into others 4 inches larger, using a 
mixture of two-thirds loam to one-third 
peat A liberal sprinkling of sand is in- 
dispensable, as, being of fairlv free growth, 
the plant req^uires a plentiful application 
of water during the growing season. A 
night temperature of 60" through the 
summer will be sufficient, with a rise in 
the day proportionate to the state of the 
weather, tor, beinc a native of the high, 
comparatively cool, yet humid, country of 
Nepaul, it will do better in such a tem- 
perature than if warmer. A little shade 
m the middle of the day during very bright 
weather will be an advantage. Syringe 
freely in the afternoons. So managed 
the young plants will make satisfactory 
pr^ess. 

Treat as already advised until the middle 
of September; then dispense with the 
shading, and give more air, but keep on 
syringing for another month, after wnich 
it may be discontinued. A night tem- 
perature through the winter of from 46* 
to 50" will suit the plants, which should 
be kept drier at the roots, but on no 
account should moisture be withheld even 
at this season to the extent that some 
things would bear, for it must always be 
borne in mind that the moisture-loving 
nature of these hill-region plants does not 
in any way change under cultivation, and 
if ever kept too dry they get into a languid 
state, and are made susceptible to the 
attacks of red spider and other insect pests, 
which appear to prefer preying upon plant 
life when under conditions that retluce its 
vital force. By the middle of March they 
may have a 3 or 4 inch shift, now using 
the soil in a more lumpy state, if possible 
containing more fibrous matter. Pot 
firmly by ramming the new material well 
in, which, with most plants, has the effect 
of inducing a more bushy habit of growth, 
with shorter-jointed wood, more disposed 
for an even production of flowers than the 
few gross, over-luxuriant shoots generally 
resulting from light potting. Pinch out 
the points of any shoots that are taking an 
undue lead, train the strongest growths out 
to sticks inserted just within the rims of 
the pots, and leave the weaker ones in a 
more erect position, by which means they 
will acquire strength to an extent that will 
more evenly balance the plants. All now 
required through the summer is to treat 
as recommended the previous season, 
giving them liberal applications of water 
at the roots and syrincing freely. By the 
beginning of September the plants will 
push up strongly, and when in oloom they 
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can be removed to a conservatory kept at 
a temperature in accordance with their re- 
quirements. When the flowering is over 
tney may be moderately shortened back 
and kept on through the winter as before, 
giving them a liberal shift in the spring, 
and, to still further promote growth, 
supply them with manure-water during 
the summer. They will this season make 
fine decorative objects when in bloom, 
after which treat as previously, giving 
more root-room as required. Where in- 
tended for planting out, a moderate extent 
of border must be prepared, sufficiently 
drained by means of a layer of 2 or 3 inches 
of broken bricks, pebbles, or anything of 
a similar character. The plants should be 
turned out in the spring just before growth 
commences ; if delayed until later on, some 
check to the young shoots will follow the 
necessarv disturbance of the roots, which, 
if coiled to any extent round the balL 
should be loosened so as to be directed 
into the new soil ; make this moderatelv 
firm, otherwise the water will pass througn 
and leave the ball dry, a condition essenti- 
ally opposed to free growth. When pre- 
paring the soil, if, in addition to sand, a 
sprinkling of broken sandstone or pot- 
snerds is added to it, it will benefit the 
plants, as we have always noticed that the 
material in inside borders is more disposed 
to ^et into a sour, unhealthy state than when 
it IS fully exposed to the open air. The 
plants shoula be spread out to cover the 
wall or end of the nouse, as the case may 
be, so as to furnish the whole properly 
from the first, as where attention is not 
paid to this matter the growth is naturally 
directed upwards, leaving the lower space 
deficient, a condition which it is after- 
wards difficult to remedy. Where a pillar 
has to be clothed it will be well, instead 
of stopping the plants, so as to induce their 
brancning out more than requisite, to allow 
one or two of the strongest shoots to take 
the lead so as to attain the re<]^uired height, 
merely pinching the points at intervals tnat 
will cause them to sufficiently famiBh the 
space as they progress. 

L. Pvnceana. A native of Nepaol, has 
white flowers, sometimes slightly tinged 
with pink. It Te<]^aires treatment such as 
advis^ for L^gratissima. 

Insects. — The less injurious kinds of 
insects will in a great measure be kept 
down by the syringing advised. If affected 
with scale or bugs, syringe and sponge 
with insecticide. 

LYOODIUM. 

A genus of climbing or twining Ferns, 



comprising stove and greenhouse species ; 
among them are some alike remarkable for 
their elegant and distinct habit Yarying 
as they do so much from other Ferns they 
are worthy of being much more grown 
than they are at present The slender 
thread-like shoots of L. scandens are very 
effective when used in aiTangements of cut 
flowers. 

For propagation and cultivation, see 
Ferns, gener^ details of culture. 

STOVE SPECIES. 

L, lanceolatum, 

L, polystachyum. Malay Archipelago. 

QREENHOUSE SPECIES. 

L, artiaUatum. New Zealand. 
L. japonicum, Japan. 
L, scandens. East Indies. 

MAOKAYA BELLA. 

There are few plants which have been 
introduced to this country in recent years 
that produce such lovely flowers as this 
Acanthad. It is a native of South AMca, 
and has so far been found a somewhat shy 
bloomer, but tins most likely is owing to 
its requirements as to temperature not beinjg 
sufficiently understood, as it evidently is 
one of a number of beautiful flowering 
species we possess that wlQ onl^ bloom 
meagrely or not at all if grown in a hot 
stove temperature, and yet do not suc- 
ceed well with, the warmth of a green- 
house. It IB propaeated by cuttings of the 
young shoots produced after flowering. 
These can be obtained about midsnmmer. 
They should be put singly in small pots 
in sand under a bell-glass in a temperature 
of 70% kept moist, close, and shadea. They 
will soon root, and then should be gradu- 
ally allowed more air; keep them dose 
to the light, and directly tney are well 
furnished with roots, move them into 
6-inch pots in turfy loam, with some 
sand ; pinch the points out to indooe 
bushy growth. The heat of a cool stove 
or intermediate house is what is requirod, 
with more air than stove plants ^[enerally 
like, and no more shade than is fotma 
needful to keep the leaves from scorching ; 
syringe daily until autumn ; then keep we 
atmosphere drier and allow the soil to get 
a little drier also. A night temperatoie 
of 45* to 50* will suit the plants througlh 
the winter, with a rise in the daytime, 
more or less, as the weather varies ; from 
66' to 68' will be right 

In March increase the warmth 5* in the 
night, and to 60* or 66' by day, moving 
them into 10-inch pots; raise the tempera- 
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ture as the weather gets warmer, giving 
air and syringing as in the preceding 
Slimmer ; again pinch the points of any 
ahoots that are out-growing the others. 
By July the pots should be so far filled 
with roots as to necessitate another shift, 
that is if pot culture is to be the course 
followed ; if not, they should be planted 
out in a prepared border of limited extent, 
so as not to give the roots too much room 
to run, well drained, and filled with good 
free loam ; in either case encourage all the 
growth possible until the end of September, 
after which time give no more water than 
is requisite to keep the leaves fix)m flagging, 
^md winter as before. Early in March in- 
crease the temperature to 50° or 55**, and 
give a good watering ; this will have the 
effect of indacinc the flowers to push. As 
the bloom-buds bc^gin to swell increase the 
heat a few degrees more, which maintain 
until the blooming is over ; then shorten 
the shoots in moderately, and if the plants 
have been in pots they will require a 6 or 
"6 inch shift; treat in every way as ad- 
vised for the preceding summer, and again 
similarly in winter. 

The spring following the plants should 
make a fine display. They will last for 
years provided the soil, if they are in pots, 
18 paitially renewed, and growth is still 
faither assisted by manure-water ; if 
planted out, give soil to the surface of 
the bed when required, with a good soak- 
ing of manure-water when the summer 
^owth is making progress. 

Insects. — If i^ spider or aphides make 
their appearance fumigate with tobacco or 
syringe with insecticide. Should mealy 
bug or scale attack the plants they must 
be removed by syringing with inaecti- 
•cide. 

MAOLEANIA. 

A small genus of plants possessing con- 
siderable beauty in their flowers, but little 
.grown. 

They are increased by shoot cuttings, 
which strike best if put in during spring, 
•and treated in the ordinary way in a warm 
dose atmosphere ; pot them when rooted, 
•and grow on in peaty soil in an inter- 
mediate temperature. 

M. longiflora. An evergreen shrub, 
bearing i^ed, tube-shaped flowers, which 
open late on in spring. From Peru. 

Jf . pulehra. A shrubby evergreen species 
with vivid red flowers, yellow at tiie ex- 
tremities ; a summer bloomer. From New 
Grenada. 

M. mecioiMfma, A very interesting 
ihrab, oiffering much in appearance from 



the above-named kinds, inasmuch as it is 
of drooping habit The flowers are scarlet 
and yellow. It comes from Columbia. 

Insects. — ^Aphides and red spider will 
both live and thrive apace on these plants; 
to keep free from the latter syringe regu- 
larly through the growing season. For 
aphides, dip in tobacco- water or fumigate. 

MAOBOZAMIA. 

These belong to the Cycad family, and 
are a very distinct and handsome section 
of the genus. They are nearly related to 
the Zcmiias. Their cultivation is similar 
to the cooler Cycas, which see. 

The following is a selection of desirable 
kinds : — 

M, cylindrica. A handsome sort, with 
long, dark green, pinnatifid leaves, with 
ivory markings at the base. From Queens- 
land. 

M, MacKenzii, A distinct-looking kind 
that attains a moderate size. Queens- 
land. 

M, plumosa, A plant of moderate growth ; 
the leaves being twisted in a spiral fashion 
give it a singular appearance. Queejisland. 

MAaNOUA FUSOATA. 

This plant comes from China, and 
belongs to a genus almost all of which 
assume the proportions of moderate-sized 
trees, and are too large for cultivation 
imder glass. It may be increased by 
cuttings made of the points of the shoots 
late in summer when the wood is nearly 
ripe, put singly in small pots in sand, 
covert with a bell-glass, and stood in a 
cool greenhouse or pit and kept cool until 
they are callused over at the bottom, when 
they should be put in a temperature of 
about 60°, where they will root before 
spring. Then move them into 6-inch pots 
and keep them in a temperature like that in 
which they have made roots, until further 
on in the season. When some pro^pess 
has been made in top growth, pmch 
out the points of the dioots and give air 
daily, with a littleshade in very hot weather. 
Ordinary greenhouse treatment will be all 
that is now needed, syringing regularly 
overhead. By the end of «iime the plants 
will bear putting into 10-inch pots — good 
turfy loam with a little sand is the material 
required. Again pinch out the points of 
the shoots, ^d continue to treat as before 
imtil autumn. Winter in a temperature 
of 40''. in spring give larger pots, and 
treat through the growing season as in the 
summer previous. The plants will crow 
fast now, and will be large enough to 
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bloom nicely the following year. The 
flowers are of a brown colour. This 
Ma^olia forms a lar^ bush, and 13 best 
suited to a large cool nouse, where it will 
go on for years if given enough root-room, 
with the assistance of manure- water. 

Insects. — Syringe freely to keep down 
red spider. Should aphides become trouble- 
some fumigate with tobacco. 

MANDEVILLA SUAVEOLENa 

In this we have one of the most desirable 
plants for decorating the roof of a cool 
conservatory or greenhouse. It is a climber 
of moderate growth, bearing pure white 
trumpet-shaped flowers, very handsome, 
and nighly fracrant. Its flowers are pro- 
duced freel^r mrough the summer and 
autumn ; it is very distinct in appearance, 
and is in every way a much more suitable 
plant for a roof-climber than numbers 
that are more ^nerally grown. In addition 
to the properties already mentioned it has 
the impoiiant advantage over many con- 
servatory climbers of not beinc over- 
rampant in habit The deciduous habit of 
the Mande villa nre vents any injury being 
done by shading tnrough the winter months 
to plaiits grown under it, when all the 
light that can be obtained is required. In 
no way is the plant seen better than when 
planted in the centre of one end of a span- 
roofed house, and trained up along under 
the ridge, from which its blooming shoots 
will hang in festoons ; a very few flowers 
will scent a large house. It is not an over 
strong rooted subject, and will grow more 
freely if planted in peat than loam, although 
it will do in the latter. It is not suitable 
for growing as a pot specimen, consequently 
it is better to treat only upon its culture 
as a climber. It comes from Buenos 
Ayres. Like other subjects of not over- 
strong habit, if turned out when small into 
a considerable body of soil in an open 
border, the chances are against its doing 
well. It can be raised from seeds or from 
cuttings, the last-named method will be 
more within the reach of most cultivators. 
Cuttings such as required will be found in 
the right condition about May, in the 
shape of young shoots that have been made 
by estabushed plants that have been cut in 
and have broken fresh growth ; when these 
are 4 or 5 inches long take them off with a 
heel and put singly in small pots half 
filled with sand and peat the top all sand. 
Kept moist, shaded, and covered with a 
propagating glass, in an intermediate tem- 

Serature they will soon root, after which 
ispense with the glass, and encourage 
growth by continuing a growing tempera- 



ture and syringing daily overhead. By 
the middle of July the young plants should 
be ready for moving into 3 or 4 inch pots^ 
using soil made moderately fine, with 
some sand in it ; keep close until the roots 
begin to move freely, after which admit 
more air. A stick should be placed to 
each plant, to which tl^e shoots should be 
trained ; give a little shade all through the 
summer wnen the sun is powerful, towards 
autumn admit more air, keep the atmo- 
sphere drier, and leave off syringing. 
Keep at a greenhouse temperature through 
the winter, and about the beginning of 
April move into 6-inch pots, treating 
subseq[uently during the summer as in the 
last, giving to each plant a tall stick, to 
which train the shoots. Winter as before, 
and about the beginning of April if weU- 
rooted give a 3-inch shift, use good fibrous 
peat, to which add one-sixth of sand, drain 
the pots well and pot firm, inserting just 
inside the rim three or four 4-feet sticks^ 
round which through the season keep the 
shoots regidarly trained. While young 
they are tender, and if allowed to get 
entwined in each other they will be difficult 
to separate, and are almost certain to 
receive injury in the operation. When 
potted, place them in a house or pit where 
they can be kept moderately close for a 
short time ; a temperature of 50® in the 
night, with a rise in the day according to 
the state of the weather, wiU answer for 
them. Do not give much air for a few 
weeks until the roots have begun to enter 
the new soil, only so far as requisite to 
keep the temperature from rising too high. 
When they show signs of growing freely, 
give plenty of air in good time in the 
mommg and during the day, closing 
sufficiently soon to raise the temperature 
considerably by sun-heat The plants vhU. 
now need more water at the roots, and as 
the season advances it will be necessaiy to 
use the syringe more freely than requisite 
with niany things, as it is subject to red 
spider. To keep this pest in check the 
whole of the leaves, on both the upper and 
under surface, should be reached by the 
water. Continue this treatment through 
the summer, shading a litde when the sun 
is very bright, and moistening the atmo- 
sphere by sprinkling the paths and under 
tne stages. Keep on treating in this way 
until the beginning of September, when 
they should be no longer syringed or 
shaded ; give abundance of air so as to 
discourage further growth and to ripen up 
the wooo. 

Keep them through the winter at an 
ordinary greenhouse temperature of 35** or 
40'' in the night imtil tne end of March» 
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when they shoold be planted out where 
they are to remain. The border ought to 
be sufficiently drained, and the drainage 
secured from becoming clogged up with 
the soil ; this will occur through the action 
of worms, which will assuredly get into it 
unless the crocks are well covered with 
enough fibrous material that will not soon 
decompose. To the want of sufficient 

Srovision of this kind may be attributed 
le frequent non-success with climbers that 
are not of an over-vigorous habit The 
soil in conservatorv borders is, owing to 
the position in which it is placed, in a 
great measure out of the reach of sun and 
air, and generally has numbers of plants 
in pots standing upon it, with the water 
from them contmuallv descending into it. 
The necessity will therefore at once be 
appajrent of taking all possible care in 
making these borders, to use such materials, 
and so put them together, as to secure their 
keeping in an open porous condition. For 
this and similar growing plants one-sixth 
of charcoal, broken about the size of Horse 
Chestnuts will much increase the porosity 
of the soil ; let the peat be of the best 
fibrous description, use it in a lumpy 
state, and in addition to the charcoal add 
one-sixth of coarse sand ; the border, in- 
dependent of the drainage, should be 9 or 
10 inches deep. In plcmting, spread the 
roots well out, and do not cover them too 
deep — ^about 4 inches will be enough ; give 
as much water as will keep the soil in a 
healthy condition, but not more. The 
shoots should at once be trained to the 
wires, and run up to the roof without any 
attempt to induce them to break out, as it 
is from the roof that the fiowers, to be 
effective, should be produced. Nothing 
more will be required than attention to 
training, giving water to the roots, and 
constant daily use of the syringe during 
the growing season. When the plants 
have filled their allotted space whatever 
cutting-in is found requisite should be 
done each winter, but do not to this 
Mandevilla use the knife any more than is 
necessarv. In the course of two or three 
years, if the soil shows signs of getting 
exhausted, remove 2 or 3 inches m the 

r' ig, replace it with new, and assist the 
to through the growing season with 
manure- water. 

Insects. — This plant is liable to red 
spider, but if the precaution already advised, 
of constant use of the syringe during the 
spring and summer is attended to, they 
will never gain a footing. Aphides will 
sometimes make their appearance on the 
young shoots and are best destroyed by 
fumigation. 



MANETTIA. 

These form a small genus of evergreen 
twining plants suitable for growing on the 
roof of a cool stove or intermediate house. 
They are of a comparatively thin habit of 
OTowth, which well adapts them for draping 
we roof of a house where other thmgs 
growing underneath do not want much 
Shade. For this purpose Manettias might 
with advantage be much more grown than 
they are ; their small, tube-shaped, bright 
coloured flowers are produced in such 
profusion as to make them very attractive. 
Thejr strike fredy in the spring from 
cuttmes made of the young shoots in a 
somevmat immature state. These m^ be 
put in an inch apart round the side oi a 5 
or 6 inch pot in sand ; if kept close and 
moist, they will soon form roots ; after 
being fairly established, move singly into 
3-incn pots in sandy peat When the 
young plants have got into active growth 
pinch out their points, and place a few 
thin sticks for each to twine round. A 
moderate stove temperature suits them 
best^ with a little shade when it is very 
hot ; stand them in a light place, and 
syringe overhead daily. Towanis the end 
of Jime give them 7 or 8 inch pots, keeping 
the shoots from getting entajiglecL It is 
particularly necessary to attend to this 
until placed where they are to remain. 
Treat during the autunm so as to mature 
the growth rather than to encourage 
extension. A temperature of 65** will 
answer through the winter. In the spring 
the plants will require 10 or 12 inch pots ; 
make the soil moderately firm in potting. 
Those that are to be grown as trained 
specimens will need either wire trellises or 
several sticks inserted just inside the pots ; 
round them the shoots must be regularly 
trained until they have covered the whole, 
after which theymay be allowed to ramble 
more freely. Where to be trained to a 
rafter the growths must at first be kept to 
the wires intended to support them till 
these are furnished, and they may be 
allowed more freedom afterwards. So far 
as water, heat, air, and shade are concerned, 
treat them as in the first summer. The 
plants bloom profusely, generally remain- 
ing in flower all through the latter part of 
summer and autumn, after which they 
may be partially cut in, kept cooler and 
drier as before during the winter. Give 
more pot-room in spring, according to the 
extent of space the plants are intended to 
occupy. 

The following two species are deserving 
of cidtivation : — 

M. hieolor. Flowers scarlet and yellow. 



Digitized by 



Google 



246 



Cfreenhovse and Stove Plants, 



MARANTA. 



a most profuse bloomer ; comes from Rio 
de Janeiro. 

M. micans. Red and orange coloured 
flowers, very pretty, and, like M. bicolor, 
very easily grown ; it comes from Peru. 

Insects. — Manettias are subject to red 
spider and aphides ; the former are easily 
kept under by syringing daily during the 
growing season. Dip in tobacco-water or 
lumigate to kill aphides. If attacked 
with mealy bug, syringe with insecticide. 

MARANTA. 

Marantas, which are very handsome 
stove fine-leaved plants, differ considerably 
as regards the size to which they grow. 
Among the numbers that have been in- 
troduced of late years, there is to be foimd 
great variety with respect to the marking 
of the leaves, some naving the surface 
beautifully variegated with broad well- 
defined blotches, others with delicate hues 
of distinct colour running through a con- 
siderable part of their leaf-blades. They 
mostly belong to hot regions, and, therefore, 
require a §ood deal of warmth. They are 
not so quickly propagated as plants that 
can be struck from cuttings ; they are 
increased by division of the crowns early 
in spring just before growth commences ; 
the most suitable plants for the purpose are 
such as have grown to a consideraole size 
and consist of numerous crowns. About 
the beginning of March turn them out of 
their pots, shake most of the soil away 
from tne roots, and disentangle them as far 
as can be done ; after that, with the help 
of a knife, the whole may be reduced to 
single crowns if desired, or they can be 
simply divided into two or more pieces as 
occasion may require ; in the latter case 
each portion should be placed in a pot 
that will allow space enough for the roots 
and a fair quantity of new soil. If a tgtal 
separation of the crowns has been effected, 
each piece should be put in a 6 or 6 inch 
pot, or whatever size is found sufficient to 
nold them, with as much soil as seems 
requisite for the roots to ramble in. 
Marantas like a moderately moist atmo- 
sphere with shade when the sun gets power- 
ful, otherwise their rich glossy appearance 
will be lost. Sufficient water should be 
given to slightly moisten the new soil, and 
where they have been much divided they 
should have a confined atmosphere, such as 
that afforded by a propagating frame until 
they root, and the young bucb, which will 
break from the crowns of the old growth, 
begin to move ; after that inure them to 
the full air of the house. 
After division in this way they should 



be kept in a temperature of 60* or 66" at 
night, with a rise by day proportionate to 
the state of the weather. As the summer 
advances they will bear more warmth, but 
it is not well to keep them too hot, and 
although, as already stated, they will not 
do wim exposure to full sunsnine, they 
must not be over-much darkened and kept 
too fiw from the glass, or the growth made 
will be so soft and tender as not to stand 
even for a short time later on in the 
summer removal to a cooler atmosphere,, 
which such plants are often required to 
bear. To still further induce a robust 
condition they should have a moderate 
quantity of air admitted for a time each 
day during the growing season, with the 
atmosphere fairly moist ; they should also 
at that period be syringed daily. By the 
beginning of July those that seem to 
require more room ought to have pots a 
little larger. They will succeed in either 
peat or loam ; in the latter their leaves are 
often higher coloured than in peat, in 
which they grow fastest. In autumn dis- 
continue snaking and the use of the syringe^ 
and give a little more air. A temperature 
of 60** in the night during winter will 
suffice. All afterwards required is pot- 
room proportionate to the size to which the 
plants are wanted to otow. 

The following are distinct and beautiful 
kinds : — 

M. cdho-lineata. A fine kind from 
Colombia of stout habit; ground colour 
pale green, with narrow, distinct white linea 
running partly through the outer portion 
of the leaf-blade. 

M. hella. Handsomely variegated with 
pale greyish green and dark green in the 
way of M. Makoyana ; Brazil. 

M. concinna. Leaves light green^ 
blotched with blackish green ; South 
America. 

M, inscTVffta. A medium-growing species. 
The undersides of the leaves are red : upper 
surface clouded ^reen, distinctly barred 
with white ; Brazil 

M. leopardina. An erect-habited kind 
that has medium-sized leaves, pale green^ 
regularly barred with dark green ; Brazil. 
M, leuconeura Massangeana. A small- 
growing kind of distinct appearance ; 
midrib banded on each side with grey* 
lined and blotched with greyish white and 
reddish brown ; Brazil. 

M. Makoyana, A dwarf-growing species^ 
the leaves of which are of a greyish whit^ 
ground colour, and furnished with broad 
oblong blotches of bottle-green with paler 
lines running through them. 

M, nitens, A handsome small-growing 
species, with bright green leaves, regularly 
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vari^ted with conspicuous dark-coloured 
markings ; from Brazil. 

M, orbifolia. This comes from Brazil, 
and has very broad short leaves of a 
green colour, with greyish oblique streaks. 

M, omaicL A Bomean species with 
small roundish leaves, distinctly and hand- 
somely variegated. 

M. pruinata. An el^ant kind from 
Nicaragua, with narrow leaves of a deep 
green shade, obliquely ribbed. 

M. ptUchella. A small-growing species. 
The leaves are short, of a bright green 
colour, blotched with darker green; 
BraziL 

M, regcUis. A species that attains a 
moderate size ; ground colour dark green 
with handsome red lines. 

M. roseo-Uneata. A neat-habited kind 
with glossy green leaves, distinctly marked 
with red ; Colombia. 

M. Seemannii. A beautiful, bright ^een, 
velvetjr-leaved kind, with whitish midrib. 
Introduced from Nicaragua. 

M. VeUchii. A handsome species from 
Peru, with large finely-marked leaves. 

M, vittcUa. A strong-growing species 
with large, stout, glossy, pale green leaves, 
handsomely variegated with distinct white 
lines. 

M, Wancewiczii. Another strong-grow- 
ing sort very distinctly variegatSi. A 
native of Central America. 

Insects. — Marantas are liable to the 
attacks of most insects that affect stove 
plants, but, from the formation of their 
leaves, they can be easily cleaned by 
syringing and sponging. 

MABATTIA. 

A small genus of Ferns, comprising stove 
and greenhouse species. By those who aim 
at ^wing large collections of Ferns, where 
it IS desirable to brin^ together as many 
distinct forms as possible, a few of them 
may be introduced ; but, taken collectively, 
they are coarse-growing kinds, devoid of 
the graceful elegance common to so many 
of the order. 

For propagation and cultivation, see 
Ferns, general details of culture. 

STOVE SPECIES. 

M, alata. West Indies. 

M, Cooperii, New Caledonia. 

GREENHOUSE SPECIES. 

M. elegans. New Zealand. 

MABOGBAVIA. 

These are clinging stove plants suitable 



for covering bare walls where many things 
would not succeed, in the way Ficus repens 
is often used. M. paradoxa is a most 
singular species in its habit ; the leaves 
are borne on the stem alternately, like 
those of some Ivies, with an exact regu- 
larity such as is found in few, if any other 
plants. 

Their propagation and after treatment is 
very simple ; cuttings strike freely man- 
aged in the usual way, and as soon as 
established should be placed against the 
wall, rafter, or pillar which they are 
intended to cover, and to which the stems 
as they advance will adhere. They require 
the ordinary conditions of shade and mois- 
ture, with a moderate amount of air and 
a warm stove temperature summer and 
winter. The flowers are inconspicuous. 

M, paradoxa. Comes from Nicaragua. 

M. picta is a native of Guiana. 

Insects. — These plants are not much 
troubled with insects ; scale sometimes 
establishes itself on the leaves, for which 
sponge with clean water. 

MABTINEZIA. 

A small genus of pretty stove Palms, 
distinct in appearance. 

Propagation and cultivation given undei- 
Palms, general details of culture. 

M. granatensis, A dwarf species, with 
well-marked habit of growtL From 
Colombia. 

M, Lindenii. A comparatively new 
species, with stout pinnate leaves. South 
America. 

MAURANDYA. 

Evergreen greenhouse twining plants of 
neat habit that produce pretty flowers 
freely over a len^h of time. They are 
suitable for training round a pillar, or in 
other positions of like description, where 
larger-growing plants would be unsuitable. 

They can 1^ raised from seeds, or cut- 
tings struck and grown on in the way ad- 
vised for Lophospermums, which see. 

The following are the kinds in cultiva- 
tion : — 

M, antirrhiniflora, A purple-flowered 

Secies that blooms in summer. From 
exico. 

M, Bardayana, Has blue and white 
flowers, produced in summer. From 
Mexico. 

M, semperjlorens. Flowers purple ; a 
summer bloomer. From Mexico. 

Insects. — Red spider is very trouble- 
some on these plants, if not kept continu- 
ally 63rringed through the growing season ; 
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aphides will also live on them, for which 
fumigate. 

MEDINILLA. 

MedinillaB rank amon^ the finest of 
evergreen stove shrubs, alike handsome in 
foliage and flowers. The latter are ar- 
ranged in ^racefully-droopinff panicles, 
unlike anything else to which Uiey can be 
compared, and the plants themselves are 
among the freest of free growers. They 
may be cultivated with success even by 
those who have not had much experience 
in plant growing ; still, although deserving 
of general cultivation where sufficient room 
exists in which to grow them, they are 
hardly suitable for small houses, for, 
though their natuitd free disposition to 
flower is such that they will bloom in a 
small state, the grand appearance possessed 
by a fully-developed specimen cannot be 
realised in the snape of a small plant 
Being indigenous to hot countries, it is 
useless attempting the cultivation of Medi- 
nillas where a sufficiently high tempera- 
ture cannot be maintained. To have full 
1'ustice done to them, they require a good 
ight house, where the growth, as it is 
formed, is of such a character as to promote 
the natural free development of flowers ; 
for although they need a process of ripening 
the wood by means of dry treatment in 
autumn, this will not bring out the full 
disposition to flower to the extent that 
results from the growth being made under 
the gradual solidifying process effected in a 
house under a maximum amount of light. 
Another great advantage arisinc from their 
being cultivated under the conditions here 
recommended is that the wood produced is 
short jointed and the foliage comparatively 
small, a state that admits of the plants 
when in flower being much more profusely 
clothed with bloom than they otherwise 
would be. 

Cuttings taken off in April, or as soon as 
young growth is produced and half ripened, 
strike readily inserted singly in 3-inch or 
4-inch pots half filled with finely-sifted 
sandy soil, the upper portion all sand ; 
they must be kept moist and covered, but 
not too closely, with a bell-glass. Cuttings 
thus put in in a night temperature of 70% 
and proportionately higher in the daytime, 
will root in three weeks or a month ; then 
gradually tilt the glasses and ultimately 
dispense with them altogether, inuring the 
plants by degrees to the ordinary atmo- 
spheie of the house. By the time they 
have made one pair of young leaves they 
will require more root-room, and should 
have their points pinched out to cause 



them to break. Medinillas are free-rootui^ 
subjects, and will bear moving into potB 4 
inches or 6 inches larger than thoee they 
are in at this shift They will succeed in 
either peat or loam, but we prefer the 
latter, though in it the foliage will not 
possess quite so much of the generally 
prized dtu'k green tint that it wiU acquire 
in peat This is, however, counterbalanced 
by the habit being made more sturdy and 
close. Through the summer they will bear 
as high a temperature as most stove plants 
receive-— say 70* at night, and from 80* to 
90* by day during sunny weather ; syiinge 
them freely at the time of closing the house 
in the afternoon, and give plenty of water 
at the roots. In veiy bright weather tJbey 
will require a thin shade for a few hours 
during the middle of the day, but on no 
account should they be subjected to the 
darkening process which stove plants, 
collectively, nave often to withstand. An 
impression sometimes prevails that it is 
necessary to keep out a portion of the light ; 
whereas all that is wanted is simply to 
break the sim's raya Medinillas snould, 
therefore, always be placed at that end of 
the stove wherein are located such plants 
as require the least shading. The natural 
habit of Medinillas is such as to need but 
little support ; a stick to the centre shoot 
and one to each of the side branches will 
be sufficient The shoots will very likely 
again require stopping at the end of July 
or beginning of August It is necessary to 
attend to tois in the first stages of the 
plant's existence, so as to secure a sufficient 
number of shoots near the base. By the 
end of August shading shoidd be dispensed 
with altogether. In the following month 
give more air and cease syringing overhead, 
which will gradually induce a state of rest 
A night temperature of 60" through the 
winter will answer with a little more 
warmth during the day, and just sufficient 
water at the root to keep the soil from 
getting too dry. By the end of February 
the temperature should be raised 5*" at 
night and 8* or 10" by day, with sun-heat 
Commence syringing again as soon as the 
plants exhibit signs of growth, when they 
may be potted ; a 6-inch or 8-inch shift 
will not be too much if they are plentifully 
supplied with roots, and this time the loam 
may be used in a more lumpy state than 
hitnerto. Put plenty of crocks in the 
bottom of the pots and secure them well 
from soil getting amongst them, as these 
plants, with their large amount of leaf- 
surface, require a copious supply of water 
during the growing season. Owing to the 
natural disposition which the branches 
have to ramify, there unll be no farther 
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necessity for stopping, except in the case of 
any shoots that are taking the lead too 
much. Baise the temperature as solar 
heat increases, and keep the plants up near 
the glass, and in syringing see that the 
water regularly readies the whole of both 
the upper and under sur&ce of the leaves. 
Shade as before during the brightest por- 
tion of the day, and give the necessary 
support by sticks and ties to the branches, 
without which sometimes the weight of 
water in syiinging will cause them to split 
off. Treat as in the preceding summer, 
^iispensing with shade and syringing, as 
the sun's power begins to wane, and give 
less air. 

Winter as before, giving no more water 
at the root than is requisite to keep the 
leaves plump. This dry condition of the 
soil is necessary to the free production of 
flowers, but it must not be carried so iar 
as to cause the leaves to flag, or they will 
fall off prematurely. A^^in raise the 
temperature in spring, when the first 
•efforts will be directed to the formation of 
flowers, which will make their appearance 
at the points of the branches. Whilst 
these are in course of development too 
much atmospheric moisture should be 
•avoided, and it is not advisable to springe 
them overhead, as any excess in this way 
frequently leads to the blooms falling off 
before they expand. The flowers wiU last 
for two or three weeks, during which time 
they have a grand appearance. After 
blooming any strong growths may be cut 
back, and as soon as shoot growth com- 
mences another shift of 2 inches or 3 inches 
should be given, getting away some of the 
old soil from the upper portion of the ball 
as far as it can be dx)ne without disturbance 
of the roots. Treat them generally as re- 
commended during the preceding summer, 
giving manure-water once a week ; their 
winter management should also be the 
flame as before. It frequently happens 
that plants in the second and subsequent 
years of flowering bloom more profusely 
than during the first, as, in addition to the 
bunches at the points of the shoots, quanti- 
ties of flowers are often emitted from the 
hard wood of the branches or main stem, 
in which state they have a most singular, 
vet beautiful appearance. Medinillas may 
be retained for years, so as to occupy a 
moderate space, by having their brancnes 
shortened freely after flowering, and in 
potting shaking out a portion of the old 
soil and replacing with new material, 
supplving the requirements of the roots by 
the liberal use or manure- water in place of 
giving them inconveniently large pots. 

M. amabUis is a native of Java, and may 



be said to be almost an exact counterpart 
of the following better-known kind, except 
that the panicles are borne perfectly erect 
instead of pendulous. Though thus nearly 
alike, the contrast between the plants when 
in flower side by side is most remarkable, 
each enhancing the beauty of the other. 

M. magnifiMy a native of Java, is a 
magnificent species. Its leaves measure 
from 10 inches to 12 inches long, and 7 
inches or 8 inches broad. The flowers, 
which are produced in large, drooping, 
branching panicles, are of a rosy-puoi 
colour, and the unopened buds are ot the 
same shade, and are almost as handsome in 
the advancing stages as when expanded. 

M, Sieboldii, from Moulmein, is a hand- 
some plant, but inferior to both the above. 
It has rosy-white flowers. 

Insects. — All the species of Medinilla 
are somewhat liable to the attacks of red 
spider, unless the syringing recommended 
in their cultivation is regularly attended 
to. Mealy bug and brown scale will also 
live upon them ; for these, sponging the 
leaves and a strong application of insecti- 
cide in the case of old plants that, in cut- 
ting back, have been denuded of their 
foliage, will be found the most effectual 
rem^y. 

METBOSIDEBOS. 

These are evergreen greenhouse shrubs, 
naturally somewhat straggling in growth, 
and are most suitable for a large house, 
such as a winter garden where there is 
room to accommodate a large collection of 
plants ; but, where space is limited, they 
are not sufficiently attractive to deserve a 
place. 

The method of propagation and after 
treatment is similar to that advised for 
Myrtles, which see. 

M. ciliata. Flowers crimson ; a summer 
bloomer. From New Caledonia. 

M, floribunda. Bright crimson flowers, 
borne in whorls towards the extremities of 
the shoots. New Zealand. 

M.florida. Has scarlet flowers, pro- 
duced in summer. A native of New 
Zealand. 

METENIA EBEOTA. 

There are two forms of this stove 
Acanthad, one bearing purple flowers with 
a vellow throat, the otner white, but not 
differing in other respects either in appear- 
ance or in matters of cultivation. They 
are erect evergreen shrubs that attain a 
small or medium size ; they are very 
nearly allied to Thunbergias, and the 
flowers of both are much alike. They are 
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easily grown, and among the fireest of free 
bloomers, flowering in succession from 
every shoot that is made. Blooming as 
they do in a small state, these Meyenias 
are soitable for growing by those who are 
not able to accommodate larger plants. 
Cuttings made of small bits of the young 
shoots strike freely ; if these are put in 
about the middle of April they will root 
in three or four weeks if kept close, moist, 
and shaded ; when well rooted move them 
singly into 3-inch pote. They will grow 
in either peat or loam ; if the latter is used, 
mix with it a little leaf-mould, adding sand 
according to the nature of the loam ; give 
them a temperature of 65* in the mght 
with more during the day, regulated oy 
the heat out of doors. Do not over- water, 
as these plants, through free growers, are 
a little delicate at the roots. Give shade 
or not, as needed by the state of the 
weather. Stop the shoots to promote the 
growth of side branches, and give 7-inch 
or 8-inch pots as soon as those the plants 
already occupy are filled with roots. As 
growth extends a few sticks may be re- 
quired for support A little manure- water 
will be of use after they have got well hold 
of the soiL Syringe freely overhead daily 
throughout the summer, regulating the 
amount of air by the outside temperature. 

Towards August they may be expected 
to bloom, after which they will keep on 
until the approach of autumn renders a 
reduction of heat necessary. Give less 
water through the winter, during which 
time a temperature of 65* or 60* will 
suffice. They may be cut in before start- 
ing to grow in spring ; then again keep 
them warmer, and, as soon as Uiey have 
broken, repot, giving them 2 inches or 3 
inches more room. This second summer, 
if manure- water is regularly supplied, thev 
will not require another shift, and will 
bloom all tnrough the season after mid- 
summer. The plants may, if required, be 
kept on another year or be discarded, and 
their place fiUed by younger stock. These 
Meyenias come from Fernando Po. 

Insects. — These plants are somewhat 
liable to red spider, but the nature of their 
foliage is such that the regular syringing 
they should have daily through tne grow- 
ing season will be sufficient to keep this 
insect down, and ako aphides, which are 
likewise sometimes troublesome. 

MIOBOLEPIA. 

This genus of Ferns consists of stove and 
greenhouse species, and is closely allied to 
Davallias. It contains a few kinds worth 
growing. 



For propagation and cultivation, see 
Ferns, genend details of culture. 

BTOVE SPBCISS. 

M. hirta erislata. South Sea Islands. 
M. ploUypfvyUa. £astlndie& 

QREENHOUSE SPECIES. 

M. anthriidfolia. South Africa. 
M, scabra. NepauL 

MIKANIA. 

Evergreen greenhouse twiners, with 
pretty flowers, but not much grown, or 
equal to many things that will succeed 
under the same conditions. They are in- 
creased by shoot cuttings in spring, struck 
in the usual way, and grown on in a 
mixture of peat and loam, in a little extra 
warmth, until they are big enough to plant 
out where they are to remain ; or thev can 
be transferred to good-sized pots, with the 
shoots kept trained over the space to be 
occupied. 

M. scandens. Has white flowers, pro- 
duced in summer. From North America. 

M, suaveolms. Also has white flowers^ 
that appear in summer. A native of South 
Amenca. 

Insects. — Red spider and thrips are 
sometimes troublesome ; fumigate for the 
latter, and syringe to keep the spider in 
check. 

MIMOSA PBOSTBATA. 

Most of the species of Mimosa re- 
quire more warmth than a greenhouse 
chords, but there is one, M. prostrata, that 
may be used as a roof climW in a cool 
house, in which way its elegant foliage is 
seen to advantage. 

It is an evergreen plant, and can be in- 
creased by shoot cuttings in spring in the 
usual way, kept close, moist, and shaded in 
a temperature of 70* ; afterwards they can 
CTown on in a moderate stove heat until 
Uiey have got well established ; afterwards 
they will thrive in the temperature of a 
greenhouse, with such treatment as ordi- 
narily given to the occupants of a cool 
house. The young plants should not be 
stopped, but encouraged to grow with a 
single stem, which should be trained to the 
rafter intended to be occupied ; more root- 
room should be given as required. 

Insects. — Syringe freely through the 
spring and summer to keep down red 
spider. Aphides are sometimes trouble- 
some on this Mimosa, and are best got rid 
of by fumigation. 
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MTRBKT.TA 

A small genus of evergreen greenhouse 
shrubs that Dear pretty flowers. They were 
much more in favour with cultivators in 
times past than at present 

They can be struck from shoot cuttings, 
and grown on under conditions such as i^- 
vieed for Coleonemas, which see. 

M. Baxterii, Has yeUow flowers, which 
open in sj)ring. A native of New Holland. 

M, floribunda. Flowers purple, produced 
in spring. From the Swan Kiver. 

m, pungens. Yellow flowers ; a summer 
bloomer. Introduced from New Holland. 

MITBABIA OOOOINEA. 

This is a dense-growing evergreen green- 
house plant that produces freely its hand- 
some mitre-shaped scarlet flowers during 
the summer and autumn. It was intro- 
duced about the middle of the present 
century from San Carl de Chiloe, and is 
another of the number of handsome things 
comparatively neglected. It is more re- 
markable for the length of time it con- 
tinues to produce a succession of flower 
than for opening them simultaneously, as 
in the case of most plants the blooming of 
which is of shorter duration ; for this 
reason it is more suitable for general de- 
corative purposes than for exhibiting. It 
is of comparativelv easy growth, and suc- 
ceeds well in moderately close peat, con- 
taining a Mr amount of fibre, with a good 
sprinkling of sand added. It is a tolerably 
quick grower when weU managed, soon 
acquiring a useful size and flowering freely 
in even a small state. 

This Mitraria strikes freely from cuttings 
of the yoimg shoots, such as will be avau- 
able about May from plants that have been 
cut back early in the spring. Put them an 
inch apart in moderate-sized pots ; kept 
moist, close, and shaded in a stove tem- 
perature they will root in a few weeks, 
when remove the propagating glasses, but 
keep a moderately moist atmosphere, and 
give a little shade. About the beginning 
of July move them singly into 3-inch pots, 
stopping the shoots, after which encourage 
growth by keeping the material on whidi 
Qiey stand moist ; syringe overhead in the 
afternoons when the house is shut up. 
After September comes in cease syringing 
and shading, and give more air. Keep 
through the winter at 45" in the night, and 
in Maxch put them in 6-inch pots ; after 
they have oegun to grow in the new soil 
admit more air than in the preceding 
season, syringe overhead daily, and keep 
the material on which they stand damp, 
with a little shade in bright weather ; 



again stop the shoots when a little growth 
has been made. Encourage growth during 
the summer as before, and in autumn assist 
them to get the wood ripened by the ad- 
mission 01 more air and oy a drier atmo- 
sphere ; winter as in the preceding, and 
in March move into pots 3 inches larger 
than those they have hitherto occupied. 
This is a strong-rooted plant, and will Dear 
the soil used in a moderately lumpy state ; 
mix the sand well with it previous to use. 
Put an inch of crocks for drainage, and 
ram the soil pretty firm. Cut back the 
shoots to a uniform length of 6 or & 
inches from where they were last stopped 
to, and tie them well out. The wood is of 
a somewhat weak character, and conse- 
quently will require a moderate number 
of sticks for support. Be sparing of water 
until the roots are at work m the new soiL 
and keep the atmosphere a little close till 
the young growth begins to push, after 
which admit more air in the early part of 
day. As the weather gets warm close the 
house with sun-heat, and damp overhead 
with the syringe, at the same time keep 
the material on which they stand moist. 
Shade will not now be required, as in its 
larger stages, the plant will bear any 
amount of sun. 

As already stated, it is a free-flowerer, 
producing its blooms from the current 
season's shoots, yet this season's growth 
will rather be to get the plants on in size 
than to produce flowers ; consequently^ 
about miasummer all the strongest should 
be again stopped, so as to cause them to 
break back. Continue to keep the branches 
weU tied out, and also to use the syringe 
until the middle of August, when give 
more air night and day, so as to ripen up 
the growth, at the same time discontinue 
syringing and maintain a drier atmosphere ; 
keep on 3iis treatment through the autumn, 
merely guarding against too low a tempera- 
ture on cold nights. Through the wmter 
about 40" in the night should be kept up, 
and no more water given at the roots than 
is necessary to preserve the soil in a healthy 
condition. Again about the end of March 
repot, giving a 3-inch shift, in soil similar 
to that which was advised the preceding 
season, stopping and tying-out tne shoots 
as before. Let the treatment during the 
spring be in every way as recommended 
last year. By the end of July they will 
most likely begin to show flower ; as soon 
as the blooms make their appearance dis- 
continue the use of the synnge, and give 
plenty of air and light When the bloom 
commences to open, the plants, if required, 
may be placed m the conservatoiy, where 
they wul keep on flowering for many 
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weeks ; after which they can be removed 
to the greenhouse, and wintered as pre- 
viously. It will be advisable at this time 
to go over them and shorten their shoots 
back, as this will be better done now, when 
the plants 'have attained some size, than in 
the spring as heretofore. Give them 
another shift about the time advised the 
preceding seasons ; they should again have 
pots 3 inches larger, and be treated in 
every way as hitherto recommended as to 
potting, syringing overhead, and water at 
the roots ; by the time of flowering they 
will have got to a useful size, and be found 
attractive. 

This Mitraria, from the free but some- 
what weak habit of the shoots, requires 
cutting back after flowering to within 6 or 
S inches of the point whence the previous 
season's growth nas commenced. Fourteen 
or 16 inch pots are large enough to grow 
even the largest plants m, as af^r they get 
into that size they may be kept in a &ee 
healthy condition by the use of manure- 
water during the growing season. 

Insects. — The plant is sometimes af- 
fected with red spider, but if the syringing 
advised whilst in active growth is attended 
to, it will be kept in check. Should black 
ihrips make its appearance fumigate with 
tobacco, or syringe freely overhead with 
tobacco-water. 



MOHBIA THUBIFSAaA. 

A distinct-looking greenhouse Fern, with 
pretty habit of growth. From the Mascaren 
Islands. For propagation and cultivation, 
see Ferns, general details of culture. 



MONOOHiBTUM. 

Pretty, free-flowering, evergreen, warm 
greenhouse plants, that can be grown up 
from cuttings in a single season to a 
blooming condition. 

They strike readily from shoot cuttings 
in spring, treated in their early stages in 
the way advised for Linums (which see), 
except that peat should be used in place of 
loam, and that the Monochsetums, not 
being so much subject to red spider, do 
not require more syringing overhead than 
is needful to promote growth. They 
flower in the autumn. 

The following are worth growing : — 

M, ensifervm. Flowers pink. From 
Oaxaca. 

3/. Humboldtiu Hose colour. A native 
of the Caraccas. 

Af. Lemonianum. Reddish-purple. 

M, eericeum multiflomm. Mauve. 



MUBALTIA. 

A genus of dwarf-growing evergreen 
greenhouse shrubs. They are nearly allied 
to Polygalas, but the flowers are smaller, 
and they are not equal to the above-named 
plants for decorative use. 

Their propagation and after treatment 
are such as advised for Polygalas, which 
see. 

M, JUiformis (syn, : Polygala JUiformds). 
Flowers purple, produced in summer and 
autumn. From the Cape of Good Hope. 

M. Heisteria (syn.: Polygala Heisteria). 
A purple-flowered species that usually 
blooms in winter. A native of the Cape 
of Good Hope. 

P. hvmilis (syn,: Polygala humUis). 
This also bears purple flowers in summer. 
It comes from the Cape of Good Hope. 

MU8A. 

The Musas may be classed among the 
most stately and distinct of all fine-leaved 
stove plants. Thev are quick growers, and 
always effective where sufficient room can 
be given to allow of their large leaves 
attaining their full dimensions ; and where 
there is not space enough to adjnit of this, 
their cultivation should not be attempted. 
In addition to their attractive appearance, 
valuable fruits areproduced by at least two 
of the genus. Tney are free and quick 
growers and readily propagated frt>m 
suckers, which the plants when strong 
produce freely ; if these are separated with 
some roots from the old plants and at once 
put in pots that will admit them, with a 
moderate quantity of soil, and placed in a 
temperature of from 65* to 70 , they will 
grow away without delay. Good fr'eah 
loam with a little sand answers for them, 
and if some bone-dust is added, all the 
better. If the suckers are put in as 
above advised early in the spring, they 
will make rapid ^wth, and very soon 
require larger pots if they are to be grown 
in pots ; this, for ordinary decorative pur- 
poses, is the most convenient way, as it 
admits of the plants being moved about 
where required, but if cultivated with a 
view to tlie production of fruit such as 
borne by M. Cavendishii, they will succeed 
much better planted out where their roots 
will have more space. In this case, how- 
ever, their treatment in other respecte need 
not be in any way different from that 
required when CTOwn in pots or large tubs. 

Increase the neat as the sun gets more 
power. They will bear through the 
summer as high a temperature as most 
plants in cultivation, with plenty of water 
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to the roots, a liberal admission of air 
in the daytime, and a free syringing 
overhead in the afternoon ; no more shade 
is required than is found necessary to pre- 
vent the leaves scorching. Bv the be- 
ginning of July they will most likely want 
another shift, which should be into pots or 
tube from 18 to 24 inches diameter, accord- 
ing to the progress that has been made or 
the size they are wanted to be grown to, 
using soil of a turfy nature in good-sized 
pieces. They will now grow fast and 
require nothing more than ordinaiy atten- 
tion, as already detailed. During the 
winter ihey should be kept in a tempera- 
ture of not less than 60*" in the mght. 
With care to prevent their large massive 
leaves from getting disfigured they will 
keep in good condition for another summer, 
durmg which time they not only are com- 
manding objects in the house in which 
they are grown, but are very effective when 
stood in large halls, vestibules, or similar 

E laces where they can be allowed to remain 
)r a short time in summer. They are 
quickly grown up to an effective size, for 
which reason it is well to keep up a stock 
of y^oung plants raised from suckers, as 
advised. By the use of manure- water tiiey 
will do with less root-room. 

The undermentioned are the best for 
general cultivation : — 

Af. CavendishvL This is much the best 
where fruit-bearing is the object, as it does 
not grow to an unmanageable height — 5 
feet or 6 feet — and produces massive 
bunches of singular-looking fruit When 
planted out it can be had in bearing from 
suckers in the course of twelve or fifteen 
months. A native of China. 

M. cocdnea. This also is a Chinese 
species, and is an ornamental plant of 
moderate growth and handsome appear- 
ance. 

M. EnseU attains a considerable size, 
with a tall Palm-like stem and very large 
leaves. Introduced from Abyssinia. 

M. sapientwm vittata. A handsome 
species from St Thomas, that attains a 
medium height 

Insects. — Musas are liable to the attacks 
of most of the insects that affect stove 
plants, yet their comparatively few, but 
very large and smooth, leaves afford little 
shelter for them. All except scale can 
easily be got rid of by syringing with tepid 
water. If scale appears it can be removed 
by sponging. 

MUS8.SNDA FBONBOSA. 

This singular, yet beautiful, plant be- 
longs to a somewhat restricted family of 



evergreen stove shrubs mostly from hot 
countries, in both the Old and New 
Worlds. This species is much the hand- 
somest of the ^nus, and is unlike any other 
plant in cultivation. It produces bright 
yeUow flowers, borne in bunches, in form 
not unlike the well-known Pentas carnea, 
but individually smaller ; yet it ia not in 
the flowers alone that its beauty consists, 
but also in the large floral bracts or pair of 
floral leaves, pure white, that are produced 
immediately at the base of each ounch of 
bloom. In size and shape they are similar 
to the ordinary leaves borne by the plant, 
but do not much outlast the flowers, which 
will remain three weeks in perfection. 
The plant is easily managed, and does not 
require a great deal of room, ^ large speci- 
men rarely attaining more than from two 
feet to two and a half feet in diameter. Its 
disposition to bloom is remarkably free, 
as even small examples consisting of a shoot 
or two will flower. The singular combina- 
tion in colour produced by the pale green 
of the leaves and the white bracts, which, 
on a well-grown example, cover half the 
surface, and the bright yellow flowers 
rising immediately above them, is at once 
beautiful and wholly distinct from every- 
thing else — so much so as to create surprise 
that the plant is not more generally culti- 
vated, either by those whose heated glass 
accommodation is limited, for which the 
little room it occupies adapts it, or by those 
who have large stoves or warm conserva- 
tories, where a few moderate-sized examples 
dotted about would offer a complete con- 
trast to the other occupants. 

It is as readily strucK as a Pelai^onium ; 
cuttings made of the green, half ripened 
shoots taken off with about three joints, 
removing the bottom pair of leaves, will 
root in a few weeks, inserted singly in 
small pots, drained and fiUed with a mix- 
ture of half-sifted loam, to which an equal 
quantity of sand has been added, and a 
tnin layer of sand spread on the surface. 
They should be covered with a beU-glass, 
kept moist and slightly shaded wiui or 
without bottom heat, in a night tempera- 
ture of 66** or 70" and proportionately 
higher in the day. This heat tnere will be 
no dif&culty in maintaining about the time 
(April) when cuttings in the condition 
above described will be obtainable. As 
soon as they are found to have formed 
roots give air, gradually dispensing with 
the glasses, so as to inure the plants to the 
air of the house. When they have made 
two pairs more leaves pinch out the points 
of the shoots to induce the lower eyes to 
break, for although the plant is naturally 
inclined to assume a bushy form, yet to 
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produce specimens that will branch out 
and hide tne surface of the pots (in which 
way this and subjects of similar habit al- 
ways look best), it is necessary to stop the 
young plants in their first stages. Directly 
they have again fairly broken into growth 
they will have made roots enough to 
require a shift ; pots 2 inches or 3 inches 
larger will be big enough ; drain suffi- 
ciently. It will succeed in either peat or 
loam, but we prefer the latter, as in it the 
growth is more robust, and the plant is 
able when in flower during the summer to 
bear removal to a lower temperature than 
that in which it has been grown, a condi- 
tion that we have invariably found existing 
to a greater extent in loam-grown, heat- 
requinng plants than in such as are culti- 
vated in peat The loam should be of a 
good ordinary description, containing a fair 
amount of turfy matter not broken too 
fine, and with enough sand added to admit 
of the water passing quickly through it. 
Pot moderately firm and keep the plants 
where they will be exposed to the full 
light, with a slight shade in the middle of 
the day. 

This Mussflenda being found in the hot 
parts of India requires a brisk heat to 
grow freely. Admit a moderate quantity 
of air during the middle of the day, shut 
up so as to enclose a considerable amount 
of sun-heat, syringe overhead, and at the 
flame time maintain a genial atmosphere. 
It must never be allowed to want for water 
in the soil, for, although it is not a delicate- 
rooted subject, and a hard condition is 
assumed by the old wood, the young shoots 
are always comparatively soft, and allow- 
ing it to flag tnrough an insufficiency of 
moisture has a stunting effect, which limits 
the growth and in the same proportion its 
ability to flower. As growth progresses, 
tie the shoots to neat sticks inserted just 
within the rims of the pots, and again 

Sinch out the points about the end of July ; 
len shift into pots 3 inches larger, after 
which time continue to treat as before 
until the beginning of September, when 
dispense with the shading, and by the end 
of the month cease syringing, giving more 
air 80 as to gradually bring about a state of 
rest, to still further induce which reduce 
the temperature. Keep through the winter 
at about 60*" in the night, with a little 
more by day, and give just as much water 
as will maintain the soil in a semi-moist 
condition. Aj9 soon as growth has fairly 
commenced shift into pots 2 inches larger, 
using enough sticks to keep the shoots 
evemy baluiced, and again commence 
syringing overhead. The points must not 
now oe pinched out, as it would delay 



the flowering ; give proportionately more 
heat as the days lengtnen, with a little 
shade when the sun is powerfuL Towards 
the end of April the plants will show 
bloom ; this wiU be indicated bv the ap- 
pearance of the white bracts, which will 
fo on developing until the flowers expand, 
f kept in the stove they will bloom a 
secona time towards the end of summer : 
consequently we should not advise their 
being moved at this first flowering to 
cooler quarters. When done blooming do 
not shorten the shoots, but simply pick off 
the decayed bracts and flowers, and at the 
same time give the plants a good syringing. 
They will now bear as much heat as is 
given to the generality of stove plants, and 
will recommence growth immediately. 
When two or three pairs of leaves have 
been made, they will again show flowers, 
which may be expected to arrive at matu- 
rity by the latter end of summer, at which 
time they can be moved to the warmest part 
of the conservatory ; but while here, like 
most other stove subjects, they should not 
be placed where they will be under the 
influence of external air admitted directly 
in contact with them. When they are in 
cooler quarters give no more water than is 
sufficient to keep them from flagging. After 
the blooming is over shorten the shoots 
back to about one-half the length that has 
been made during the season, and at once 
return the plants to the stove, where they 
will again break into growth, although not 
much progress will be made till spring. 
Winter as before, and give a 2-inch or d-indi 
shift as soon as the plants are fairly in 
motion inspring. Treat as in the previous 
season. When the first flowering is over 
they will be considerably benefited by the 
application of manure- water once a week. 
Let the autumn and winter management 
be similar to that previously advised, and 
when the time for potting in spring comes, 
shake out a portion of the old soil, replace 
with new, and return the plants to the 
same pots, which will be large enough for 
all ominary purposes. As soon as the 
roots have got ftdrly hold of the new 
material, supply manure-water r^ularly 
through the growing season, by which 
means the plants may be kept for years in 
a healthy condition, a portion of the old 
soil being replaced by new each spring 

Insects. — Most of those which attack 
stove plants will live on this Musssenda, 
although they do not appear so partial to 
it as some things. The leaves are some- 
what thin in texture, and are soon injured 
by red spider, but if in the syringing ad- 
vised the water is got well to the under- 
sides of the leaves they will never gain a 
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footing. Thrips and greenfly are thus in 
like manner neld in check, but should 
they make their appearance, fumigate or 
dip in tobacco-water. Brown scale and 
mealy bug where present must during the 
.growing season be removed by brushing 
•and sponging, and when the plants are cut 
in after me second flowering, they should 
be dipped in or well syringed with a 
moderately strong solution of insecticide. 

MUTISIA. 

Pretty evergreen climbing plants suitable 
for training to a supporting pillar or rafter 
of a greenhouse. Beins less vigorous in 
growm than some climoing species they 
are adapted for situations where plants of 
rampant habit would not be admissible. 

Tney strike from cuttings made of the 
young shoots in spring, treated in the 
usual way, insertea in sand, kept close, 
moist, and shaded from the sun in a tem- 
perature of 70" ; when rooted move singly 
into 3-inch pots in a mixture of peat and 
loam, to which add some sand. Keep on 
in a^wing temperature something like 
that in which the cutting were struck 
until they have got established, when re- 
duce it to an intermediate heat day and 
night, which maintain through the summer; 
give air in the day, and as soon as they 
begin to ^w commence syringing freely 
overhead in the afternoons. About mia- 
fiummer put the plants into 6 or 7 inch 
pots, ana stop the points of the shoots. 
Place a stick for support to each, and keep 
them trained so that the^ do not get en- 
tangled. Admit more air as the season 
advances, and shade no more than needful 
until the end of August, after which dis- 
continue it altogether, and reduce the 
temperature so as to bring about a state of 
rest. Keep through the winter at about 
45^ ; we nave found these plants to do 
better when kept during the winter a little 
warmer than most occupants of the green- 
house absolutely require. In spring move 
into pots 3 or 4 inches larger, in soil such 
as before, and place the plants so that the 
flhoots can be trained over the space thej 
Are to occupy ; attend regularly to this 
matter through the season as they pro- 
gress in growtn. If to be planted out, the 
bed they are to occupy should be prepared 
flo that they can be turned out of the pots 
into it about midsummer, so as to allow 
time for the roots to make some progress 
before winter. One of the principal things 
to be attended to with these climbers is to 
syringe freely all through the growing 
season to keep down insects — ^without this 
the leaves get an unhealthy appearance ; 



and to be equally careful that the roots 
receive enough water. Where the plants 
are kept in pots, all that is further re- 
quired is to shift them on to' larger ones 
as more root-room becomes needtul, and 
when turned out to remove a portion of the 
top soil each spring. Whichever method 
is followed, as the plants get older give 
manure- water in the growing season, and 
each year after the flowering is over reduce 
the growth so far as seems necessary. 

The undermentioned two are best worth 
growing: — 

M. clematis. Flowers orange and red ; 
blooms in summer. A native of Bogota. 

M. decurrens. Has scarlet and yellow 
flowers that open in summer. South 
America. 

Insects. — The use of the syringe already 
advised wiU keep down red spider, and 
generally aphides as well, but if these 
are troublesome fumigate. For scale 
and mealy bug sponge and syringe with 
insecticide. 

MTBSIPHTLLUM (MEDEOLA) 
ASPABAOOIDES. 

A slender growing stove twiner with 
small, pretty, bright green leaves. The 
twining shoots, almost as thin as threads, 
grow to a length of manv feet during a 
season, and are unequalled for decorative 
use in vases or baskets of cut flowers, or in 
the endless ways in which green drapery 
is now so effectively employed. TTie shoots 
are so thin as to be almost imperceptible, 
which, combined with their flexibilitv and 
the flmallnesH of the leaves, adapts it for 
use where anting that was not ex- 
tremely light m appearance could not be 
employed. 

It can be struck fromTcuttings in spring 
in heat in the usual way, potted on in 
peaty soil, keeping the plants in a mode- 
rate stove heat^ with a little shade in very 
bright weather ; 6-inch pots will be large 
enough for the first year, and a tall stick 
should be put to each for the shoots to 
twine round. A winter temperature of 
60' in the night will be high enough. In 
spring give pots 3 or 4 inches larger, and 
treat as before, affording the necessary 
support to the shoots as they extend, and 
managing generally as in the preceding 
summer. Large pots will ultimately be 
required as the plants get bigger, for the 
amount of shoots annimlly available for 
cutting will necessarily be proportionate 
to the size and strength acquimL It is 
best to turn the plants out in a bed where 
Uiey will spread and yearly make a large 
amount of growth, which can be trained to 
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strings taken up and attached to the roof, 
from which the shoots can he cut as re- 
quired. Propagation may also he effected 
hy division of the roots, which should be 
carrifed out in spring, just before growth 
commences ; treat afterwards as recom- 
mended for the cutting-raised stock. 

Insects. — Aphides and thrips will both 
live on the plante, but if due attention 
is given to aaily syringing through the 
growing season this is generally sufficient 
to keep them under ; when troublesome 
fumigation will effect a riddance. 

MYBTUS (MTBTLE) 

These pretty, old-fashioned plants are 
not now neld in such estimation as in 
times past before the introduction of such 
numbers of greenhouse species bearing 
showy flowers, — which latter have done 
much to banish manv kinds of sterling 
merit, such as the iij^rtles. These, in 
addition to their beautiful glossy foliage 
and pretty white flowers, have an agreeable 
perfume, and possess the merit, if fairly 
attended to, of keeping in healthy condi- 
tion for an indefinite number of years — 
in this respect vying with the Orange, 
which is proverbial for its lengthened 
existence imder cultivation. 

Myrtles are easily struck from cuttings 
of the three-parts ripened shoots, whicn 
should be taken off with a heel towards 
the latter end of summer, when the growth 
is in right condition ; the cutting should 
be put several together in 6 or 6 inch pots, 
filled with sand, kept moist and shaded in 
a cool pit or greenhouse until they are 
<»llusea over at the base, after which stand 
them in a temperature of 60* where they 
will make roota They should then be 
moved singly into small pots and be kept 
through the winter where the heat in the 
night will be about 60*, here they will go 
on moving slowly. As soon as top growth 
has made a little progress pinch out the 
points of the shoots, and about the middle 
of March move into 4-inch pots ; they will 
grow in either peat or loam, but we prefer 
She latter where of good (juality, sand being 
added as required. Give a little more 
warmth both day and night until the 
latter end of May, when artificial heat 
will not be needed. Again pinch out the 
points of the shoots, sta^d the plants on a 
moist bottom near the glass, and give a 
moderate amount of air in the day, with a 
little shade in bright weather; syringe 
overhead at the time of shutting off the 
air, and apply water to the soil as needed. 
Continue to treat in this way through the 
summer, by the end of whicn they snould 



be nice-sized bushy plants. A winter tem- 
perature of from 35' to 40* will suffice, as 
anything short of frost will do^no harm, 
and the plants are better for not mftlring 
any growth through the winter. In spring^ 
give larger pots, regulating the size ac- 
cording to the strength of the variety 
grown — the miniature Jenny Reichenbam 
(a desirable kind on account of the shoots 
being so useful for mixing in bouquets, 
where those of the larger sorts are not 
always admissible) does not need pots near 
so large as the stronger varieties. The sub- 
sequent treatment required is of a routine 
character, simply following the course so 
far advised as to light, air, water, and the 
use of the syringe until the end of June,, 
after which the plants are better out-of- 
doors where they will get a little shade in 
the middle of the day ; so managed they 
will ripen their growth and set flowers so 
as to give them a pretty appearance when 
in bloom, which will be in the spring, 
early or late, according to the temperature 
they are kept in. 

The following are desirable kinds : — 

M, communis angustifolia. 

M, comvmunis Jenny Reichenbcuh, 

M, communis latifolia. 

M. commu/nis latifolia plena. 

All have white flowers, and are natives 
of Southern Europe. 

Insects. — The regular use of the syringe 
advised will keep down most insects, but 
should scale get on them it must be re- 
moved by sponging and washing with in- 
secticide in the winter when the growth is 
matured. 

NELUMBIXJM. 

These are beautiful aquatic plants, re- 
quiring similar treatment to IsymphaBas, 
which see, except that they must have 
the water a good depth; their flower- 
stems, unlike the Nymphseas, rise high 
out above the water, and there is this 
further difference that, when at rest, tiiey 
may be allowed to get into a semi-diy 
condition. 

N. lutemn, A pretty yellow-flowered 
plant that blooms in summer. It comes 
from Carolina, and wiU thrive in a warm 
greenhouse. 

N, gpecionim, A beautiful species known 
as the Sacred Bean. The flowers are pale 
pink in colour, and highly fragrant It 
IS found in India and adjacent warm 
countries. 

NEPENTHES. 

(Pitcher Plants.) 
When first the handsomely marked 
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Bomean epecieQ of these singular stove 
plants became sufficiently plentiful to be 
procurable, many people who had the con- 
venience of a stove attempted their cultiva- 
tion, but in most cases with indifferent 
success, no doubt through comparatively 
little being known of the course of treat- 
ment that they require. A knowledge of 
the temperature and himiidity of the 
atmosphere whence they came was enough 
to pointconclusively to the fact that without 
the means of, at all times in the year, beinff 
able to accommodate them with as much 
heat as most hot-region plants require, it 
is of little use attempting to grow them, as 
though they may be kept alive with less 
than this, they will never acc^uire the 
strength necessary to produce their curious 
• pitcher-Uke leaves in the manner required 
— and without these there is little interest 
attached to them. Another and frequent 
cause of the plants forming pitchers but 
very sparingly, even when they grew in 
other ways freely, was either too much 
shadinc, or what amounts to much the 
same thing, a position too fBir from the 
glass. For with only one exception, and 
that N. lanata, amon^ all we have grown, 
we have found that if their heads are kept 
within a few inches of the glass they 
succeed best, having a strength and vigour 
in both root and top growth not attainable 
by any other means ; and, as mi^ht 
naturally be supposed, the pitchers acquire 
a higher degree of colour when kept up 
close to the root Another matter of more 
importance with these plants than any 
others in cultivation, is never to injure the 
roots in potting, for if this should occur to 
an extent that would scarcel^r have any 
perceptible effect upon most things, it will 
in all probability cause their death, or brins 
about a condition little better than actuid 
loss. We may here remark, for the benefit 
of those who have not had any experience 
at all with them, that their roots are so 
fragile and dead looking, even when the 
plants are in every way healthy, that we 
nave known them all pulled off under the 
impression that they were dead. They 
are very spare rooters, needing much less 
room than most things, and when repotting 
becomes requisite, there must he no 
attempt at shaking any of the old soil 
away. Consequenuy from the first it is 
necessary that the material tbev are grown 
in shocild be such as is least likely to get 
into a decomposed state, for when it is close 
and soapy the roots cannot live in it, and 
from the large amount of water they 
always want it is liable to become sour — 
when in active growth they need watering 
freefy every day, and during the winter 



must be kept much more moist than the 
generality of plants. Even under the 
most successful course of treatment, there 
will be a space of four or five years from the 
time a young plant is first well rooted 
until it arrives at a size that will exhibit 
the full development of wliich it is capable ; 
for, not until it has been twice headed 
back, and has again got furnished with 
from four to six &oots, each bearing their 
full complement of pitchers, has aU that 
is desirable been attained. Consequently 
it will be easily understood that the best 
and most lasting material that it is possible 
to find wherein to grow the plants will 
eventually get so completely decomposed 
through the necessity of its being kept all 
but saturated with water, that it becomes 
like soft putty, in which condition the 
roots cannot exist ; and, as already stated, 
they are so brittle that the old material 
cannot be got &way in the ordinary manner, 
but this can be effected by means of a pail- 
ful of tepid water in which the ball should 
be plunged with both hands under it, and 
the exhausted matter got away by carefully 
moving the fingers. With a little time and 
patience in this way the roots can be 
wholly preserved in a perfectly clean state 
ready for transferring to a fresh pot with 
new soil ; but on no account should there 
be any attempt at opening them out, as 
this will most likelv end in their bein^ 
much injured. The best kinds, such as N. 
sanguinea, N. Rafftesiana, and N. lanata, 
are more tender-rooted than the commoner 
species. About the end of February or 
March is the most suitable time in the vear 
for either shifting on into larger pots those 
young and medium-sized plants that want 
more root-room or for washing out, as above 
described, any older examples that need 
entirely new material Pots proportionately 
so large as would be required for the 
genendity of plants would not do for 
Nepenthes, as if too g^eat a bodv of soil is 
present it gets sour <firectly. The largest 
specimens we ever had were grown in pots 
not more than 10 or 12 inches in diameter. 
Hie manner these plants are often allowed 
to nm up straggnng to a considerable 
height on a rafter or pillar is not the way 
for seeing them to the most advantage, as 
when the shoots of the best sorts nave 
attained 4 or 6 feet in height — with some 
much less than this — the pitchers assume 
a character which is understood amongst 
growers as run-out ; that is, they come 
devoid of their wing-like appendages and 
are very different in form from those that 
are produced by the leaves on the stems 
before they get such a height The best 
position for uiem is hung up to the ridge 
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of a span-roofed house, standing ends north 
and south, with their shoots within 1 foot 
or 80 of the glass, lowering the pots as the 
tops advance, and giving a thin snade when 
the sun comes on them, hut none at other 
times. If suspended alike up to the roof 
in a hip-roofed or lean-to structure faciag 
south tney will require a thicker shade in 
bright weather, but this will be easily seen, 
as if they get too much sun the leaves will 
assume a deep crimson colour instead of 
being green tinged or mottled with red, 
whi<3i latter is an evidence of the robust 
health essential to the full development of 
the pitchers that should be produced at 
the extremity of every leaf When all the 
cultural conditions requisite for their well- 
being are present, even the leaves of N. 
Rt^esiana, and others of like habit, that 
are made slowly through the autumn and 
winter, will, in the spring, when more heat 
is present, open the smaU mtchers formed 
during the dull season. We have been 
particular in describing somewhat in detail 
the appearance and necessary condition of 
the roots of the plants, as also the position 
in the house they require to be grown in 
and their disposition to pitcher freely, for 
the presence of ^ese in a large and highly 
coloured state is the certain test of the 
plants having all they want ; in this con- 
oition, thius suspended where an oppor- 
tunity exists of exhibiting to the full tlieir 
most singular beauty and graceful habit, it 
will we think be admittea that there are 
none in the whole range of cultivated 

Slants more generally interesting or more 
eserving of a place. The conditions 
necessary to grow Cucumbers well in the 
winter, viz., heat, humidity in the atmo- 
sphere, and very little direct admission of 
air, will be found such as to well suit 
Nepenthes ; a night temperature at this 
season of 65^ will answer, with a few 
degrees higher in the day, more or less 
proportionate with the state of the weather ; 
at tne same time most of them will bear as 
much heat as any plants in existence. The 
air of the house must never be allowed to 
get dry, and for some twelve weeks in 
winter they will need no shade or any air 
mOi e than reaches them through the laps 
of the glass and other similar places of 
ingress. They should at this season be 
watered at the root every other day, and 
syringed overhead; through the spring 
and summer water at the root and syringe 
every day, keeping them as warm day and 
night as the means at command will per- 
mit Through May, June, July, and 
August the night temperature should be 
70^ with 10** or 16** Ingher by day, and 
liever admit so much air, especially | 



directly on the plants, as most things will 
bear ; give shade as already spoken o£ A 
warm moisture-laden atmosphere must 
always be present, and plenty of tepid 
water to the roots is indispensable to their 
healthy existence. This obviously renders 
an abundance of drainage in the pots 
necessary. 

It is a healthy sign of improved taste in 
horticulture to see beauty and singularity 
of form being appreciated as much as colour 
alone. That tnis is so, is evident from the 
increased sale for such plants as Nepenthes, 
the cultivators of whicn through the king- 
dom at one time might be counted on the 
fingers, but which, to supply the demand, 
those who grow them for sale have now to 
propagate by thousands. 

Nepenthes can be raised from cuttings 
made of pieces of the stems, such as availaUe 
when the plants are headed back ; these 
should consist of a couple of joints each of 
mature growth, with all, or a portion of 
the leaf retained to the upper jomt They 
root best when inserted in some open 
material such as a mixture of sm^ crocks 
and sand ; covered with a bell-glass in a 
bottom heat of 70' or 75**, kept close and 
moist, they will root in the course of two 
or three months. They will strike at any 
time of the year under the above conditions. 
When struck they must be placed in 3 or 
4 inch pots, in a mixture of the best fibrous 
peat, potsherds, sand, and chopped 
sphagnum, and great care should be taken 
not to break the fragile young roots ; keep 
them moderately close until they b^;in to 
grow. These pots will be larj?e enough for 
Qie first year, and the spring following give 
them others 1 or 2 mches larger. All 
necessary in the subsequent stages of their 
growth is to give more root-room each 
spring as the plants get larger, cutting them 
back, when a height of 2} feet or so has been 
reached, to 6 or 8 inches above the collar ; 
this will generally cause them to break two 
or three snoots from near the base. Treat 
afterwards as already advised, giving a 
little more root-room when this seems 
requisite, and repeating the cutting back 
when the shoots have again attamed a 
height of 2^ to 3 feet It is frt)m the 
growth made after this second heading in 
that the finest examples may be looked for, 
as now they will push enough shoots to 
produce quantities of pitchers. The plants 
will last many years, and can be kept in a 
healthy state by removing the old exhausted 
soil in the way already shown, as often as 
it appears to be approaching a soft pasty 
state. This operation is best carried out 
at the time the plants are headed down. 

Nepenthes are oftener grown in baskets 
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than in pots, but, we prefer the latter, as in 
them the roots cannot protrude, and in this 
way get their extension stopped as they do 
when in baskets, with the result that the 
pitchers do not get so large. Where the 
appearance of pots hung up is objected to, 
they can be plunged in baskets filled with 
sphagnum. 

The following is a selection of the 
best:— 

N, amptiMacea pictcL A stout, small- 
growing species, with prettily spotted 
pitchers, produced not only singly from the 
extremities of the leaves, but in clusters 
from the stem. 

N, bicalca/rata. A singular species from 
Borneo. It has stout foliage bearinglarge 
pitchers, crimson in colour, winged, and 
nmushed with two horn-like spurs. 

N, CovHii, Avery distinct and hand- 
some dwarf hybrid variety, having larg^ 
deeply crimson spotted, flask -shaped 
pitchers. 

N, distUlatoria. A well-known stout- 
growing kind, that produces its long green 
pitchers freely. 

N, Dominiana, A fine free-growing 
hybrid, with good-sized, handsome, nighly- 
marked pitchers. 

N, Hooked, Nearly allied to N. Kaf- 
flesiana. A compact-growing, smaller- 
pitchered species, similarly marked. 

N, hybrimrruiiculata. A smallish grower, 
with rather long, cylindrical, deeply 
streaked or spotted pitchers with ciliated 
wings. There is one peculiarity in this 
kind — that is in Uie pitchers coming almost 
wholly green and devoid of colour when 
the shoots attain above a certain height 

N. lanaia, A very stout-growinc species 
possessing a remarkably ^e yellowish- 
green shjE^e ; the pitchers, tingea with red. 
are large, long, and prominently fumished 
wiih hair-like appendages. This kind we 
have found does better hung a little further 
from the glass and shaded a little more 
than some of the others. In rarity it is 
similar to N. sanguinea. 

N. LawrencearuL A distinct small- 
pitchered hybrid variety, very pretty. 
The pitchers are profusely spottecl with 
crimson. 

N. Moatersicma, This is a splendid 
hybrid variety raised by crossing the 
Indian N. sanguinea with the Chinese N. 
distillatoria. It produces very large 
pitchers, the greater part of which are of a 
Dri^t claret-red colour. 

N. Morgania. A grand highly-coloured 
large-pitcnered varied of American origin* 
It is a stout grower; the pitchers are 
flask-shaped, wings moderate in dze, pale 
green mottled with red in their early 



stages, assuming as they get older almost a 
wholly red colour; the lid is entirely 
green. 

N, Rafflesiana, Large handsome pitchers, 
flask-shaped and deeply spotted with dark 
brown, wings prominent and crested, the 
lid broad and ample. This, for its fine 
effect and general good qualities, has not 
yet been surpassed. We nave had it with 
pitchers that held over a pint fairly 
measured. 

N. Bqjah, A wonderful kind. Leaves 
from 1 to 2 feet long ; the pitchers on a 
ftdly-developed plant are nearly a foot long, 
by half as much in diameter. It is a 
Bomean species, said to grow naturally at 
a considerable elevation. 

N, rohuta, A distinct hybrid variety, 
with pitchers unusually wide at the base, 
heavily spotted with reddish brown. 

N. scmovmea, A very stout-growinc, 
long ana large-pitchered species, wim 
intense sanguine colour in the upper 
portion of the pitchers ; the wings are 
narrow; the lid erect and smalL Very 
scarce and high-priced, and likely to 
remain so. 

N. SedeniL A very pretty small-growing 
hybrid, with long pitchers, dilated at the 
base and thickly spotted with red. 

N, Steuxirtii, A free-growing variety, 
with pretty highly-coloured pitchers, 
thickly spotted and clouded with crimson. 
A hybrid. 

N. WiUiarMiu Compact in habit 
Pitchers of medium size, and very highly 
coloured ; the bright red spotting is most 
profuse, often covering the greater portion 
of their surface. Also a hybrid. 

InsectsL — So far as insects go, the con- 
tinuous use of the syringe keeps down all 
but brown scale, which, if it happens to ^t 
upon them, must be got rid of by sponging 
with clean water. They are too soft in 
texture for the use of any insecticide to 
be safe. 

NEPHBODIUM. 

This is a genus of moderate-sized stove 
and greenhouse Ferns, of which N. molle, 
and its crested forms are perhaps the best 
known. 

For propagation and cultivation, see 
Ferns, gener^ details of culture. 



STOVB SPEOIBS. 

N. denticfdatvm. 

N. luddvm, Madagascar. 

N.pubescefM, 

N. viUoswn, 

GREENHOUSE SPECIES. 

N. molU, South America. 
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N, molU conjhtens, 
N. vnoUe coryinbifenim, 

NEPHBOLEFIS. 

A cenus of Ferns contaiiiing stove and 
greennouse species, several of them being 
splendid plants, remarkable for their 
elegant arcned fronds ; they are worthy of 
a place in every collection. 

For propagation and cultivation, see 
Ferns, genersd details of culture. 

STOVE SPECIES. 

N.aciUa. 

N. pluma, Madagascar. 

OREENHOnSB SPECIES. 

N. davaUioides. East Indies. 
N, dcwallioides furcans. South Sea 
Islands. 
N, exaltatd. Tropical America. 
N. pectinata. Tropical America. 

NEBINE. 

In these we have a genus of greenhouse 
bulbous plants that produce freelj their 

Sdendid flowers ; rf . samiensis (the 
uemse^ Lily) is ^^^ l>e8t known, al- 
though it, in common with others of this 
beautiful genus, is now much neglected. 
Some of the kinds produce leaves before 
flowering, others pusn the bloom previous 
to the leaves. To be successful with them 
the principal matters to be kept in sight 
are to give due attention to the full de- 
velopment of their flowers by plenty of 
water, and a free use of the syringe to 
keep the foliage clear of insects and 
healthv, until leaf-growth is completed, 
and alterwards to get them thoroughly 
ripened ; the best wav to effect this is to 
remove them from the house or pit in 
which the growth has been made to the 
foot of a south wall in the open air ex- 
posed to the full sun where tne roasting 
they get is of the greatest use. 

They are increased by offsets, which 
should be taken off before the growing 
season commences, and put three or four 
together in 6 or 6 inch pots, according to 
the size the offsets are ; good holding loam 
with a little sand suits them. Pot firm, 
and as soon as they show signs of growth 
give water, and stand them close to the 
glass where they will get all the light 
and sun possible ; encourage growth oy 
syringing overhead dailv until the leaves 
have attained their full size, and admit 
plenty of air. An ordinary greenhouse, 
still exposed to the fall light, will answer 
for them through the winter, and when 
the leaves begin to show signs of decay 



withhold water ; through the spring still 
let them have all the sun and light possible, 
but keep cooL When they b^n to grow 
again soak the soil well with water, and if 
more room seems necessary give pots a size 
larger, but do not over-pot, as these plants 
do not like too much room. Treat on- 
wards through the period of growth as 
advised for 9ie previous season in every 
way, again keeping them dry when at 
rest. A repetition of the treatment 
thus far advised through the growing 
season, and subsequent rest, is all that is 
necessarv, as the plants arrive at a flower- 
ing condition. Afterwards when the pots 
get too full and more room must be given, 
the mass of bulbs when larger than desired 
may be divided before the growing season 
begins. 

The following are all beautiful kinds : — 

N, corusccL Scarlet 

N, corvsca mmor. Scarlet. 

N, elegans, rink. 

N. elegans carminata. Cerise. 

N, elegans comdea. Shaded blue. 

N. Fothergilli. Scarlet 

N. Fother^UU major. Scarlet and yellow. 

N, humilts angustifolia. Rose. 

N, Plantii. Crimson. 

N. pudica. White. 

N, rosea. Rose. 

N, samiensis. Rose. 

N. venusta. Crimson. 

Some of these are hybrids bearing 
splendid flowers ; the species come from 
the Cape of Qood Hope, China, and Japan. 
They nower during tne advanced summer 
and autumn months. 

Insects. — ^Red spider and aphides are 
the principal insects that affect these^ 
plants, syringe freely while the leaves are 
fresh tor the former ; for aphides fumigate. 

NEBIUll 

(Oleander.) 

This species is an everneen greenhouse 
plant, and was introduced from Southern 
Europe ; there are now several varieties of 
it, varying little except in colour. The 
plants are of easy culture, and will bear 
mdifferent treatment and neglect that 
would cause the death of most things. It 
is in this neglected condition that tney are 
too often met with, yet it must not be 
supposed that under such usage anything 
approaching the success that is possible 
with a better system, can be attained. It 
frequently lu^pens with these and some 
other pl^mts of great excellence that will 
exist with the worst treatment^ that an 
estimate of their merits is taken under the 
disadvantages of indifferent culture; hence 
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the fact of the place they deserve being 
occupied by inferior subjects. The indi- 
vidual flowers are not unlike those of a 
amall Carnation, and are produced in laree 
bunches on the points of the mature growth. 
Neriums are plants of very easy culture, 
growing freely in almost any kind of soil, 
■either loam or X)eat ; in the latter their 
handsome shining leaves attain a lar^ 
size and deeper hue ; in loam, the disposition 
to make growth is not so great, which is 
rather an advantage, as they flower more 
freely. There is one thin^ that especially 
commends them to the notice of those who 
require decorative flowering plants in 
-quantities : that they can either be grown 
into large specimens or be managed so as 
to bloom in a small state. Nothing in the 
way of flowering plants in 6 or 7 inch pots 
•can be more beautiful than are these 
Neriums when well grown, in which state 
they can be used for conservatory decora- 
tion, or in any place where there happens 
to be so little light as would cause death or 
serious injury to most thin^ 

The propagation of Nenums is as easy 
418 their after growth. About the end of 
March take off the points of the shoots, 
•consisting of three joints or so, remove the 
leaves from the lowest one and trim the 
base at the joint ; put the cuttings singly 
in 3-inch pots fill^ with half loam and 
.sand, with a little sand on the top, stand 
in a moderate heat, keep close and moist, 
'With a little shade when necessary. They 
will root in a few weeks, when gradually 
inure to more air, and after they are fairly 
established give still more, and pinch out 
the points. By June move them into 6 or 
7 inch pots, using soil similar to that in 
which they were struck, but containing 
less sand ; as soon as they have beg[un to 
root freely in the new soil they will do 
best with ordinary greenhouse treatment, 
giving plenty of water to the roots, and 
syringing through the summer dailv. In 
autumn admit more air and keep the soil 
-drier ; winter at about 46** in the night, 
and when the object is to grow them on 
into large specimens they should, about 
the middle of March, be moved into pots 
4 inches larger than those they have occu- 
pied. As they are not impatient of having 
their roots interfered with they should be 
gently loosened and spread out a little in 
ttie new soil, which ought to consist of 
gootl fibrous loam, broken not too fine, to 
which has been added a moderate quantity 
of sand. Use the potting lath, so as to make 
the soil solid, place the plants where they 
can be kept a little close, and syringe over- 
head every afternoon, closing the house 
early enough to cause the temperature to 



rise considerably. They require a plentiful 
supply of water when growing, and must 
not be allowed to become dry — they will 
need even immediately after potting a 
good deal more than most things, and 
when the roots have feirly commenced 
growth they want over double the quantity 
requisite for many hardwooded plants. If 
the shoots have made 8 or 9 inches of 
growth beyond where they have previously 
been stopped back to, they should at the 
time of potting have their points again 
pinched. Encourage growth as much as 
possible, and bb the shoots extend in length 
use a few sticks to keep them open, but 
no support will be needed, as the growth 
is strong enough to do without it. 

Neriums are particularly light-loving 
plants, consequently no shade must be 
given. Sjrringe freely every afternoon ; 
by the middle of July they will have made 
considerable growth, and should be turned 
out-of-doors in the full light, with a piece 
of mat or canvas round tne pots to ward 
off the force of the sun, which will other- 
wise have an injurious effect upon the 
roots that will now lie thickly against the 
inner surface of the pots ; supply them 
plentifully with water, and continue the 
use of the syringe. 

About the beginning of September the 
growth will be well ripened, and the 
flower-heads be about forming. They 
should now be taken indoors, and kept 
through the autumn and winter in a tem- 
perature of from 40* to 46* in the night; 
they should be given much less water, but 
do not allow the soil to become too dry, or 
the bloom-buds that are formed will be in 
danger of falling off. If the plants are 
wanted in flower earlier than they will 
come in by the influence of solar heat, they 
may, about the middle of March, be placed 
in a night temperature of 66", with 8' or 
10* of a rise in the daytime — this will con- 
siderably hasten their blooming, but too 
much heat and moisture must not be used, 
or it will cause the buds to fall off. After 
flowering, put them in pots 4 inches larger, 
and encourage growth in the same way as 
the preceding season ; they will not require 
stopping, as they will make a number of 
shoots from the base of where the flowers 
were produced ; again expose them to the 
full sun in the open air. Keep through 
the winter as previously ; in the spring after 
blooming they will in all probability be 
getting taller than required. If such is 
the case, cut the strongest shoots well back, 
give them another snift, and encourage 
growth as before, submitting them to open- 
air treatment in the latter part of the 
summer. After the next spring flowering, 
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if getting larger than needful, they can be 
headed down, and as soon as a little growth 
has been made a good portion of the old 
soil may be shaken from the roots, and the 
plants replaced in the same pots, in new ; 
afterwards grow them on as before, and 
by the libend use of manure-water they 
may be kept going for a couple of years 
without repottmg, when younger stock can 
be gr own on to supply their place. 

Where Neriums are required for flower- 
ing in a small state the best method is to 
keep a large plant or two, grow them on 
each season, and then ripen up in tie open 
air as above recommended ; when the 
flowers show on the points of the shoots 
cut these oflf about 8 inches in length, and 
strike them singly in 6-inch pots, using 
soil similar to that advised for growing 
them in ; put them in a gentle bottom- 
heat, and keep the tops as cool as possible, 
give plenty of water and a little shade. 
So treated they will quickly form an 
abundance of roots, when they may gradu- 
ally be inured to a greenhouse tempera- 
ture, in which let them remain through 
the winter ; in spring they can, as wanted, 
be either allowed to come into flower 
slowly or brought on in a little warmth, 
as recommended for the larger plants, after 
which tbev may be potted ana grown on 
as required. 

The following are all well worth a 
place : — 

N. album. White. 

N. Bplendens. Reddish pink. 

N. variegatum, Stripe<L 

Insects. — Should aphides or thrips make 
their appearance, fumigate with tobacco ; 
the syringing recommended is generally 
sufficient to keep them free from red 
spider ; if they get aflfected with scale it 
can be removed with sponge and brush. 

NiooTiANA Aimns. 

A pretty white -flowered greenhouse 
plant, that keeps on blooming for a length 
of time, through the summer and autumn. 
It is nearly allied to the tobacco of com- 
merce, but quite different in appearance ; 
it is much like a single form of Petunia, 
the tube of the flowers being much longer. 
It is raised from seeds, sown, and treated 
afterwards in every way as recommended 
for Petunias, which see. 

NIDULABIUM. 

These are small-growing stove plants, 
belonging to the order of Bromeliads. 
They are very compact growers, in general 
appearance much like the Tillandsias and 



iEchmeas, to which they are nearly allied. 
The flowers are produced similarly fix)m 
the crown or centre of the plant ; tnose of 
several of the species are very singular in 
appearance, nestling in a close, compact 
mass, like the head of a Cauliflower before 
it opens. The flowers are preceded by a 
number of small, brilliantly coloured 
leaves. The plants are eaaly grown^ 
provided they receive a sufficient amount 
of heat with a moist atmosphere and a 
little shade. They are increased from 
suckers produced like others of the Brome- 
liaceous family. These should be taken 
off from the parent plants after being^ 
allowed to remain attacned until they have 
got sufficient strength — in fact, it is better 
not to separate them before they have 
grown to near the full size, as growth is 
much quicker while supported by the old 
crowns. The roots are of a tough, wiry 
nature ; good fibrous peat, such as suitable 
for Orchids, will answer for them, adding 
a sprinkling of broken crocks or charcoal ; 
4 -inch or 5-inch pots are large enough at 
first, and the suckers should be kept moist 
after they are severed from the parent 
plants. If separated in the sprinc they 
will get established sooner ; give ttiem a 
comer of the stove away from any current 
of air, with a temperature of about 66' or 
70° in the night through the summer. 
They do best in a fairly light position, but 
should be shaded from the sun when it is 
powerful ; syringe them overhead daily, 
and always allow the water that collects in 
the hollow crown to remain. They will 
not require any more pot-room during the 
first summer ; 60° by night will answer 
through the winter, and they should never 
be allowed to get dry at the roots. 

In the spring when the heat is again in> 
creased give them pots a size larger, using 
soil similar to the first ; if they gain suffi- 
cient strength, the plants will flower to- 
wards *the end of summer, but, unless 
the suckers were strong when taken 
off, they may require another season's 
growth before blooming. The tuft of 
coloured leaves and the flowers which fol- 
low collectively retain their colour for 
many weeks, and have an extremely pretty 
and distinct appearance. After blooming 
treat in every way as before, so as to en- 
courage the production of suckers, retain- 
ing the old stools after the first are removed, 
as they will generally make a second growth ; 
this is the more necessary, as these Nidu- 
lariums increase slowly. 

N. cyaneum. This species has compara- 
tively large leaves, 20 inches long, green 
ground colour spotted with brown, under 
surface banded with greyish white ; flowers 



Digitized by 



Google 



OBNOCARPUS. 



Greenhoitse and Stove Plants, 



263 



reddish violet with deep red bracts. Brazil 

N. fuigens, A compact-growing land, 
cater leaves deep green, inner ones red ; 
violet-coloured flowers. Brazil. 

N. InnocentvL Outer leaves stout and 
broad, dark dull green above, red beneath ; 
centre leaves orange colour ; flowers white. 
Brazil. 

N.Lcmrentii. Leaves spotted dark brown 
on a green ground colour ; flowers dull 
purple. From South America. 

if.MeyendorffiL A strong-growing species 
with leaves hunger than 3iose of some of 
the family ; spiny on the ed^es, inner 
leaves crimson ; flowers bluish purple. 
Brazil. 

N. ScheremetimriL This is a larj^ 
grower than some of the genus, attainmg 
a diameter of 18 inches or 20 inches ; 
inner leaves bright red ; flowers purple 
and white. Bram. 

N. mectabile. Has stout recurved leaves, 
reddish purple at the tips with jpreyish 
white bands on the under side, flowers 
violet, produced in a dense mass. A 
native oi Brazil. 

Insects. — ^The texture of the leaves of 
Nidulariums is so hard, that they do not 
afford food for many insects, but both 
brown and white scale will live on them, 
and sponging is the best remedy. 

NOTHOOLSNA. 

A pretty genus of Ferns, comprising both 
stove and greenhouse species. They are 
principally small powers, in appearance 
much like the Cheilanthes, to which they 
are nearly allied. 

For propagation and cultivation, see 
Ferns, general details of culture. 

STOVE SPECIES. 

N. orywphyUa, 

N, lanuginosa, Madeira. 

N. nivea. Tropical America. 

N, rufa. Tropical America. 

N, tmercu Mendoza. 

N. tomentoM, Mexico. 

GREENHOUSE SPECIES. 

N. Eekloniana. South Africa. 
N. Maranta, Southern Europe. 

NYHPK£A. 

A magnificent genus of aquatic plants, 
most of which require a stove temperature. 
To do justice to them, and admit of enough 
kinds being grown to give variety, they 
should have a large tank with the water 
heated. The beauty of their flowers, com- 
bined with the length of time some of 



them keep on blooming (the hybrid N. 
Devoniensis, for instance, flowers for six 
months in succession) renders them ex- 
tremely desirable plants. Their cultiva- 
tion is simple, provided, as already said, 
there is a ts^ sufficiently large to accom- 
modate them. Some of the smaller species 
may with considerable success be grown in 
a large tub, placed in a warm part of the 
stove where there is plenty of light 

They are increased by seeds or portions 
of the roots, the latter will in most cases 
be found the most convenient plan— cut 
the thick fleshy root-stock in good-sized 
pieces in the winter or early spring, before 
growth is made. Large wide pots should 
be used, and plunged in the tank, but yet 
ndsed sufficiently from the bottom to allow 
the leaves to rise somewhat above the 
crowns of the plants. Good yellow loam 
answers for t^em. Through the growing 
season the water should be kept regularly 
at 80*, or a few degrees over, and the tem- 
perature of the house ought to be such as 
required by the warm section of stove 
pl^mts ; in winter it should not be lower 
than 66" for the warm species. Enough 
water should be regularly admitted to keep 
the whole sweet and clear, as if stagnant it 
soon becomes offensive. 

N, hUmda, A white-flowered species 
from Trinidad. 

M. comdea. A small-growing, blue- 
flowered species, that flowers in summer. 
Introducea from Egypt. 

N. cyanea. Bears blue flowers in summer. 
From India. 

N, devonienm. A splendid kind, with 
deep rosy-crimson flowers. A garden 
hybrid. 

N. Lotus, A moderate-sized, white- ^ 
flowered species, one of the most con- ' 
tinuous bloomers. From Egypt. 

N, rosea, A strong -growing, large- 
flowered, rose-coloured kind, from East 
India. 

N, rubra. This is one of the finest 
species, bearing large crimson blooms. It 
comes from India. 

The following will grow in a lower tem- 
perature, but in other respects require 
treating similarly to the warm species : — 

N, dentata. Bears white flowers of large 
size, and in large numbers. From Sierra 
Leone. 

N. scutifolia, A beautiful blue-flowered 
species, from the Cape of GkKxi Hope. 

(ENOOABPUS. 

In these we have a genus of stove Palms, 
chiefly noticeable on account of the oil 
that some of tiie kinds yield, and which 
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ifl used in several ways. They are mostly 
tall growers, with thin straight stems Uiat 
bear good-sized pinnate leaves. 

For propagation and cultivation, see 
Palms, general details of culture. 

(E, Batava. A stately species that 
attains a considerable height, but which 
may be kept within reasonable bounds for 
some time under pot culture. A native of 
S<juth America. 

(E. deaUbatus, A species that attains 
a moderate size, and is distinct-looking 
when it has advanced beyond the early 
stages of growth. From the Amazon 
country. 

(E, frigidus. A free-growing species that 
forms a handsome head of leaves. Tropical 
America. 

OREOPANAX. 

A genus of evei^een, ornamental- 
leaved plants nearly allied to the Aralias, 
in appearance not unlike A. SieboldiL 
They do the best in an intermediate tem- 
perature ; in other matters treat as advised 
for stove Aralias, which see. 

0. dactylifolium, A handsome, large- 
leaved plant, with palmate,* deeply-lo&d 
leaves. Introduced from Mexico. 

0, plantanifolivm. A pretty kind, with 
general habit somewhat like 0. dactyli- 
folium. From Peru. 

Insects. — The juices of these plants are 
little suited to the tastes of insects, but 
thrips sometimes aflfect them, for which 
sponge and syringe freely. 

OTHONNA CEASSIFOLIA. 

An evergreen plant, from the Cape of 
*Qood Hope, with scandent habit It is of 
no particular merit, but is sometimes used 
as a greenhouse climber. It can be in- 
creased by cuttings in spring in the usual 
way, and grown on in a pot until it is large 
enough for planting out 

The flowers are yellow, produced in 
autumn. 

Insects. — Nothing interferes much with 
this plant except r^ spider or aphides ; 
should the former be troublesome syringe 
freely ; for aphides fumigate. 

OUVIRANDRA. 

Among the most singular of all vegetable 
productions are the Ouvirandras or Lattice 
Plants. The V are stove aquatics whose leaves 
float near the top of the water in which 
they grow, but not quite on the surface. 
The water should not be very deep, for 
the plants are not large growers — the 



leaves of a healthy, weU-grown specimen 
rarely attain a lei^h of more than 12 or 
15 inches, and are borne on foot-stalks not 
nearly so long as the leaf-blade. Coming 
as they do from Madagascar, a country 
proverbial for its high temperature, it 
follows that under cultivation Lattice 
Plants must be continuously in water 
kept at something approaching a uniform 
temperature. A^otner matter of impor- 
tance is that the water should be clean and 
without sediment, otherwise the deposit 
left on the leaves would not only spoil 
their appearance, but also cause them to 
decay prematurely. 

These Ouvirandras can be increased by 
division of the crowns, but we much prefer 
seedlings, which are produced freely from 
self-sown seeds whei-ever the plants are 
grown well, and have suflScient room. 
Thev can, however, be induced to grow 
freely in a moderate space, such as a tub 3 
feet or so in diameter and 2 feet deep. In 
the bottom of this should be put a mound 
of loam about 6 or 8 inches deep and a foot in 
diameter ; in this the young plant should 
be placed and the soil just pressed around 
it, the surface of the mound being left 
quite smooth ; then fill up with water at a 
temperature of 80**, introducing it very 
gently, so as not to displace the soil. The 
vessel thus furnished snould be set over, or 
as close as possible to, the hot-water pipes, 
so that the water in which the plant is 
immersed may be kept at an even tem- 
perature ; this is best secured by growing 
it in something that will hold a consider- 
able body of water, such as a slate or lead 
cistern about 3 feet square ; in that case 
the plant can be put in a pot^ and the pot 
placed on another inverted in the tank, 
and then the leaves will not be too deep in 
the water. Some fresh water at a tem- 
perature of 80° should be added three or 
four times a week, so as to cause a moderate 
portion to run over ; in this way the water 
will be regularly renewed, and kept in a 
fresh, clear condition. 

Little further is required, except that if 
the water, notwithstanding the precaution 
suggested, happens to get loul, it should be 
completely cnanged, and the leaves very 
careiully spongea, so as to remove all 
slimy matter irom them. These plants, 
however, rarely do well if the water cannot 
be kept clean without entire renewaL We 
have spoken of Ouvirandras as requiring 
the water kept in a continuously warm 
state. This cannot well be done except in 
a house in which a high temperature is 
maintained, and unless such is at com- 
mand it is of little use attempting their 
cultivation. Where the plants have plenty 
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of room they grow to a large size, forming 
-A number of crowns with some dozens of 
leaves, in which case they usually flower, 
and the seeds vegetate readily. There are 
two kinds — 0. Bemeriana and 0. fene- 
stralis ; the leaves of 0. Bemeriana are 
blunter than those of 0. fenestralis, and 
the former is by some thought to be the 
best grower. 

OXTLOBIUll 

Dwarf evergreen greenhouse shrubs of 
bushy habit that bloom freely, but are 
inferior to many hard wooded plants now 
in cultivation. They require Bimili^r treat- 
ment to Polygalas, which see. 

The undermentioned are the best kinda 

0. capitatwm. Flowers yellow; a summer 
hloomer. Swan River. 

0. eUipticmn, Yellow, also a summer 
hloomer. Van Dieman's Land. 

0. Oshomii. Has yellow flowers pro- 
duced in summer. From Australia. 

0, Pultencecd. Deep orange ; blooms in 
spring. New Holland. 

PANAX FBUTIOOSUM. 

A pretty evergreen stove plant, with alter- 
nate, bipinnate, drooping leaves, toothed 
on the eage. It is suitable for use in any 
way where fine-leaved plants of moderate 
size are required. It will thrive imder 
ordinary stove treatment, such as answers 
for other inhabitants of warm countries. 
It comes &om Java. 

PANORATIUM. 

These constitute a somewhat numerous 
family of bulbous plants, the greatest por- 
tion of which are stove species ; nearly all 
of them have white and generally highly 
fragrant flowers, which, for beauty and 
el^ance, have few equals. They are found 
indigenous over a wide range of mostly 
warm countries, extending from South 
America, the West Indian Islands, to 
eastern continental India. With few ex- 
^leptions they require a warm house to 
crow in; consequently, the remarks fol- 
lowing on their cultivation will refer to 
such kinds as do the most satisfactorily 
with stove heat Like most bulbs, diey 
flucceed best in a close, somewhat strong 
loamy soil, made fii-m in the pots. They 
can be raised from seed so\ni as soon as it 
is ripe, which will generally be in the 
autumn, in pans of sifted loam with a little 
Band added ; press the material firmly down, 
«»tter the seeds thinly on it, and cover 
them slightly, after which stand the pans 



in a temperature of 60*^, and shade so as to 
keep the soil from getting dried and re- 
quiring more water Qian Miould be given 
before the seeds vegetate. As soon as the 
young plants have made their appearance 
give them more light Keep tnem in a 
temperature such as that just advised untQ 
the solar heat increases, when it may be 
increased proportionately, and air given 
daily and water when needed; they will 
not require much, if any, shade. As soon 
as they have got large enough to handle 
they should be pricked out 2 inches apart 
in soil similar to that in which the seeds 
were sown, pressing it quite firm. They 
will through the summer and autumn bear 
an ordinary stove temperature, which 
should be reduced proportionately in 
winter. In spring put them singly in 
3-inch pots, making the soil quite solid 
and draininf5 the pots well They will 
require nothing further during the summer 
and ensuing winter, except treatment as to 
heat, air, and water as in the previous 
season. 

In spring they will again want more 
room. The largest will take 7-inch pots ; 
for the weaker plants those an inch less 
will be big enough. Treat in every way 
as in the past season. By autumn some of 
the strongest may be large enough to 
flower, but nothing wiU be gained by 
attempting to hurry them to this ; it is far 
better to let them have another season's 
growth before blooming, as they will then 
Mower so much stronger. Move them in 
spring into 9 or 10 inch p<jt8, and treat 
liberally in all respects so as to get the 
bulbs as large as possible ; in the autumn 
gradu«dly withhold water, letting the soil 
get as dry as the plants will bear without 
injury. They will stand keeping in a 
semi-dry state through the winter. In the 
spring, when the temperature is increased 
and water given, they will again commence 
growing, and the strongest may be expected 
to bloom during the summer. All that is 
further required is to treat generally as so 
far advised, giving larger pots as the plants 
seem to require it, but ttiese^ in common 
with most other bulbous subjects, do best 
with no more disturbance o!' tlieir roots than 
can be avoided. With fair usage the bulbs 
will go on increasing in size and will make 
offsets, which can be taken off and treated 
as recommended for the young bulbs raised 
from seed, the difference being that the 
offsets can be induced to bloom in less 
time than seedling plants. 

The undermentioned are a few of the 
most desirable kinds : — 

P. fragrans, A very free-flowering, 
handsome species, the most generally culti- 
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vated of any. It comes from the West 
Indies. 

P. rotatum is from Carolina, and is a 
smaller grower than some others of the 
fieunily. 

P. spedosum. Another West Indian 
plant, a stronger grower than the preced- 
ing. It usually blooms later m the 
summer than P. fragrans. 

P. zeylanicvm, A very handsome kind 
of medium growth from Ceylon. 

The above are all white-flowered sorts, 
and will generally be found to be sufficient, 
except in the case of those who form col- 
lections of these plants. 

Insects. — The smaller species of insects, 
such as thrir« and aphides, that affect stove 
plants, will live upon Pancratiums. These 
can be destroyed by fumigating with 
tobacco. Scale and mealy bug where pre- 
sent are the most troublesome, as they get 
down into the axils of the leaves, from 
whence they can only be removed by 
sponging or the use of a soft brush. 

PANDANUS. 

The Pandanus or Screw Pines, so called 
from the screw-like form in which their 
leaves spring from the main stem, are 
remarkaole for their elegantly curved 
leaves which reflex with a regidarity that 
gives them in either a large or small state, 
when well grown, an interesting appear- 
ance. In colour some are deep green with 
a reddish brown shade on tneir toothed 
edges and sharply spined midrib, as in P. 
utuis or P. elegantissimus, or beautifally 
variegated with white, as in P. Veitchii, or 
P. javanicus. They are mostly strong 
growers, but several of the species attain a 
much larger size than the rest. The 
maiority of them come from the hot parts 
of the eastern hehiisphere, and consequently 
like a high temperature. 

They are increased from suckers which 
most of the species produce more or less 
freely from the main stem ; if these are 
taken off in the spring, a few of their 
bottom leaves removed, placed singly in 
small pots filled with a mixture of half loam 
and sand, and stood in a brisk bottom heat, 
such as would do for suckers of the edible 
Pines, they will soon emit roots. When 
well rooted it is better to stand the plants 
close to the glass where they will get a full 
volume of light, for upon the leaves not 
becoming at all drawn aepends the appear- 
ance of the plants as they get larger. The 
creen-leaved kinds require only as much 
shade as will keep their leaves from getting 
injured ; the variegated ones want more 
shading, or the white portions assume an 



ugly greenish yeUow colour. As the sun 
approaches its full power the heat should 
be increased to 70** in the night, with 
10* or 16" more in the day when it is 
bright, giving air dail^r when the weather 
wiU permit, and syringing the plants over- 
head in the afternoons. By the beginning 
of June larger pots will be reauireid ; the 
size of these must be regulatea in accord- 
ance with the difference In the kinds culti- 
vated, the most room being given to the 
strongest growers. Drain the pots well ; 
they will succeed in either peat or loam» 
but we prefer the latter, as it usually 
favours more robust growth as well as 
higher colour in the variegated sorts. If 
more root-room is wanted before the end 
of summer it must be given, they are free- 
rooting plants, but yet it is not well to 
give them larger pots than necessary. Re- 
duce the temperature in the autumn, and 
discontinue snading ; 60° or 66* in the 
night will be enough through the winter, 
with 6* or 10° more in the day ; at the 
same time keep the soil drier. In the 
spring again increase the warmth both day 
and night, and treat generallv as advised 
the preceding season, giving additional pot- 
room as it becomes necessary. All that is 
required further is to foUow on with the 
treatment advised up to this point, giving 
larger pots from time to time as the roots 
fill those they already occupy. When the 

rimens get old and the lower leaves fall 
or become shabby, the heads may be 
cut away, which will cause the stems to 
break out, the young suckers from which 
can be taken off and treated as advised, 
after which the old stools can be discarded, 
as yoimg plants are preferable. 

The undermentioned are a few of the best 
and most distinct : — 

P. elegantissimuM, A free-growing kind 
from the Mauritius, with handsome foliage 
that ultimately attains a considerable size, 

P. gramimfolius. A very handsome 
small-growing kind ; one of the most 
elegant in habit and suitable for growing 
where the larger sorts are not 

P. javanicus variegatus. Is handsomely 
variegated and particidarly pretty while 
young. 

P. reflexus, A strong grower that attains 
a very large size ; the reSexing of its leaves 
gives it a distinct appearance. A native of 
me East Indies. 

P. utUis, A very strong-growing, hand- 
some species from Bourbon. Suitable for 
cultivating in a big house where its laige 
spreading leaves wul have room. 

P. VandermeerschvL This also is a de- 
sirable sort that attains a medium size. 

P. Veitchii A beautifully vari^^atecl 
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species, very handsome in either a large or 
small state. From the South Sea Islands. 
Insects.— The hard texture of the leaves 
of these plants does not oflfer much attrac- 
tion to insects geneiaUy, which are easily 
kept under by syringing. If scale affects 
them, sponging must be resorted to. 

PAFYBUS. 

These are handsome evergreen plants, 
best suited with a moderate stove tempera- 
ture, although they will live in a green- 
house. They are aquatics, suitable for 
growing in a tank oi a house devoted to 
water plants, but will thrive well in pots 
if kept stood in water. 

They can be raised from seeds and also 
by division of the crowns, which latter will 
usually be more convenient The propaga- 
tion by this means should be carried out 
in spring before growth begins ; turn the 
plants out of the pots, shake away the soil, 
and then with a knife separate the crowns, 
which place singly in pots large enough to 
accommodate tie roots and jQlow for the 
season's growth. Ordinary loam answers 
for them. As soon as potted give water 
and stand the pots in the stove in pans 
of water kept regularly filled. The usual 
stove treatment, with a daily use of the 
syringe is all they require, and larger pots 
should be given as needed proportionate 
to the size the plants are wanted to be 
grown to. 

P. antimwrum. The Egyptian paper 
plant A handsome species that forms 
lar^e heads of singular drooping leaves. A 
native of Egypt 

P. syriacus, A fine kind, very effective 
when well grown. 

Insects.— Few insects affect these plants 
when properly attended to with water and 
frequent syringing ; through the growing 
season aphides sometimes give trouble, for 
these fumigate. 

PA8SIFL0BA. 

(Stove) 

Passifloras constitute a large family of 
evergreen climbers, mostly of strong growth, 
especially such as are strictly stove species, 
which are here treated of. Many or them 
are only adapted for comparatively large 
structures ; if introduced to small houses 
it becomes necessary to use the knife to 
such an extent that little of their true 
habit and disposition to flower is possible, 
while, on the other hand, if allowed to 
ramble so as to exhibit their natural cha- 
racter they all but smother everything 
else, and, however desirable it may be to 



see such plants developed to their full ex- 
tent, few people will care to give up a 
whole house or division in a range 
almost entirely to a single plant or two. 
Where, however, there is sufficient room 
they rank amongst the grandest of climb- 
ing or twining plants. Their cultivation 
is very easy, as they are generally in- 
different to the description of soil their 
roots are placed in, provided it is not too 
adhesive or too poor ; in the former case, 
from the quantity of water required to de- 
velop and maintain their large amount of 
leaf surface, it would become sour and un- 
kindly, and if too poor, the foliage always 
looks sickly, and is liable to be infested 
with insects, which are usually persistent 
in their attacks on plants not m a free 
condition of growth. But in avoiding this 
the opposite mistake must not be com- 
mittea of using the soil in too lich a state, 
as in this case the plants grow so rampant 
as to be unmanageable ; if a little manunal 
assistance becomes necessary it can be sup- 

Slied in a liquid state. The Passion 
owers are botanically nearly allied to 
the Tacsonias ; the species here treated of 
require considerable heat, being natives of 
hot countries, such as the warmest parts of 
Mexico, Brazil, Jamaica, and other West 
Indian Islands. One of the finest— if not 
the very finest — of the group, P. quad- 
rangularis, is from Jamaica ; it has ample, 
deep green, handsome foliage, and very 
large beautiful flowers, singular like the 
rest of the family in their strange forma- 
tion, as well as in the effect produced by 
their combination of blue, red, and 
green ; in P. Buonapartea, sometimes grown 
under the name of the former species, the 
colour is red, blue, and white. 

They strike readily from cuttines made 
of the young shoots taken off witn a heel 
during the spring, when they have at- 
tained a length of 5 or 6 inches. Insert 
them singly m small pots drained and half 
filled with sandy peat, the remainder sand 
alone ; keep them moist and confined 
under a bSl-glass or in a propagating 
frame with or without bottom heat. They 
will root in the course of a few weeks, 
when the glass may be dispensed with ; as 
soon as the small pots are moderately filled 
with roots, shift into larcer ones. From 
their free habit of growth they will bear 
a larger shift than most things. Six or 7 
inch pots will not be too big, placing a 
stick to support each plant. They will 
stand a strong heat when there is sufficient 
length of daylight to wari-ant its apjplica- 
tion ; TO** in the night with a prqportionate 
rise by day, will not be too mucn, though 
they will grow, but comparatively slower. 
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with less. Keep ihem well up to the glass 
where all the light possible will reach 
them, using a thin shade during the 
middle of tne day, but not more than is 
found necessary to prevent the leaves 
scorching; give air daily more or less 
according to the state of the weather, 
svringe freelv overhead at the time of 
closing the house, but not oftener even 
in the hottest weather, for when carried 
beyond this it is a practice which we may 
here allude to as nighly injurious to all 
but a very few exceptionally moisture- 
requiring subjects ; it excites undue growth 
at the expense of substance and solidity in 
both the leaves and shoots. The stopping 
of the single shoot, that each wiU so tar be 
composed of, must needs be regulated by the 
purpose the plants are wanted for ; if to cover 
an end wall or to occupy several rafters in 
the roofi it will be necessary to pinch out the 
point of the shoot once or more, so as to 
induce the production of several growths 
to fill the space required ; but if to be 
grown, as these plants sometimes are, where 
space is limited, lengthways of the house, 
over a path where one or two branches are 
trained to wires as near the glass as the 
rafters will permit, they will only require 
stopping so far as to furnish the few growths 
neeoed. In this way they will flower 
freely, but have not so nice an appearance 
as when occupying a position wnere the 
blooming shoots can hang down in a looser 
manner. By the end of July another shift 
will be required ; 10-inch pots by this time 
will not oe over large, and as soon as the 
shoots have attained suflScient length the 
plants may be put in the position they are 
intended permanently to occupy. 

If to be planted out, the border in which 
the roots are to be placed should not be too 
large, or it will be diflicult to keep the 
plants within bounds. The bottom must 
m well drained, with the requisite egress 
below for the water to get away. This is a 
matter that frequently does not receive suffi- 
cient attention, from a supposition that the 
surplus water that soaks through the soil 
in the process of watering will find its way 
off ; yet such is by no means the case, as 
after a time the under surface gets almost 
impervious to water, and the roots, which, 
with free-growing plants like these Passi- 
floras, are produced in quantity, and lie 
thickly in the bottom of the pot, tub, or 
border in which they are grown, as a 
natural consequence, " if sta^ant water 
exists there, rot, causing the unhealtiiy 
condition the plants are often seen in. 
From 9 to 10 inches in depth of soil will be 
enough for the roots to ramble in; it 
should be moderately rich, and should 



contain enough sand to keep it quite 
porous. The shoots will require constant 
attention until they have filled the space 
they are destined to cover ; keep tnem 
trained to the supporting wires, and take 
care that the lower portion is sufficiently 
clothed first, or it will be difficult to 
accomplish this afterwards without cut- 
ting tne plants back, and beginning the 
work anew by inducing the production of 
a fresh lot of shoots to cover the space that, 
in the first instance, they should have been 
trained over. It should ever be borne 
in mind in the cultivation of these climb- 
ing plants, and of such as are of a twining 
habit, that they have the greatest disin- 
clination to extend downwards, except in 
the case of the flowering terminal shoots, 
which often are found in a hanging posi- 
tion, but the strong growths made early in 
the season require, at the least, to be kept 
in a horizontal position, and do stiU better 
where they can ascend. So apparent ia 
this that it may be noticed where a strong 
shoot happens to lose its hold of the sup- 
port to which it was clinging, and thus 
nangs with its point downwards, that it 
makes little progress afterwards, generally 
breaking out another ^wth at the highest 
point where bent, leaving the pendant por- 
tion in a half starved, dwindling condition. 
Were more notice taken of the habit of 
climbing and twining plants, and. their 
natural requirements in this respect kept 
before the eye of the cultivator, there 
would be much fewer failures with them. 
After the plants have filled the position 
allotted to them, little more training will 
be required than a regulation of the shoots, 
so as to prevent their getting entangled in 
masses, cutting in yearly after the season's 
growth and flowering are completed. When 
there is an apparent exhaustion of the soil, 
it will be best to meet this in two ways— 
by removing a few inches of the surface in 
spring before growth commences, replac- 
ing it with good new material, and also by 
the use of manure- water, which the plante 
will take in a somewhat stroncer state 
than weaker-growing subjects ; dv these 
means they wiU keep on in a healthy con- 
dition for many years. When the roots of 
Passifloras are confined to pots or tubs, it 
is necessary that these should be large, and 
that as much of the surface soil as can be 
annually removed should be replaced with 
new, well enriched with rotten manure ; 
this, with the help of manure-water given 
regularly through the growing season, will 
keep them in a thriving state for three or 
four years, when they may be heiuled 
back, and after they have broken into 
growth partially shaken out and the soil 
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renewed. This will impart to them the 
requisite vigour to grow and bloom for a 
few more years, when the operation may 
be repeated or their places supplied by 
younjj plants, which, from their freedom 
to strike and grow, there is little difficulty 
in getting up to a large size in a short 
time. 

The most suitable kinds for general culti- 
vation are : — 

P. alata, A handsome free-growing 
sort, with red and purple flowers. West 
Indies. 

P. amabUis. A free-growing, handsome 
variety, from South America, bearing scarlet 
and white flowers. 

P. Bucma/partea, A strong -growing, 
large-leaved kind, with blue, wmte, and 
red flowers. 

P. cardinalu. A very handsome kind, 
with bright effective flowers produced 
freely. Suitable for a large house. 

P. Decfvimecma. A fine free -growing 
kind. 

P. hermesma. This is a handsome kind 
that branches freely, and produces its crim- 
son flowers in abundance. 

P. L<yudonvi A moderate grower, bear- 
ing handsome purple flowers, produced 
freely. 

P. prvncefps, A handsome, moderatelv 
vigorous kind with scarlet flowers. Brazil. 

P. quadrangtUarU, A strong-growing 
kind with broad massive green leaves, and 
blue, green, and red flowers. Jamaica. 

P. qwidrangvlaris aucuhcefoUa, A varie- 
gated-leaved form of the above with hand- 
somely-marked foliage. 

Insects. — Passifloras are not'more sub- 
ject to insects than the generality of heat- 
requiring plants, but tnese parasites will 
live on Uiem, especifJly mealy bug, which 
must be sought for at the base of the 
leaves and in the crevices of the bark on 
the mature stems and half-ripened shoots ; 
also, the syringe can be fredy employed, 
and will be a means of keeping them under, 
still further aided by strong washings with 
insecticide when the plants are at rest 
Remove scale by sponging, and should 
thrips or red spider make their appearance, 
a free use of the syringe will be the best 
remedy. 

PASSIFLOBA. 

(QremkovM,) 

Among these are some of the most 
beautiful and free-^wing climbers, best 
adapted for a good-sized house. 

Their propagation and cultivation is 
similar to that given for the stove species, 
except that, as a matter of couise, they re- 



quire less heat, and their growth is slower, 
taking a longer time to attain a size suit- 
able for planting out. 

The undermentioned are desirable kinds : 

P. Cmn/phdUL Red. 

P. ccBTuUo-racemosa, Purple. A garden 
variety. 

P. iduti$. Blue and white. The fruit 
of this species, purple in colour, is edible. 
Brazil 

P. ImpmOrice Eugenie, Violet, white> 
and lilac. Brazil. 

P. onychina. Purple. Buenos Ayres. 

P.valmata, Blue, purple, and white. 

P. sangvdnea. Crimson, violet, and 
white. Columbia. 

PAULLINIA. 

Evergreen stove plants with el^tnt 
foliage, borne on slender shoots. They 
do not require much room, and on that 
account are preferable to many of the 
coarser-growing kinds of fine-leaved sub- 
jects. 

They are increased by cuttings which 
require to be potted and grown on in the 
usual way witn plenty of neat in summer, 
and should be kept proportionately warm 
in winter. They may be trained on sticks, 
so as to form a loose bush, or look well 
suGHDended with the shoots hanging down. 

P. oceanica, A beautiful species, witii 
small leaves, borne alternately on dark 
coloured shoots. From the South Sea^ 
Islands. 

P. thalictrifoUa, A handsome kind, 
with small, pretty foliage. The shoots 
have a thin, wiry appearance, and require 
support From Brazil 

Insects. — Most of the insects that affect 
stove plants are troublesome on the Ptful- 
linias ; constant attention must be given 
them by syringinc and sponging, if at all 
affected, or the foliage gets so f& injured 
as to spoil their appearance. 

PAVETTA. 

Two species of these handsome plants 
well deserve a place in the stove, viz., P. 
borbonica and P. caffra. Of these the first 
is one of the most beautifril of evergreen 
variegated stove subjects. It is a ntu^- 
wooded species, erect in habit, and incap- 
able of being made to branch out until it 
has acquired considerable strength and 
height Indeed, it looks best when con- 
finea to a single stem. The leaves are a 
foot or more in length, shining, bright 
green, distinctiy manced with blackish 
green, and the midrib red. It may be 
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propagated from eyes with a leaf attached, 
or irom young side shoots such as spring 
from the main stem when the plant gets 
strong enough, or from shoots produced by 
a specimen that has been headed back. 
The cuttings should be put singly in small 
pots in a brisk bottom heat if available, 
kept close, moist, and shaded. They 
ffenerally require a good length of time to 
form roots. When these are present in 
sufficient numbers move the young plants 
to larger pots, using good sandy peat, and 
keep uiem in a brisk neat Supposing the 
cuttings to have been taken off in the 
spring, it will be Au^t hj the time they 
get fiuly established in their pots. Treat 
generally during the remainder of the 
summer as required by other evergreen 
warm stove plants, syringing daily overhead, 
with a moist atmosphere, and giving shade 
when the sun is powerful A temperature 
of 66** will be enough for the winter. In 
spring give them 6 or 7 inch pots, increas- 
ing the heat as the days get longer ; all 
further needed will be a continuance of the 
treatment given last summer, and a similar 
course when winter again comes roimd, 
with pot-room as the roots want it The 
plants should be grown on so long as they 
retain their lower leaves, after the loss of 
which they lose much of their beauty, and 
ought to be shortened in, when the stools 
wiU produce cuttings. It comes from the 
Isle of Bourbon. 

P. caffra makes growth in the way of 
<}ardenia intermedia, and produces flowers 
in bunches like a small white Izora ; it is 
a free bloomer, its flowers look very pretty 
on the plant, and are well adapted for 
cutting. It strikes freely from cuttings of 
the young shoots put in about the end of 
Apnl, at which time they may usuallv be 
had in suitable condition ; place tnem 
singly in little pots, filled with sand ; 
they will root in a month if kept warm, 
close, moist, and shaded. After the small 
pots are fiUed with roots move into others, 
3 or 4 inches in diameter, using sandy peat ; 
pinch out the points of the shoots, and grow 
on in a moderate stove heat, with a uttle 
shade and some air in the middle of the 
day, syringing in the afternoon. In 
■August give them pots 2 or 3 inches lai^er, 
and encourage them to fill the soil before 
winter, during which time a temperature 
of 60° or 66° will be enough. More pot- 
room will be needed in spring, when the 
points of the leading shoots should be 
pinched out ; treat as to warmth and other 
matters as in the preceding summer. The 
plant is a good grower, and the young stock 
will require larger pots before the growing 
season is over. If all has gone well most 



of the principal shoots will produce 
flowers during the earlv part of autumn, 
after which the points of the growths may 
be cut back slightly, and the plants 
wintered as before. Give more root-room 
in spring, and treat generally as advised 
for the preceding season's growth. By 
cutting in a little annually and partially 
removing the soil when needful, tney will 
last for years. This Pavetta is a native of 
the Cape of GJood Hope, but does best wiA 
more warmth than most plants from the 
same region r^uire. 

Insects. — The daily use of the syringe 
advised during the growing season wul 
keep the smaller insects in check. Should 
scale or bug, both of which insects will 
thrive on them, attack the plants, syringe 
with insecticide when at rest, and sponge 
the leaves if growth is in progress. 

PAVONIA. 

Evergreen stove plants possessing com- 
paratively little ment, yet somewhat singu- 
lar in appearance. They are easily grown, 
requiring nothing more tnan ordinary stove 
treatment, with moderate heat through the 
growing season, and a temperature of about 
60* in the night during winter. They 
will thrive in either peat or loam, with 
a liberal supply of water to the roots in 
summer. 

P. MakoyancL. A distinct-looking soecies, 
one of the best of the genus ; nowers 
purple and bright carmine. From Brazil 

P, Wiota This species bears curious 
flowers, a combination of bright and 
blackish red. From Brazil. 

PELABOONIUM. 

Of all the genera of plants which are 
used for the decoration of greenhouses, 
there are none that hold a more prominent 
place than Pelargoniums. So accommo- 
dating are they that some of them will 
flower all the year round, while nearly all 
will produce flowers as long as they can be 
kept growing. 

Their propagation is easily effected from 
either shoot or root cuttings, the former 
mostly being used. They will strike at any 
time of the year, but spring or the latt^ 
part of summer is the best; if the latter 
season is chosen the shoots will be in right 
condition about the end of July. Cuttings 
may be made of the tops, or of the lower 
part of the current season's growth, which 
will be further matured ; in the latter case 
let the cuttings be composed of a couple of 
joints each. Put them 2 or 3 inches apart 
in pans or pots half filled with a mixture 
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of half loam and sand, the remainder all 
sand ; give a little water, but do not make 
the soil too wet An ordinary frame, with 
plenty of air continually on, fully exposed 
m the open air at this season will answer. 
When well rooted put them singly in 
3-inch pots, using ^ood loam with some 
rotten aung and a little sand added ; pot 
firm, pressing the soil well down. Keep 
rather dose in a frame or house for a week, 
with a little water, but not so much as 
many things would bear. When top 
growth has fairly begun pinch out the 
points of the shoots, stand close to the glass 
with plenty of air in the daytime ana no 
shade. Keep the soil drier through the 
autumn, ana towards the end of the year 
move them into 5 or 6 inch pots, still keep- 
ing them as near the roof as possible in an 
airy house, with a little heat on cold nights, 
so as to keep the temperature about 45*". 
Pelargoniums will do with less warmth 
than ttiis, but are better with it Tie out 
the shootB horizontally close down to the 
rims of the pots ; if this is not attended to 
while the growth is soft and pliable it can- 
not be done afterwards. Give much less 
water than most things require, and never 
apply it in the winter season until the soil 
is all but quite drjr, for the roots of Pelar- 
goniums are at all times less able to bear 
the soil in a wet state than almost anv 
other plants ; even in spring, when in full 
growth, care must be taken in this matter, 
particularly with the fancy varieties. If 
the plants are wanted to bloom early the 
shoots must not be stopped again, but if to 
flower later pinch out the points again 
when potted the second time. When the 
bloom buds are visible give weak manure- 
water once a week ; shade from the sun 
when in flower. After blooming turn the 
plants out-of-doors for two or tmree weeks 
to ripen the shoots, giving little water, 
then nead them down to within two or 
three eyes of the bottom, and stand them 
in a framne so that they may not get wet by 
heavy rains ; apply no water to the soil 
except by syringing once a day. As soon 
as toey have broEe into growth shake 
away most of the old soil, and return the 
plants to the same pots with new. Keep 
them close for a week or two with little 
water to the soil, still sprinkling them over- 
head with the syringe in the afternoons. 
When the roots have had time to move, 
and shoot gro¥rth has made a little pro- 
gress, give water. Treat afterwwds as 
advised through the preceding autumn, 
and s^;ain about November give pots an 
inch or two larger; thus manaf^ the 
plants will last many years. Eight-inch 
pota are big enough for Pelargoniums 



of any kind, however large or old they 
may be ; bv shaking out as advised oJttsr 
flowering the soil gets renewed, and by the 
use of manure-water in the height of the 

•win^ season they may be grown to a 

ze size. The early blooming varieties 
of Pelargonium, with elegant frilled flowers, 
are now deservedly in favour ; they bloom 
profusely through the late winter and early 
spring months, and also in the summer, if 
tne snoots are stopped as already sujigested. 
Their treatment is in no way different, 
except that for early flowering they must 
be kept warmer in the winter. 

The Zonal varieties, double and single, 
are the best for autumn and winter bloom- 
ing, for which purpose plants should be 
prepared by striking cuttings in spring, 
and growing them on with plenty of light 
and abundsmce of air througn the summer, 
keeping them in the autumn and on during 
the winter as near the glass as can be in 
a temperature of 48* or 60*, with air 
on night and day. This section, as 
also the Nosegay varieties, are not so im- 
patient of water as the kinds fii'st treated 
of. The Bronze varieties will succeed with 
treatment in all respects similar to the 
Zonals. 

The Tricolor section, both the silver and 
gold varieties, are slq^wer growers than the 
kinds cultivated for their flowers, and 
should have less pot-room until they have 
gained size ; their propagation and after 
treatment is such as recommended for the 
large-flowered and fancy kinds. The same 
applies to the Ivjr-leaved varieties, which 
have been much improved of late, and are 
deserving of being extensively grown in 
hanging baskets, and for general cbcorative 
use. 

The treatment detailed applies to all 
the sections of Pelargonium except the 
Cape species and their hybrids, which are 
best increased by root cuttings made of 
bits of the strong roots ; they should be 
cut in lengths of about an inch and inserted 
in sand so as to just leave the top above 
the surface. They may be struck in spring 
standing them in a temperature of 55* or 
60*, and keeping them slightly moist but 
not wet or too close ; when they have 
made 2 or 3 inches of top growth, pot them 
singly, and treat subsequently as advised 
for the others. These Cape species are 
weak growers, and must have less pot- 
room than the other kinds. 

The lemon-scented sorts of Pelargonium 

frown for their perfume, and their elegant 
em-like leaves, so well adapted for using 
amongst cut flowers, require to be treated 
in their several stages like the flowering 
varieties. 
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SHOW VARIETIES. 

AcfUevement Lilac-rose, centre white, 
maroon spot on top. 

Ambcuiador, Pink, lower petals rosy 
pink. 

Blw BdL Purple, margin lilac, black 
blotch. 

Charlemagne, Salmon-peach, top petals 
spotted. 

ClariheL White, carmine spot on top 
petals. 

Comet Orange-scarlet, maroon spot on 
top petals. 

Corsair. Purple, top petals black, centre 
white. 

Criterion. Lower petals crimson, narrow 
crimson margin. 

CromweU. Crimson, maroon spots, white 
centre. 

Desdemona. White. 

Duchess. Crimson lower petals, black 
top petals, centre white. 

Ihtke of Connaught. Crimson-scarlet 

FirebM. Scarlet. 

UlwrniruUoT. Vermillion-scarlet, white 
centre. 

Lady of the Lake. Orange-rose, top 
petals crimson. 

Lord Clyde. Scarlet, top petals maroon- 
blotched. 

Mary Hoyle. Orange-roee, centre white. 

Maid of Honour. Pink, centre white, 
maroon blotch on top petals. 

Monarch. Crimson-purple, white centre, 
crimson edge. 

Pericles. French white lower petals, top 
petals dark. 

Pompey. Orange petals, white eye. 

Purple gem. Deep purple, black-maroon 
top petals. 

(iueen of Scots. Orange top petals, lower 
ones rose. 

Queen Victoria. Crimson, white centre. 

Bed Gauntlet. Bright scarlet, black spot 
on top petals. 

jBoo Koy. Violet rose, white centre. 

Scottish Cheftain. Crimson and dark 
maroon. 

SUUesmcm, Rose and maroon, white 
centre. 

Virgin Queen. Pure white, carmine spots. 

Warrior. Crimson, black spots. 



Decorative kinds, the best for early 
spring flowering :— 

ChameleoTL Deep scarlet, spotted. 
Chimene. Crimson-red, dark blotch on 
all the petals. 
Decorator. Crimson, maroon spots. 
Defiance. Bright scarlet, centre violet. 
Duchess of Bedford. White, carmine spot 



Duchess of Edinburgh. White, purple 
blotch. 

EnvUie Evrard. Bright scarlet 

Etnct. Vivid scarlet, violet centre. 

ImproTfement. Crimson, dark blotch. 

Kingston Beauty. Pure white, purple 
blotch on top petcds. 

Lady Blanche. White, crimson spots. 

Lucie Lemoine. Pure white. 

Madame Thtbaut. Light 

Madd of Kent. White, rose spots. 

Monsieur RouiHard. Deep carmine,, 
edged with white. 

mr. John Hayes. Rosy pink, white 



T8. John Hayes. Delicate peach, spotted* 
Mrs. Levns Lloyd. Velvety cnmson,. 

violet centre. 
Mrs. William Davis. Pale pink, maroon 

blotches, and crimson spots. 
Queen Victoria. Orange-carmine, white 



let Gem. Bright scarlet 
Vemas. Pure white, carmine spotsi 
Viraim,ale. White, crimson spots. 
Wiuiam Smith. Flesh colour, chocolate 
blotches. 

FANCIES. 

Acme. Purple maroon, white throat 

Bridesmaid. Lavender, white edge. 

Brightness. Rosy crimson, white centre. 

Cloth of Silver. White, rose blotch. 

DeUcaiuTn. Light rose and white. 

Fannv Oair. Rosy lake, centre and 
edges white. 

Godfrey Turner. Crimson, lilac margin* 

Indian Chief. Deep maroon, edges and 
centre white. 

Jewess. Rosy carmine, bordered with 
lilac. 

Lucy. Crimson, violet shading. 

Madams Sainton-DoUry. Crimson, under 
petals mottled. 

Miss-in-her-Teens. Upper petals cerise, 
under mottled crimson. 

Neatness. Crimson-purple. 

Placidum. Rosy purple, edges and centre 
white. 

Boi des Fantasies. Crimson, centre 
white. 

Silver Cloud. Pink, centre white. 

The Shah. Crimson, centre light, edge 
lilac 

Thomas King. Carmine, centre white> 
edges lilac 

ZONALS. 

Attraction. Lilac-pink ; double. 
Clara Pfitzer. Rose-pink ; double. 
Commander-in-Chief. Scarlet 
Corregio. Crimson. 

Earl of Beaconsfield. Dark scarlet; 
double. 
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Edith Pearson, Red, salmon tinted. 

Fanny CaiUn. Rosy-salmon, large white 
eye. 

Oaithome Hardy, Orange-scarlet. 

General Farre, Orange-salmon ; double. 

Henry Beurier, Salmon ; double. 

Herotne, Pure white ; double. 

Hermda. Rose red. 

Horatius, Light magenta. 

Ivanhoe, Red. 

/. 0, MwAers, Crimson. 

Jeam.ne d!Arc. White. 

La France, Magenta-scarlet 

Lard E, Cecil. Cerise-scarlet ; double. 

M. Gelein Lowagie, Orange-scarlet ; 
double. 

Madame Colson, Deep salmon. 

Madame Francois Desboia. Deep pink ; 
double. 

Madamfie Leon DaUoy, Blush white ; 
double. 

Madame Maurice Aubrey, Crimson ; 
double. 

Madame Vaucher, White. 

Meteor Flag. Rosy-scarlet ; double. 

Monsieur Ed. Avenel Pink, shaded 
purple. 

Mr, H, Gamull. Scarlet ; double. 

Mrs, Cordon. Crimson, white eye. 

Mrs, Daniels. Deep pink, white blotch 
on top petals. 

Mrs. Patchitt. Deep rose. 

President Leon Simon, Orange-scarlet; 
double. 

President McMahon. Salmon and black. 

Pevresentant Baudin. Deep crimson ; 
double. 

Boi des Violets, Purple- violet ; double. 

Souvenir de Ca/rpeux, Purple ; double. 

Spencer. Magenta. 

Sunbeam. Scarlet. 

The undermentioned 2iOnals will be 
found particularly adapted for blooming in 
winter and early spring : — 

Euraka. White. 

Henry Jacobjf. Purple-crimson. 

Madams Thibaut, Pink ; double. 

Master Christine, Bright pink. 

Vesuvius, Scarlet 

Wonderful, Scarlet ; double. 

NOSEGAYS. 
Joyful, Magenta and orange. 
Nemesis, Brilliant scarlet 
Samuel PlimsolL Purple-crimson. 
TUama, Bright salmon, streaked. 

IVY-LEAF. 
Aivna Pfttzer, Rosy-pink ; semi-double. 
AtlTeummargvnaltwm, Variegated leaves, 
yeUow and green. 

BeavU de Lyon, Purple-scarlet 
Diadem, Itosy-violet 



Duke of Edinburgh, Variegated, white 
and green. 

Gloire d Orleans, Crimson -magenta ; 
double. 

Innocence. Pure white, maroon stripes. 

UeUgante, Variegated, white and green. 

Madams Crousse, Rose, veined-maroon ; 
semi-double. 

Madams E, GaUe, Pure white ; double. 

Mont Blanc, White, rose-tinted ; double. 

Mrs, George, Deep rose, purple shading. 

Mrs. H. uannell. Mauve-purple. 

PeltcUum eleqans. Mauve. 

Viscountess Oranbrook, White and rose ; 
double. 

GOLDEN TRICOLORS. 
Baroness Burdett-Coutts, 
Gem of Tricolors. 
John Dovmie, 
Last of the Clan, 
Miss Goring. 
Mrs, Dunnett, 
Mrs, Henry Cox, 
Mrs, H. Little, 
Peter Grieve, 
Princess Beatrice, 
Sir B, Napier, 



SILVER TRICOLORS. 

DoUu Varden. 
Duchess ofEdvnburyh, 
Eva Fish, 

Lady Dorothy Neville, 
Minnie Warren. 
Mrs, Col, Wilkinson, 
Mrs, Ladng, 
Mrs. Maxwell Masters, 
Mrs. R B, Postans, 
Prince SUverwings, 
Princess Beatrice, 
Stanstead Bride, 

GOLDEN BRONZE. 

Bronze Queen, 
Chieftain, 
Emperor of Brazil 
Emperor of Russia, 
Gilt wi^ Gold, 
Golden Harry Hieover. 
Mar46hal MacMahon. 
Mrs, Harrison Weir. 
Princess of Prussia, 
Suxmley Brcmze, 
The Shah, 
Zulu, 

SCENTED LEAVED. 
Denticulatvm majus, 
FiUcifoUum odoraium. 
Granas odoratwm, 
Radula major. 
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Quercifolivm, 
Quercifolium minus, 

HYBRIDS OF THE UNIQUE TYPE. 
Conspicuum. 
Crimson Unique, 
Mrs, Kingsbury, 
BoUisson^s Umque, 

CAPE SPECIES AND VARIETIES. 

Ardens, 

BlandfordiantmL 

EchincUiim, 

Erectwm. 

Little Gem, 

Madame GewitzhL 

Easy Mom, 

Senyperflorens, 

Semperflorens Spotted Oem, 

Sidonianvm, 

Insects. — ^All Pelargoniums, excepting 
Zonals and their allied kinds, are particu- 
larly liable to the attacks of aphides ; few 
other insects trouble them. Timely fumiga- 
tion with tobacco is the best means of keep- 
ing them free from these pests, which, if let 
to get to any considerable head, do serious 
mischief. It is necessary to be particularly 
careful in seeing that the plants are quite 
clear of the insects before coming into 
bloom, as if fumigation has to be resorted 
to after the flowers are open, it is sure to 
cause their falling off prematurely. 

FENTA8. 

The two species of Pentas, P. carnea and 
P. kermesina, are both softwooded shrubs 
of small growth, producing very freely 
their delicate flesh-coloured flowers, which 
appear in medium-sized bunches at the 
pomts of the shoota. They are natives of 
Africa, and need a moderate stove tempera- 
ture, in which, with little care, they thrive 
well. They may be easily increiajsed at 
any time of the year from cuttings of the 
half-matured shoots whenever these can be 
had ; if the propagation is begun in spring, 
say the middle of April, at which time 
suitable cuttings will be forthcoming, com- 
posed of three or four joints of the terminal 
ends of the shoots, put three or four to- 
gether in 4-inch or 5-inch nots in sand. 
Keep them moist and covered with a pro- 
pagating class in moderate heat, and shaded 
when it is sunny ; here they will root in 
three or four weeks, after winch gradually 
remove the glasses, and when the cuttings 
have got inured to the full air of the house, 
move them separately into 3-inch pots 
flUed with sandy loam and a little leaf- 
mould ; keep the soil moderately moist, 
and shade slightly when the sun is 



powerful. As soon as they begin to grow 
pinch out the points of the growths ; this 
should be repeated two or three times 
during the summer ; tie the branches out 
horizontally, which will cause them to 
form a number of shoots. By the middle 
of July move them into 6-inch or 7-inch 
pots ; they are free rooters, and will bear 
a liberal shift such as this. Stand them in 
a light place and give room enough, so that 
they may not be overhung by taller-grow- 
ing things which are often allowed to 
seriously injure low growers like these, 
and so prevent them from blooming as 
they otherwise would. When well man- 
aged, they will keep on flowering almost 
continuously as growth is made, but they 
are more useful in the autumn, until which 
time it will be well to keep the flowers 
picked off. 

Liquid manure will help them when the 
pots get full of roots ; let them have all 
the light available through the autumn, for 
on this depends to a great extent the 
amount of bloom they will make. After 
the flowers are removed from the points of 
the shoots, if the wood has been grown 
imder conditions that ensure its being well 
matured, the joints below will push growtJi, 
which will form flower-heads that will 
open in succession. The blooms are dis- 
tinct and very useful for cutting. When 
the short days of winter arrive keep the 
plants drier at the roots, but not so as to 
cause them to flag ; a temperature of 60"" 
will suit them through the dormant season. 
Just before growth begins in spring cut 
back the shoots well, and as soon as they 
have broken turn them out, remove part 
of the old soil, and give them pots 1 inch 
or 2 inches lai^r, treating as tnrough the 
preceding summer. It is better now to cut 
the flowers for use as they open, as it will 
keep the plants compact The old examples 
may be kept on, managed as already ad- 
vised by renewing the soil, or young ones 
can always be had coming on to take their 
place, r. rosea is also a desirable kind 
that will succeed under similar treatment 
It has rose-coloured flowers. From Africa. 

Insbots. — Pentas are not usually mudi 
affected with insects, but should any of 
those that infest stove plants make their 
appearance, use the syringe and sponge. 

FEPEBOMIA. 

In these we have an interesting set of 
small-growing stove fine-leaved pl^ts of a 
soft fleshy texture, both as regiu^s leaves 
and steins. Some of the weaker-growing 
trailing-habited species are well adapt^ 
for hanging baskets ; they are all suitable 
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for growing in small pots for standing 
about in the stove or Fern house, where 
their prettily-marked variegated leaves are 
seen to advantage. They strike readily 
from bits of the shoots, or from single 
joints with a leaf attached ; if these are 
prepared in spring and put 1 inch or 2 
inches apart in go(^-sized pans filled with 
silver sand, kept warm, a nttle moist, not 
wet, and snaded from the sun, they will 
root readily- ; they must not be confined in 
a pro})agatmg frame or imder a Rlass, for if 
so treated, 9iey are very liable to rot. 
When sufficiently rooted move them to 
3-inch pots filled with sandy peat or good 
loam, placing them where they will cet 
plenty of light ; keep the soil in a healtnjr 
state as to moisture, but not so wet as it 
should be for many stove subjects. A 
temperature that will answer for the 
generality of stove plants, say 64** to 66* in 
Sie night, and 75 or 80* by day during 
the summer, will suit Peperomias, giving 
air and shade in the heat of the day. By 
July they will want putting into pots a 
size or two larcer, the treatment being as 
hitherto until September ; then give more 
air with less moisture in the atmosphere, 
and dispense with shading. A heat of 
about 60* will answer through the winter ; 
they wiU require moving to 7-inch or 
8-inch pots in the spring, giving the most 
room to the strongest growers. Those 
that are to be grown in baskets may be 
placed several together, according to the 
size of the baskets to be filled ; they do 
well hung up where they can have an 
abundance of light, with just enough shade 
to keep the leaves from getting discoloured 
by the sun. When the plants get shabby 
they may be shortened in, which will 
cause them to break back, and in this wav 
their heads can be renewed, or, if preferred, 
young stock can be grown up to take the 
place of the old. 

The following are worth growing : — 
P. a^rgyrea, varUaatcL This has oval 
leaves, red leaf-stalks, and the margins of 
the leaves are broadly banded with white. 
P. microphyUa, A Mexican species, 
with trailing shoots that branch freely ; 
the leaves are obovate. 

P. numrmdarieefolia. This species is of 
a trailing habit and the leaves are nearlv 
round ; it makes a pretly basket plant. A 
native of the West Indies. 

jp. prostratfi. This also is suitable for a 
hanging basket ; the leaves are almost 
round and prettily variegated. 

P. VertchaffeUvi A dwarf-growing species; 
leaves cordate in form ; deep green, with 
white bands running longitumnally ; of 
compact habit It comes m>m Brazii. 



Insecjts. — Thrips and red spider some- 
times gain a footing on Peperomias if the 
atmospnere is too dry, but with attention 
to syringing and sufficient care to see that 
the water gets well to the undersides of 
the leaves, they can easily be kept down. 

FETKSA. 

In these we have a small genus of ever- 
green stove plants, well adapted for grow- 
mg as climbers. They are not so much 
grown as their distinct character entitles 
them to be. 

The method of propagation is by shoot 
cuttings, which if put in in a brisk heat 
during spring, and subjected to the usual 
conditions of moisture and shade under a 
propagating glass, will strike ; when they 
are well rootSl place them singly in 3 or 4 
inch pots, after which keep uiem in a 
moderate stove heat, giving larger pots 
about the end of June. They should be 
shaded slightiy in bright weather, but have 
plenty of light and a moderate amount of 
air when they begin to move freely ; 
syringe them daily until autumn, when 
keep cooler on through the winter. In 
the spring, if to be grown in pots, they 
should have a liberal shift, if to be planted 
out they must have a well-prepared be<L 
with an extra amount of drainage ; the soil 
should not be too deep, 8 or 9 inches is 
enough ; good turfy peat with some rotten 
manure and a liberal addition of sand will 
suit tliem. 

The following are desirable kinds : — 
P. erecicL A shrubby species that readily 
adapts itself to clothing a pillar. The 
flowers are blue, and usually appear about 
the middle of summer. From South 
America. 

p. rugota. This is also a scandent shrub, 
alike suitable for using as a climber. A 
summer-blooming, blue-flowered species 
from the Caraccas. 

P. volTibUis purpurea, A twining-habited 
kind with beautiful purple and blue 
flowers. A Mexican species. 

Insects.— Red spider is often trouble- 
some on these plants during summer if 
they are not kept freely and regularly 
syringed ; for aphides fumigate. 

PETUNIA. 

Greenhouse evergreen herbaceous plants. 
In recent years they have been so much 
improved oy the careful selection of seed- 
lings that have sprung from the original 
South American species introduced in the 
early part of the present century, that a 
good strain of seed may be depended upon 
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to give flowers of the single varieties little 
inferior to named kinds. 

Seed may be sown in March in pans 
filled with sifted loam, to which has been 
added one-fifth of leaf-mould with some 
sand ; cover the seeds slightly and stand in 
a temperature of 60°, and they will vegetate 
quickly. When the little plants are large 
enough to handle move singly into 3-inch 
pots, giving them soil similar to that in which 
they were sown ; keep close for a few days, 
when admit more air, and put them where 
they will get plenty of light Nip out the 
points of the shoots as soon as they begin 
to grow freely, eiving a little shade in the 
middle of the day, with air, and water to 
the roots as required. In six weeks move 
them into 6 or 7 inch pots, now using the 
soil without sifting, and adding to it some 
rotten manure ; again stop the shoots, and 
after they, have grown so as to need sup- 
port put small sticks to each. They will 
flower throuffh the summer, and will keep 
on blooming longer if assisted with manure- 
water once or twice a week. Young plants 
are best, and it is better to discard the old 
ones after flowering, and to propagate 
young stock either in autumn or early 
in spring. Through the winter keep them 
in a temperature of 40° in the night, give 
less water to the soil, and let them be near 
the light. 

The double varieties of Petunia are best 
increased from cuttings, which may be 
struck in August, and treated subsequently 
as advised for the seedlings, keeping them 
in 3-inch pots through the winter, giving 
more root-room in spring ; single varieties 
that are good enough to keep on may be 
treated in like manner. 

Although, as we have said, a choice 
strain of seed of the single varieties may be 
relied on to give handsome flowers, still 
the following varieties are of great merit, 
being the selection from thousands of 
eeediings : — 

SINQLES. 

P. Bacchus. Crimson-purple and white. 

P. CanneWs Fcmmrite, Red and purple. 

P. Clairvoyant White and mulberry. 

P. Distinction, Purple and crimson. 

P. Dr, Denny, Crimson-mai'oon. 

P. Dr, Hogg, Magenta, white, and 
purple. 

P. elegans. White and crimson, beauti- 
fully fringed. 

P. marginata. Rosy-purple and white. 

P. Marie Seabrook, White and crimson- 
purple. 

P. Mr. R, Owen. White and magenta. 

P. Mrs, A. Mayei, White and purple. 

P. Mrs. H. CannelL White and maroon. 



P. Mrs. U, WeUam, Magenta, white, 
and purple. 

P. Mrs. S. Bibberd, White, maroon, and 
purple. 

P. Mrs. W. Elder. White and bright 



P^^^ 



The Hon. Mrs. Legge. Pure white. 



DOUBLES. 

P. Adolphe Weicke. Crimson-magenta 
and white ; fringed. 

P. Alice. Rosy-purple and white ; 
fringed. 

P. Antagonist. White. 

P. Beauty of Runnymede. Plum-colour 
and white. 

P. CrSpuscule. Crimson-purple and white ; 
fringed. 

P. Duchess of Edinburgh. Light rose, 
white, and dark crimson. 

P. Emblhne. Rosy-purple and white ; 
fringed. 

P. Fctsdnation. White, purple, and 
rose. 

P. Lady of PlymotUh, Rosy-purple and 
white ; fringed. 

P. M, Buchner. White. 

P. Madame de PoiUtevoy. Rose, white, 
and purple. 

P. Madame Rendatler. Claret-purple 
and white ; fringed. 

P. Minnie Evans. Rosy-purple and 
white. 

P. posthwmia. White and rosy-purple. 

P. reticulata. White and dark rose ; 
fringed. 

P. roseate. Rose and dark maroon- 
purple. 

Insects. — Aphides, which are often 
troublesome on Petunias, should be de- 
stroyed by fumigation. 

PHILESIA BUXIFOLIA. 

There is only one species of the genus in 
cultivation ; it is a pretty evergreen plant» 
all but, if not quite, hardy in some parts 
of the kingdom, but it is worth a place in 
a greenhouse. It is a slow grower, and is 
difficult to strike from cuttings. It is best 
increased from suckers, which the plant 
produces freely ; these should be taken off 
in spring before gi-owth begins, and put 
singly in pots large enough to hold the 
roots attached with a moderate quantity 
of soil ; peat, with a fair amount of sand 
added, will suit it. Grow on with ordinary 
greenhouse treatment as to air, water, and 
general attention, and the year following, 
m spring, give them pote a size or two 
larger, but, as already said, the plant is a 
slow grower and does not require so much 
root-room as some things. Tne flowers are 
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red, produced in summer. It is a native 
of Chili. 

Insects.— The plant is little troubled 
with insects, but sometimes aphides affect 
the youn^ shoots ; for these fumigate, or 
syringe with tobacco- water. 

PHILODENDBON. 

A singular ^nus of evergreen stove 

Cits, with thick fleshy stems and large, 
dsome leaves, quite distinct in their 
appearance. One of the best known of the 
family is often met with under the name 
of Monstera deliciosa, the massive foliage 
of which has such a distinct appearance. 
In their native countries they scramble on 
the ground, or over the shrubs and low 
trees that happen to be near them. In a 
cultivated state they are seen to the best 
<advantage when grown on the back wall 
of a house. 

They are easily increased by division of 
the stems, which if cut into lengths of two 
or three joints, inserted in pots, and treated 
in the ordinary way of cuttings, in a brisk 
heat, soon get established, and mi^e top 
growth. They are not particular as to soil, 
providing it is moderately loose and open 
— turfy loam, with one-fifth of leaf-mould 
and some sand added, answers well for 
them. All that is required further is to 
give larger pots as the plants increase in 
«ize, if to be crown in this way, but in a 
large house where room can be found and 
there is a suitable wall for them to cover, 
they may be planted out They do best in 
■a moderately nigh temperature in summer 
with as much heat during winter as 
answers for most stove plants ; give 
plenty of water in the growing season with 
enough light to keep the leaves from 
getting drawn, and make free use of the 
iminge daily in summer. No more shade 
should be used than needful to prevent the 
leaves being scorched. 

The following are fine kinds : — 

P. erubescens. A handsome species with 
•cordate leaves ; the leaf-stalks are shorter 
in this kind than in some of the others. It 
comes from the Caraccas. 

P. Lindenii, A stout-growing species 
from Ecuador. 

P. pertu9wm (Monstera deliciotaj. This 
has very lar^ foliage, singular in its for- 
mation, lookmg as if portions of the leaf- 
blade had been cut out. It is a very strong 
grower. West Indies. 

P, pinnaiifidum, A handsome species, 
similar in character to the last-nam^. It 
also is a West Indian kind. 

Insects. — Few insects can find harbour 
on the smooth leathery leaves of these 



plants, and if at all affected their texture 
IS such as to permit of the syringe being 
used with force enough to clear away the 
parasites. 

PHCENIOOPHOBIUM SEOHEL- 
LABUM. 

(SyrL : SUvensonia grcmdifoUa,) 

This is a hot stove species, and one of 
the grandest of all cultivated Palms. The 
stem is well-proportioned, sufficiently thick, 
but not so as to detract from the el^;ant 
appearance of the plant ; the leaves are of 
immense size, plaited, and entire, deep 
green in colour, with often a number of 
small reddish spots over the surface ; the 
leaf-stalks are neavily spined. From the 
Seychelle Islands. 

For propa^tion and cultivation, see 
Palms, general details of culture. 

PHCENIZ. 

A very handsome genus of Palms, several 
of which have the merit of being cultivable 
in a temperature little above that of a 
greenhouse. They are also interesting 
from the fact that one of their number, P. 
dactylifera, yields the dates of commerce. 

Propagation and cultivation will be 
found under Palms, general details of 
culture. 

P. dactylifera. This is a stately plant, 
with an upright habit of growth, and large 
pinnate leaves. It is very pretty in a small 
state. From the Levant 

P. reelinata. This species has a hand- 
some appearance in all its various stages of 
growth, but especially while young, in 
which state its spreading pinnate leaves, 
prettily arranged on the plant, make it an 
attractive object Africa. 

P. rupicola. A very handsome stove 
species, with unusually short leaf-stalks ; 
the leaves are pinnate, and beautifully 
arched, giving the plant while in a young 
state an elegant vase-like appearance. It 
comes from India. 

PHCENOOOMA PBOLIFEBA. 

This very beautiful and remarkably 
distinct evergreen greenhouse plant is a 
native of the Cape of GJood Hope. The 
flowers are of tne character desi^ated 
" everlasting " ; they are bright crimson, 
produced freely on well-managed plants, 
and as large as a five-shilling piece. They 
remain in good condition for several weeks, 
and even for much longer they are present- 
able, but it is not good practice to allow 
them to remain on for an unlimited time, 
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w \h\n UififXn to weaken the plants, and I 
prevent* the necfimary growth for the aea- 
•on follfjwinj^ The Phoenocoma snffera 
more from thu treatment than mont planta, 
connerjufjnt upm its late-flowering awp^«i- 
tion. Mince it naturally come« in later than 
mr^t hardwrxxle^l subjectit, and is often 
kqit back for decorative or exhibition pur- 
pOH<j« long after the time that the flowers 
ffhoold have been removed and the plant 
making growth for the ensiling season. It 
is, like all others from the same latitude, 
a light-loving subject, that cannot endure 
at any season to be kept in a dark situa- 
tion, or where the atmosphere is too close. 
It is of quicker growth than some things it 
is nearly allie^l to ; on the other hand it does 
not, as a rule, live so long, but it is a good 
grower, not so liable to go off suddenly as 
some of the occupants of this department 
The plant will succeed in loam, in which 
soil some grow it, but we prefer good ordi- 
narv peat. 

Cuttings made of the points of the 
voung moderately strong snoote, some 3 
Inches in length, put in about the begin- 
ning of August, several together in 6-inch 
pots filled with sand, stt^ in an inter- 
mediate temperature, kept moderately but 
not too close, fairly moist and shaded, will 
root during the autumn, when remove the 
glasses, p^iving more air and keeping 
through the winter at about 50* in the 
night. As soon as shoot growth is moving 
pinch out the points. In March move 
singly into small pots filled with fine peat 
and sandj keeping up a growing atmo- 
sphere, with a little shade when the sun is 
bright, and the material on which the pots 
stand moistened daily. Place them m a 
light position and give air in the middle 
01 the day. By the end of June move into 
3-inch pot« ; use similar soil and treat as 
before up to the end of Aujpst, when cease 
shading and giN'e more air. Winter at 
about 45* in the night, and keep the soil 
now a little drier ; in March move them 
into 6-inch pots, using soil as before, and 
ngain pinch out the points of all the 
strongest shot^ts. When they have begun to 
mo\'e freely pive a little more air than dur- 
ing the preMous summer, in other respects 
tr^t as before, except that the strongest 
shottts should now aal be tied out in a 
borixxuital position. Admit more air acain 
as the autumn ailvances, and place them 
lor the winter in a gixxl situation near the 
glass, in a dry house where there will be 
no drip u|x>n them nor any accumulation 
of moistures other\^n» they may lose their 
insifle ft^lia^ near the base of the shoots, 
and W then^by much injured both in ap- 
poaranoe and reiility. A temperature of 



40* win now answer for them in every 
way ; they require a little more water i^ 
the root than most hardwooded species, as 
they are never completely at rest, but keep 
growing on slowly through the winter. 

Give them a 3-inch shift early in Aprils 
using good fibrous peat, lighter in texture 
than required for some plants; break it 
moderately fine, and use sand in sufficient 
quantity to keep the whole in good open 
condition. Shade in bright weather slightly 
and keep the atmosphere a little damper, 
but do not syringe this plant overhead at 
any time. Again bring the shoots in a 
horizontal position close down as low aa 
the rim of the pot will admit This is 
essential with the Phcenocoma, as it is 
naturally inclined to grow erect, and if the 
shoots are not trained out while they are 
young, they will split off jvhen tbe attempt 
is made to train them when they get older ; 
the points of the shoots will soon turn up, 
the weaker ones near the centre of the 

Elant will gain strength, and the growth 
ecome equalised. 

Treat auring the spring months simi- 
larly to other young harawooded stock. 
Give slight shade when required through 
the summer up to the middle of August, 
after which it should be discontinued, and 
air may be left on all night, so long as 
there is nothing to fear from frost. Attend 
to them in training, by keeping any shoots 
that take the lead well down, and if there 
are any much stronger than the rest pinch 
out their points, which will cause them to 
break back and fill xrp. Pot again in 
spring as advised for the preceding year, 
giving a 3 or 4 inch shift, according to the 
strength of the plants, and the condition 
the roots are found to be in. The soil will 
now do used in a little coarser state, but 
must be equally good as to its containing 
plenty of fibre, with sufilcient sand, and 
the drainage must be ample and well 
secured by either a thin layer of sphagnum 
or pieces of turfy peat The plants wiU 
this season make some flower, and it be- 
comes a question, which wiU be best 
answered by each grower, whether they 
are to be allowed to remain on, or be 
taken off and growth encouraged. If the 
object is to get the plants as li^ge as can be 
in the least possible time, then they should 
not be allowed to flower ; but when there 
is a disposition to use them while young 
for decorative purposes, no harm will be 
done by letting the flowers open, providing 
they are not left on too long, and the 
plants are not injured by being crowded 
among other things. But if they do not 
show flower in good time, that is, so that 
it will open early in June, it should not be 
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allowed to remain on, or it will interfere 
with their making growth for the ensuing 
season's flowering. Their autumn treat- 
ment will need to be aa before, but in the 
winter they will require more careful 
tying, so as to put them in proper form 
for flowering the following season, when, 
if all goes well, they should make nice 
small blooming specimens. 

Pot them again in April ; it will in no 
way interfere with their flowering, provid- 
ing it is done with care and the plants are 
not allowed to suffer either from the want 
of water or from receiving too much until 
the roots get hold of the new soil. The 
flowers should not be allowed to remain 
upon the plants more than six weeks after 
opening, otherwise they will interfere with 
the ensuing season's blooming ; it is to this 
cause that is generally attributable the lack 
of flowers upon these plants two seasons in 
succession. By the autumn they will have 
made such progress as to be large enough 
for exhibition specimens the ensuing sum- 
mer if required. Keep them near the 
glass through the winter, which has the 
effect of causing many shoots to flower that 
otherwise would not ; this is often the case 
with plants of the character of the Phoeno- 
coma that do not bloom from the mature 
wood of the previous season's growth, but 
keep on growing all the year, and flower 
from the points of comparatively soft 
shoots. Tie and put them into shape 
during the winter. As to potting this 
season in the spring, or deferring it until 
after they have flowered, that can best be 
determined in the case of each individual 
plant. Any that appear as if they would 
suffer for want of sustenance at the root by 
being very large and strong, proportionate 
with the size of the pot they already 
occupy, had better be potted on as hitherto 
in April; but where the reverse is the 
case, it will be well to defer the operation 
until they have flowered, or even till the 
spring following, for, although it is always 
wise to give a plant in its younger stages 
all the root-space requisite to get it on in 
size as quickly as possible, yet, when once 
a good start has been effected up to a 
certain size, determinable in the case of 
each particular species of plant, it is better 
not to transfer it into a larger pot more 
quickly than requisite. This, of course, 
applies to such as the species under con- 
sideration, which do not admit of being 
shaken out, or of a reduction of the ball 
being made, so as to renew the soil, as may 
be done wilJi coarse-rooted plants that will 
bear partial disrooting. 

If they do not receive larger pots until 
the ensuing spring let the transfer be made 



by the end of March, as, now that the 
plants have attained size, they cannot be 
removed with so little disturbance of the 
roots as when smaller, and if the potting is 
deferred until later it may have the e&ct 
of injuring the season's bloom. It must 
be borne in mind that this plant can never 
be induced to flower freely if under-potted. 
The quantity of bloom produced will de- 
pend upon tne strength of the plant It 
IS liable in time to get bare ana denuded 
of leaves at the bottom, and in such state 
is very unsightly, but if the branches have 
been kept l^ned down as advised, there 
can be no difl&culty in covering this defect, 
for, with the exception of their being liable 
to split off at their junction as already 
stated they will bend freely in any direc- 
tion. 

There are two forms of Phoenocoma — 
the old kind, now seldom seen, which is 
a shy flowerer ; and the one most generally 
met with, Barnes' variety (Phoenocoma 

Srolifera Bamesii), which has much larger 
owers and is stronger in its growth. It 
may be easily recognised in small plants, 
if strong, as the lateral branches are de- 
pressed, giving each vigorous shoot much 
the appearance of a miniature specimen of 
Spruce Fir ; this is much the finer variety. 
Insects. — Phcenocomas are but little 
subject to the attacks of insects ; though 
occasionally red spider wiU make its ap- 
pearance upon them, in which case the 
plants should be laid down on their sides, 
and thoroughly syringed with clean water 
three or four times, at intervals of a few 
days. They must never be allowed to 
stfloid, especially in the autumn and winter, 
where anything in the shape of dead leaves 
from other plants can fall upon them, for, 
as these decompose, they will communicate 
mould to the foliage of the plants. 

PHOBMIUM''TENAX. 

This plant is known as the New Zealand 
Flax ; It is nearly hardy in the southern 
parts of the kingdom. Its erect, straight, 
sword-like leaves have a distinct appear- 
ance associated with flowering, or other 
fine-leaved kinds. Its habit of growth is like 
that of the common hardy Flag Iris, and it 
is propagated by division of the crowns in 
spring before growth commences ; these 
may either be divided singly, or kept 
several together, in either case pots big 
enough to sustain the season's growth 
shoula be given. Treatment such as 
suited to the general occupants of the 
greenhouse, in the matters of tight, air, and 
water, is what is reouired, as the plant is 
easily managed. All further needed is to 
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give increased room each succeeding spring 
to maintain healthy growth ; when too 
large the specimens may be divided in two 
or more parts at discretion. 

The plant is a native of New Zealand ; 
its flowers are white, but thev possess little 
beauty. Besides the green-leaved species 
there are several variegated forms much 
more attractive in appearance. 

P. tenax Colentoiu Has prettily-varie- 
gated leaves. 

P. tenax variegatwnu The leaves of this 
kind are half creamy white. 

The treatment required by these is in 
no way different from that which meets 
the wants of the green kind. 

Insbots. — The nard texture of the plants 
is such that few insects molest them. 
Syringe freely during the summer to keep 
down red spider. Should scale become 
troublesome sponge with insecticide. 

PH7LL0GATHIS BOTUNDIFOLIA. 

A handsome-leaved stove Melastomad, 
the chief attraction of which is its distinct 
foliage. The leaves are lar^^e, heart-shaped, 
and toothed on the margin ; glossy green 
above, reddish-brown beneath. It requires 
similar treament to Sphaerogynes, which 
see. A native of Sumatra. 



PH7LL0T.£NinM UNDEim. 

A stove Aroid that used to be known 
under the name of Xanthosoma Lindenii. 
It is nearly allied to the Caladiums ; tJhe 
leaves are sagitate, with white ribs which 
stand out in bold relief from the bright 
green ground colour of the leaf-blade. It 
requires treatment similar to tlie Alocasias, 
wmch see. Introduced from New Grenada. 



PHTSIANTHUS. 

Evergreen climbers that will succeed in 
a greenhouse temperature, and are occa- 
sionally met with trained to the rafters, or 
on the walls of a cool house. 

Thej are propagated by cuttings struck 
in spring in the ordinary way, in a mode- 
rate stove heat ; when rooted pot singly in 
peat with some sand added ; keep m an 
intermediate temperature until well esta- 
blished, after which greenhouse warmth 
will suffice through the autumn and 
winter. In spring plaut out in a bed of 
peat to which add a little rotten manure 
and some sand, and train the shoots as 
they extend to the wires intended to sup- 
port them. The plants will last for many 
years if top-dressed in spring with new 



soil, and assisted through the growing 
season with manure- water. 

P. cUbenL A white-flowered species; 
blooms in summer. From Buenos Ayres. 

P. auricomxu. Has white and yellow 
flowers, produced in autumn. From 
BraziL 

Inbectts. — Aphides and red spider are 
often troublesome in the summer on these 
plants ; fumigate for the former and 
svringe freely with clean water to remove 
the spider. Brown scale will also live on 
them ; for these cut in the shoots freely 
after blooming, and syringe with insecti- 
cide. 

PIMELEA. 

These well-known evergreen greenhouse 
plants are from New Holland, and have 
long been favourites for pot culture. They 
differ very considerably, not only in the 
size and colour of the flowers, but also in 

general appearance. Of late years they 
ave not been so much grown as in times 
past, neither does their cultivation appear 
so well understood by the plant-growers of 
the present day as* by tnose who some 
years ago used to produce them in such 
tine condition. This may be accounted for 
in this way : they are plants that are 
naturally suited by their general habit for 
exhibition purposes, and the exhibitions of 
the pre^sent day are not held so early as 
they were in years past when the London 
shows used to commence in the beginning of 
May ; now there is rai-ely anything of the 
sort attempted until later in the month. 
This necessitates the whole of the greai- 
house hardwooded stock being kept several 
degrees cooler all through the winter than 
would have been necessary under the old 
time of commencing the exhibitions, and 
these plants do not well bear this lower 
temperature, not liking to be kept under 
40* to 46® in the night 

The different vaneties of Pimelea require 
more water than many plants from the 
same country, to some extent at the root 
and in the atmosphere, but more particu- 
larly directly overhead, in the shape of 
daily syringings during their season of 
growth ; witnout these they become a prey 
to red spider, which soon does irrepanible 
injury, oamaging the folia^ and quicklv 
inducing a hardened condition of the wood, 
which prevents free growth, a state from 
which they rarely, or never, fully recover. 
The above remarks apply in general to the 
different species, but as in other matters 
relative to their culture they differ con- 
siderably, it will be necessarv to treat of 
them in* some measure individually. 
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The first of the family undoubtedly is P. 
flpectabilis rosea ; this variety forms the 
largest plant, and has proportionately laree 
flowers, which it produces freely from the 
points of the shoots in large ball-like heads, 
white suffused at the points with rose. 
They are alike distinct and handsome, and, 
from the time they begin to open until 
thejr fade, they will last about three weeks. 
This plant will grow in either peat or 
loam ; we prefer the latter where it can 
be had of good yellow quality and con- 
taining plenty of fibre ; m such it grows 
stronger than in peat 

All the kinds of Pimelea strike readily 
from cuttings made of the points of the 
jroung shoots, which should be taken off 
when about two inches long in April ; put 
them an inch or two apart in 6-mch pots 
in sand, keep moist, shaded, and covered 
with a bell-glass in an intermediate heat ; 
here they will soon strike, after which 
remove the glass, and as soon as a mode- 
rate amount of roots are present move 
.singly into small puts, using for this first 
potting a mixture of peat and sand. Let 
the atmosphere be moist and close, with 
^hade in the day until they have begun to 
.grow away freely, after which pindi out 
the points of the shoots ; keep the material 
on which the pots stand moist, damping 
overhead with the syringe daily through 
the summer. By July admit a little more 
.air, and only shade when the sun is on the 
j^lass ; keep the young plants moderately 
near the light Give a little more air in 
autumn, and winter at about 45* or 48® 
in the night ; in this way they will move 
slowly through the winter, and be in a 
condition for shifting into 3-inch pots by 
the middle of Maich, when they should be 
given soil similar to that used at the first 
potting. Again stop the shoots as soon as 
they begin to move freely, and treat through 
the summer as in the preceding, with the 
exception that they will now bear a little 
more air. In September give more air, 
and winter at 46" in the night Again in 
March move them, this time into 6 or 7 
inch pots, now using loam in place of peat ; 
stop the shoots when they nave made a 
little growth, and as soon as they have 
fairly broken afterwards tie out the 
strongest, bringing them down to a hori- 
zontal position. This summer treat as to 
water at the roots, moistening the material 
on which they stand, syringing overhead, 
and shading from the sun, as heretofore 
advised, givmg more air as the plants get 
stronger and further increasing it in 
autumn. Winter as recommended for the 
preceding, and again in March give a 
3-inch shift, using the loam in small lumps 



the size of walnuts ; add one-sixth of clean, 
sharp sand, drain effectually, and pot 
firmly. Place them where they will re- 
ceive no side air for three weeks, and keep 
the surface on which they stand damp, 
closing the house with the sun upon it, and 
syringing the plants lightly overhead at 
the same time. They also must be care- 
fully shaded all through their growing 
season when the sun is powerful This 
latter is not nearly so much attended to in 
the cultivation of Pimeleaa as it should be. 
The flowers on the points of the shoots in 
good healthy plants will by this time be 
getting prominent, but we do not approve 
of their oeing removed early in the season, 
as in the case of most things, for the reason 
that if such is done the shoots will require 
stopping during the summer, which ia 
rather a disadvantage than otherwise, 
causing them to make weakly growth, and 
to set prematurely — moreover, it deranges 
their time of flowering. Still it is better 
this season not to let the blooms open fully, 
as the plants would be weakened and tliere 
would be no adequate return from what 
little flower they could make at this size, 
so as soon as they begin to open they had 
better be removed. Immeaiately oelow 
the base of the flower, on each branch that 
produces them, will be seen several young 
shoots breaking ; many growers are 
tempted to allow these to remain, hesi- 
tating to remove them, but neglect in this 
matter is calculated to spoil the plants, by 
allowing them to get too long in the 
branches for the number of shoots they 
carry. The right distance to cut them 
back to is midway between the flowers and 
the place where they were cut back the 
preceding year ; this will keep them close 
and bushy. Encourage them to grow 
freely through the summer by sufficient 
shade, closing in sun-heat, and the use of 
the syiinge as already advised. The latter 
should be so used that the water can be 
got well to the imderside of the leaves; 
and the plants should be turned round 
occasionally, so that the whole surface can 
be well wetted, or they will get affected 
with their greatest enemy, red spider. 
Continue this treatment up to the end of 
August, when the syringing may be dis- 
continued, as also the early closing ; give 
less shade, to harden them up a little for 
the winter, when they should be placed in 
a good light situation, where they will be 
kept in a night temperature of as near 45* 
as possible. 

We have said nothing about training, as 
the plants from their habit require very 
little ; a few sticks may be placed to them 
so as to bring the branches down to keep 
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the base well famished, but beyond this, 
and simple support, they will necii nothing. 
During the winter they will not want 
nearly so much water, but they must not 
be allowed to get So dry as some occupants 
of the hardwocKled house. K the intention 
is to grow them on to a specimen size 
Quickly, it will be advisable to remove the 
flowers again in the spring, as advised the 
ptreceding season, cutting back the shoots 
similarly and treating in every way the 
same. The size of the pots they are moved 
into must be determined by the quantity 
of roots they have ; if very full, they will 
require a 4-inch shift, and the soil should 
be in a little more lumpy state. As the 
plants get larger they will need greater 
care in getting the water with the syringe 
well to the inside leaves, without whidi 
they are certain to become affected with 
spider, and if once they are injured by this 
pest no after-treatment can set them to 
rights. Shade from the sun as advised for 
the preceding seasons. By the end of this 
summer they will get to a useful size for 
decorative purposes, and as such can be 
used for conservatory work, giving them 
whilst here an open, light place, not crowded 
by other things. ./5ter being similarly 
treated during another season, the plants 
will, if all goes on ri^ht^ have attained the 
size of moderate specimens, and if required 
for exhibition wiU, from their distinct 
character, be well adapted for the purpose 
in the early part of the season. Their 
requirements in after years will be similar 
to those prescribed so far, until they get 
into 18 or 20 inch pots, in which size they 
may remain for some time, assisted during 
the growing season with manure- water ; 
afterwards, if they become at aU bfiu^e of 
leaves or indicate weakness, they may be 
destroyed, to make way for younger ones. 

P. decussata, P. Hendersoni, and P. 
mirabilis are species of comparatively small 
growth, and produce a profusion of hand- 
some pink nowers less than those of P. 
spectabilis ; like it they are compact, neat- 
habited, dwarf bushes, flowering in May 
and June ; they also will do in either peat 
or loam : in me former they grow the 
quickest, in the latter the flowers are 
usually higher coloured ; they all are free 
growers, but do not attain nearly so large 
a size as P. spectabilis. The strongest 
branches require in the early stages of 
their growth to be kept well down in a 
horizontal position so as to lay the founda- 
tion for furnishing the base of the future 
specimens, otherwise in a short time the 
bottom becomes bare and naked, and the 
plants are made unsightly, a condition 
much more common than it might or need 



be. If this matter of training is not 
attended to while the plants are young and 
the shoots pliable, no after attempt at 
brin^g the branches down will give them 
the desired appearance, for they do not 
bend well when they have got strong, and 
bringing them down leaves the middle of 
the plant thin. 

The above kinds, as well as those men- 
tioned below, require to be treated gene- 
rally in the way advised for P. spectaoilis, 
only with less pot-room proportionate to 
their weaker growth. 

P. elegans is a very distinct species, with 
a somewhat looser habit of growth than 
the preceding ; the leaves are ovate-lanceo- 
late and much larger than in any of the 
others named ; the flowers, which are 
produced in spring freely, are compact and 
globular, about the size of larse heads of 
red Clover, and are yellowish-white in 
colour. The plant makes stronger wood 
than the three last treated of, and should 
be well cut back each season after flowering 
or it gets into a somewhat straggling con- 
dition. This kind does the best in loam 
to which is added a good amount of sand ; 
potting and general treatment similar to 
the others. 

P. hispida is a somewhat weak-wooded 
subject^ of moderate size. If well managed 
it will flower two or three times during 
the season, or its blooming may be retarded 
by stopping the points of the shoots, as 
after it has made a couple of inches of 
growth it will set and at once bloom. The 
flowers are produced in loose bunches 
similar to those of P. spectabilis, but not 
so large as in that kind ; they are white^ 
tinged with pink. It is very useful, either 
as a summer or autumn exhibition plant, 
or simply as a decorative subject for 
conservatory purposes. It does best in 
peat, and at no time requires the shoots 
reduced further than by removing the 
flowers, as its persistent habit of blooming 

I)i'events them running to any considerable 
ength. Plants in 6-inch pots in the 
spring should be grown on and not allowed 
to flower for a couple of years, as its free- 
blooming disposition prevents it growing. 
The flower-buds should be removea as soon 
as formed until the plants have got to 
something like 15 inches in diameter, after 
which they will bloom twice in the season 
— in spring, and again in the after part of 
the summer. 

P. Neippergiana is a small-growing> 
white-flowered species, that blooms in the 
spring. In cutting back, potting, and 
general summer and winter management, 
it requires to be treated like the others 
already spoken of ; but being a weaker- 
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rooted plant it succeeds the best in good 
fibrous peat^ to which add one-sixth or one- 
seventh of sand, according to the nature of 
the peat 

Insects. — As to insects, it will be under- 
stood by what has been said that the whole 
of the species are more than most things 
subject to the attacks of red spider, and 
unless they are kept free from it their 
cultivation will not be satisfoctory. The 
continued use of the syringe as advised 
will keep them clear from this pest 
Greenfly sometimes affects them ; for this 
fumigate. Brown scale will live upon 
them, but does not increase fast, and can 
be removed with a sponge and brush. If 
affected with the white species of this 
insect it is better to destroy them, as the 
plants will not bear any dressing that will 

PLATTOEBinM. 

The few species of which this genus of 
stove and greenhouse Ferns is composed 
are amoi^the most singular of all vegetable 
forms. They offer a marked contrast not 
only to other Ferns but to all cultivated 
plants. P. alcicome, the Elk's Horn Fern 
(so named from the likeness the fertile 
m)nds have to the horns of that animal) is 
the best known kind, but by no means the 
finest; for size and general appearance the 
palm is borne by P. grande and P. Walli- 
chii, both of which are majestic plants. 

For propacation and cultivation, see 
Ferns, general details of culture. 

STOVE SPECIES. 

P. biforme. East Indies. 

P. grande. Malay Archipelago. 

P. Stemmaria. Africa. 

P. WaUichii, Malacca. 



P. alcicome. 
P. Willmkii. 



OREENHOUSE SPECIES. 

New South Wales. 



PLATYLOBIUM. 

Evergreen greenhouse shrubs that bloom 
freely, but only hold a place second to many 
in cultivation. 

Their method of propagation and subse- 
quent treatment is similar to that which 
answers for Chorozemas (which see) except 
that they do not require the shoots to be 
stopped in their early stages so often as is 
needful in the case of the taller-growing 
Chorozemas. 

The following are the best kinds : — 

P. formosvm. Flowers orange, pro- 



duced in summer. A native of New 
Holland. 

P. Murrayanvm. Has yellow and red 
flowers ; a spring bloomer. From Van 
Dieman's Lana. 

P. triangulare. Orange-coloured flowers; 
blooms in summer. From Van Dieiuan's 
Land. 

PLATTLOMA. 

The species included in this genus of 
stove and greenhouse Ferns are few in 
number, and not so important from the 
gardening stand-point as many othei-a. 
Those requiring cooler treatment will 
generally be found the most desirable. 

For propagation and cultivation, see 
Ferns, general details of culture. 

GREENHOUSE SPECIES. 

p. brachyptera. California. 
P. Brownii. Australia, 
P. flexuoM. Peru. 
P. intermedia. 

PLEBOMA ELEGANS. 

This is an evergreen creenhouse species, 
and when first flowered in this country, 
many years ago, it made quite a sensation, 
its unrivalled rich purple blossoms were 
the admiration of all wno saw it — and no 
wonder, for, when seen either by itself, or 
in company with other flowering subjects, 
it has few rivals. It is, however, when 
the plant, well flowered, stands beside 
sometning complementary in colour — say 
a good example of Allamanda, or a nicely 
bloomed Cassia corymbosa — that it is seen 
to advantage. Yet so distinct is it in 
colour and habit, that there is not a plant 
with which we are acquainted, of any 
colour, either in the conservatory or on the 
exhibition stage, that it does not harmonise 
with, and that is not improved by its 
presence. The individual blossoms do not 
last very long on the plant — some three or 
four days from the time thejr open — yet 
this is compensated for by their being pro- 
duced in succession in clusters of three to 
half-a-dozen on the points of the shoots. 
When cut their duration is somewhat 
similai', but if taken from the plant when 
half open, there is no flower in existence 
that is more telling in a bouquet to be 
seen by daylight Under the influence of 
artificial light the flowers lose much of 
their lustre, consequently they are not to 
be recommended for use under such con- 
ditions. It is found indigenous in the 
Organ Mountains, so will bear a little more 
warmth than some greenhouse plants ; in 
fact its cultivation has been attempted in 



Digitized by 



Google 



284 



Oreenhoiise and Stove Plants. 



PLEROIIA. 



the stove, but so treated it does nothing 
but grow, never getting enough rest to 
ripen its wood preparatory to flowering. 

The plant is easy of propagation, grow- 
ing freely from half-ripened cuttings, taken 
off at any time of the year when they can 
be obtained in such condition. If about 
the beginning of August they are put 
singly in small pots half filled with 
fland and loam, the remainder all sand, 
stood in an intermediate temperature, 
kept moderately close, moist and shaded 
they will root in a few weeks, when they 
should be exposed to the full air of the 
house. When they begin to grow away 
freely pinch out the points, and give them 
a light position through the autumn in a 
night temperature of 46** or 60** ; during 
the depth of winter the lower of the above 
temperatures will be enough. Give suffi- 
cient water to the soil to keep the roots 
moving ; about the middle of March move 
into 3-mch pots, and as soon as they start 
fairly into growth, again pinch out the 
points of the shoots. Directly the sun 
i^ts at all powerful shafle in the daytime ; 
keep the atmosphere a little closer than 
that of a greenhouse, giving a moderate 
amount of air, as the days get longer 
syringe in the afternoons when the house 
is closed, and by the end of June move 
them into pots 3 inches larger, after which 
continue to treat as before until the end of 
August ; during the summer again stop 
the leading shoots. Dispense with shading 
and syringing, and give more air through 
the autumn, and winter in a temperature 
of about 40** in the night. It will grow 
well in either peat or loam, but we prefer 
the latter where it can be had of^ good 
quality, containing plenty of fibre ; in 
such it grows stronger and shorter-jointed, 
and has a greater disposition to flower 
freely than in peat. There is one thing 
this Pleroma is subject to sufl^er from — too 
much exposure to strong sunlight j in fact, 
we often see it grown well in an old-fashioned 
house glazed with small glass, and with 
the accumulation of dirt imder the laps 
usually found in such structures. When 
it is grown in a very light house it must 
be slightly shaded in bright weather, other- 
wise its leaves become so much disfigured 
AS to seriously interfere with its appear- 
ance, even wjben well-flowered — we nave 
aeen this injury occur in bright March 
weather. Nor should the plant be in the 
winter time submitted to so low a tem- 
perature as the generality of greenhouse 
Btock will bear ; 40** in tlie night is low 
enough for it. 

A^iin towards the middle of March the 
roots will be sufficiently active to admit of 



their being moved into pots 3 inches larger; 
add to the loam one* sixth clear, sharp sand, 
drain well, and pot firmly, nlacing the 
plants where they will be a little dose, 
without exposure to the sun's full rays. 

This Pleroma possesses what plant- 
growers call a good habit, not being too 
much inclined to run up with a few 
straggling branches ; but, to ensure the 
requisite equality of strength among the 
shoots from the commencement, the lead- 
ing ones should be stopped sufficiently to 
cause an equal dispositioii of the sap in all 
the branches near the base ; the omission 
of this, in the first stages of the plant's 
existence, destroys its sMev appearance, as 
if the shoots near the base are weak they 
soon die off to an extent not usual in most 
plants. Train all the strongest shoots to 
the outside of the pot — this will cause 
the weaker ones to gain strength ; any that 
appear to take the lead must have their 
points pinched out all through the summer. 
As the weather gets warmer again use the 
syringe in the afternoons, damping the 
imder as well as the upper surface of the 
leaves, as the plant is sometimes, althouffh 
not often, affected with spider. By the 
middle of June, if they have made their 
wonted progress, they will again require 
potting, let them have another 3-inch shifty 
and use soil similar to the first ; grow th^n 
on as earlier in the season, giving them the 
necessary attention in respect to water, 
which they require in greater quantities 
than most hardwooded greenhouse plants, 
consequent upon their freer growth, and 
much greater evaporating leaf surface ; 
continue also to shade sufficiently to pre- 
serve a healthy condition of the leaves. 
The shading will have to be accommo- 
dated to the character of the house — that 
is, whether it is very light or otherwise. 
Admit sufficient air every day to induce 
short stout growth, and by the end of 
August discontinue the use of the syringe, 
give more air and less shade. Keep through 
5ie winter, as before advised, in a night 
temperature as near 40' as may be. The 
plants must be tied into shape, which will 
De easily done, from their natural sym- 
metry. In the spring, at the same time as 
advised last year, repot, giving a 3-inch shifty 
and treat as in the preceding season in re- 
spect to stopping, shading, and watering ; 
close the house with a little sun upon it> 
and at the same time maintain a suffi- 
ciently humid condition of the atmo* 
sphere in the evening by using enou^ 
water on the stages and paths. The plants 
will not require a second shift this season, 
and by the middle of July should receive 
a full complement of air day and night 
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Bv the middle of August remove them 
to the open air ; but here they must not 
be submitted to the direct action of the 
sun ; they should be placed on the north 
side of a tall hedge or trees, where they 
will not receive more than its morning 
and evening rays. Syringe them while 
here in the evenings during bright weather. 
Before they are thus tumSi out tiiey must 
have sufficient sticks put to them so as to 
properly secure the branches, otherwise 
they will be liable to break with the wind. 
Do not let the plants remain out later than 
the middle of September, or they might be 
injured by frost, and it is unnecessary to 
risk them, for the month's exposure vrill 
have sufficiently ripened their growth to 
induce their flowering freely. Winter as 
before, keeping them well up to the light. 
Tie them into the required shape, and as 
early in the season as there is danger of 
their suflfering through the effects of the 
sun, either shade slightly or remove them 
to where they will not be exposed to its 
mid-day influence. 

In respect to flowering, there is no 
particular time through the summer that 
It can be exactly calculated upon, as in the 
case of some other plants — mucn will de- 
pend upon the situation where it has 
been wintered. It is not a plant that can 
be hurried on ; if any excitement were at- 
tempted by heat it would run into growth, 
and not flower at all. We have had it in 
by the beginning of June, and on other 
occasions not until the end of August. 
When in flower the plants can be removed 
to the conservatory, where they will be 
very effective. Place them where they 
will not be too much crowded. They will 
last here for a month, after which they 
should be removed to the growing-house, 
and have any shoots that are unduly taking 
the lead shortened back. If they have 
flowered early in the season they will have 
sufficient time before winter to make 
growth for the next year's bloom, in 
which case they ought to be moved into 
pots 3 inches larger, and in the autumn 
turned out for a few weeks, and then tied 
and wintered as before — but so treated 
they never bloom so profusely as if 
allowed a season's rest. More commonly 
they are only flowered every other year, 
in which case the plants should be 
shortened back somewhat freely after 
blooming, then placed in a house where 
they can be enabled to make some growth 
without any attempt at pushing, as they 
will have time sufficient tne ensuing sum- 
mer to crow into a lai^ge size. When so 
treated they had better not be potted until 
the spring; give them as heretofore a 



3-inch shift, and subject them through the 
summer to the same treatment as advised 
in their early stages, as to shade and water, 
and also as to exposure out-of-doors ; but 
this season they may be placed out by the 
end of July, at which time, if all has gone 
well, they will be large enough for any 
purpose for which they may be required^ 
even to exhibit in the company of the best 
and most select collection of plants, among 
which there are few more telling subjects. 

After this flowering they should be cut 
to within a foot or 15 inches of the ba.se, 
placed in a growing temperature, and 
syringed overhead every afternoon until 
tne end of August, when they should have 
plenty of air, and the syringe should be 
withheld ; it will not be necessary to place 
them in this state out-of-doors, for under 
any circumstances they cannot be expected 
to flower much, if any, the ensuing season. 
In the spring turn them out, reduce the 
balls, ana replace in the same pots with 
new soil ; encourage growth through the 
summer, and put tnem out in the open air 
as before advised to ripen ; train so as to keep 
enough young shoots to furnish the base 
of the plant with green healthy growth. 
This will be facilitated by the production 
of a number of shoots from the crowns of 
the plants, which the cutting back will 
have caused them to make. After flower- 
ing this time it is as well to discard them 
for younger stock, which should be brought 
on to succeed the old plants — this is the 
more advisable with this Pleroma as it is 
a free grower, making as much progress in 
a single season as many things do in two ; 
besides younger plants always have a fresher 
appearance. Au that is necessary is, each 
year, to provide a few young ones to replace 
those that are made away with, for it is 
naturally such a good grower that unless 
very badly treated it rarely goes off or gets 
out of health. On this account it is fitting 
for beginners in the cultivation of hard- 
wooded plants, while as a subject for general 
decorative purposes it cannot fail to give 
satisfaction. 

Insecjts. — This Pleroma is seldom at- 
tacked by insects ; sometimes red spider 
wUl make its appearance, but this will not 
occur if the syiinge is employed as advised. 
Scale, either brown or white, will live upon 
it, but in case the plants become infested 
with either of these insects it is better to 
destroy them, as the leaves are too soft 
to bear dressing with any solution strong 
enough to kill tne pests. 

PLUMBAGO OAFENSIS. 

This is a Cape plant, introduced more 
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than half a century ago. It is one of the most 
generally useful hardwooded greenhouse 
subjects, not nearly so much cultivated as 
it deserves to be on account of the numerous 
ways in which it may be grown ; for it 
succeeds equally well in a large pot, as a 
trained specimen to twine round a pillar, 
planted out to clothe a wall, or to hang 
loosely from the roof of a cool conserva- 
tory, or confined to the limits of a 6-inch pot, 
in which way it will flower freely, forming 
one of the best possible window plants ; to 
this size it may be restricted for years, 
occupying a very limited space in winter, 
and amply repaying the little attention it 
requires by flowering for weeks in succes- 
sion. The flowers are produced from the 
extremities of the youn^ shoots, and are 
borne in large bunches ; individually they 
are like a small Phlox in form, but of the 
most lovely pale blue colour. There are 
few plants grown that ofier such a pleasing 
contrast in both colour and form of flower 
to the generality of other blooming sub- 
jects, as does this Plumbago. It is a free 
grower, and not at all difficult to manage, 
either in a small or large state. 

There is no way that it can be grown in 
which it is more useful than in small pots, 
for general decorative purposes, as, if a 
numoer are at hand, a portion, if desired, 
can be brought into flower in a little heat 
earlier, to precede such as are allowed to 
<5ome on gradually in the greenhouse ; 
by this means a succession may be kept 
up for three months in summer and 
autumn. Being a strong-rooted plant it 
will succeed well in loam, as it^ in common 
with most things that will thrive in this 
description of soil, has in it a greater dis- 
position to flower than if in peat ; but the 
loam should be good in Quality, and con- 
tain plenty of vegetable nbre, and should 
have added to it one-sixth of sand ; the 
pots should be well drained. 

This Plumbago strikes readily from cut- 
tings made of the young shoots taken oflf 
in spring when 4 or 5 inches long ; these 
will be forthcoming from plants t£at have 
been cut back earlier, and if they have 
A heel attached all the better. Put them 
singly in little pots filled with loam and 
.sand, the surface all sand. Keep under 
a bell-glass, or in a propa^ting frame, 
moist, and shaded in moderate heat ; 
they will soon root, after which inure 
them to the full air of the house. 
When well rooted move into 3-inch 
pots, using ordinary loam and a little sand ; 
syringe overhead in the afternoons ; pinch 
out the points of the shoots, stand them 
where they will get plenty of light, and 
now give more air. , The young plants will 



grow fast, and by the end of July should 
be moved into 6-inch pots ; continue to 
treat as advised after the first shift until 
the middle of August, when leave off 
syringing and admit more air, with a drier 
atmosphere. Winter this season at about 
45*, and towards the end of March, just as 
they begin to grow, let them be potted ; it 
is necessary now to determine to what size 
they are intended to be grown. If the 
object is to keep all or a portion for flower- 
ing in a smsdl state, these should be moved 
into 6 or 7 inch pots. 

If the intention is to grow them larger 
thev ought to have pots at least 8 or 9 
inches in diameter, in other respects the 
treatment they require is the same, except 
that the smallest-sized may need to be kept 
stopped in closer, so as to induce a propor- 
tionately more compact habit of growth. 
Pot them moderately firm, and if the shoots 
are at all straggling, shorten them back to 
about 8 or 10 inches in length, tying them 
out horizontally well down so as to induce 
them to break back, in which way they 
will push almost every eye. Place them 
in a nouse or pit^ where they can be kept 
at a temperature of about 45* in the night, 
with proportionate increase in the day with 
sun heat ; close the house early enough in 
the afternoons while the sun is up, so as 
to raise the temperature, syrince them 
overhead at the same time, and as the 
season advances and the weather gets hot, 
give a little shade, and use sufficient water 
under the stages, and about on the paths 
to keep the atmosphere in a moist condi- 
tion to promote free growth. All that 
will be required through the spring and 
early summer, will be to pinch back any 
shoots that may show a di^>osition to out- 
grow the others, and tie to sticks so as to 
keep tJiem in shape. About August they 
will commence to bloom, and as soon as 
the flowers begin to open cease syringing. 
They may then be moved to the conserva- 
tory, or any place where flowering plants 
are required — where they will receive a 
moderate amount of light and air to ripen 
up the crowtli, no more of which for the 
season snould be encouraged. When the 
blooming is over give less water and place 
the plants for the winter in an ordinary 
greenhouse temperature of from 35* to 40* 
in the night. They may be either cut back 
at once, or this can be deferred until 
nearer spring ; the shoots of such plants as 
are intended to he grown on in tne smaU 
pots should be cut to within a few eyes of 
where they were shortened to the spring 

Erevious ; again, about the end of Mieirch, 
efore they begin to grow, turn them out, 
shake three-fourths of the soil from them. 
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replace them in the same pots with new soil, 
and in every way treat as in the preceding 
summer ; so managed annutdly they wifl 
last for years, flowering freely. They may 
during the season of active growth have 
manure-water given them once or twice a 
week, which will enable them to make 
stronger shoots and finer heads of flowers. 
Such as are intended for larger specimens 
should not be cut in nearly so close, the 
shoots may be shortened to within about 
12 inches of where they were cut back to 
in the spring previous ; if the plants have 
made satisfactory progress they will bear a 
4 or 6 inch shift ; remove a portion of the 
old soil, and now use the new material in 
a more limipy state than in the first pot- 
ting ; the later treatment through the 
spring and summer in other respects should 
be the same as the season previous. Attend 
to training the shoots as they progress; 
as the plants get strong they will make 
comparatively lengthened growths that 
will require the use of either a wire trellis 
or a number of moderately strong sticks 
round which to train the shoots ; do not 
tie in the points too closely, or they will 
have an objectionably fonnal appearance. 
After flowering they will again need cut- 
ting back ; winter them as before and 
repot in the spring. They may be confined 
to the same pots, shaking away a portion 
of the exhausted soil and replacing it with 
new, or if they are required to be grown 
into large specimens they can have more 
root-room given them ; so managed they 
will last for a number of years, and will l>e 
much assisted by the use of manure- water 
during the growing season. 

This Plumbago is an excellent plant for 
training to a conservatory pillar, where if 
allowed to hang somewhat loosely it has a 
fine appearance ; in such a position it may 
be eitner kept in a moderatly large pot, 
and the soil partially renewed every sprmg, 
or it can be planted out When it is want^ 
to cover a back wall or a considerable ex- 
tent of rafter, the most satisfactory method 
will be to plajit it out in a prepared border. 
This must have the usual sufficient drain- 
age, and should be composed of 8 or 10 
inches of good turfy loam with enough 
sand to keep it open ; in planting see that 
the roots are not allowed to remain in the 
curved state which the pot has necessarily 
kept them in— when any plant of this de- 
scription is turned out in an open border, and 
the roots are allowed to stay in such a posi- 
tion they do not usually make satisfactory 
proffl:'ess. Restrict the quantity of water 
untu the plants have commenced growing 
freely, after which they will require a cooa 
Bupply both at the roots and overhead by 



the syringe ; attend r^ulaily to stopping 
and training, especially in the first stages 
of growth, so as to furnish the space regu- 
larly, cutting back every winter to induce 
the production of young flowering shoots 
over the whole portion the plaits are 
wanted to cover. When the soil becomes 
exhausted remove a few inches of the sur- 
face each spring, replace it with new, and 
stUl further encourage growth by the use 
of manure- water. 

Insects. — The plant is somewhat liable 
to the attacks of red spider, if not suffi- 
ciently syringed overhead, but when this 
is attended to regularly as advised no 
trouble is likely to be occasioned by it. 
Aphides will live upon the young shoots, 
and may be destroyed either by syringing 
with toliacco- water or by fumigating. Scale 
sometimes affects it, and is most effectually 
removed by washing with a strong solution 
of insecticide when cut back in the winter. 

PLXTMBAGO BOSEA. 

This Plumbago is one of the handsomest 
winter blooming stove plants that we 
possess. Individually, the flowers are not 
unlike those of a miniature Phlox Drum- 
mondii, and are produced freely on long, 
erect terminal spikes from the points of 
the previous summer's dioots. It is of a 
somewhat spare branching, erect habit of 
growth, and furnished with handsome 
medium-sized leaves. It is not suitable 
for being formed into permanent bush-like 
specimens, such as many of the ordinary 
stove plants, but is better adapted for 
medium-sized pots to be grown in quantity 
for autumn and winter blooming, at widen 
season its bright rose-coloured flowers are 
among the most attractive ornaments of 
the stove. It is also fitted for training so 
as to cover an end wall in a light position 
or for a pillar. The flowers are thin in 
texture, and unless they have been brought 
on and matured under the most favourable 
conditions in close proximity to the glass, 
they are liable to flag soon after being cut 
from the plant It has long been known 
in this countnr, having been introduced 
from Eastern India over a hundred years 
ago, but it still holds its place as one of a 
select few winter blooming subjects that 
have not many equals amongst recent in- 
troductions. Coming as it does irom the 
warm parts of India considerable heat is 
required to grow and flower it well, and, 
except where an ordinary stove tempera- 
ture can be maintained in tJie winter it is 
not advisable to attempt its cultivation, as 
without enough warmth the flowering will 
be deficient ; at the same time it is well to 
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bear in mind that this and all other plants 
that open their flowers during the winter 
season are better not grown with more heat 
than is found necessary, for if they are 
subjected to a temperature higher than 
requisite the flowers will be of shorter 
duration on the plant and of less use when 
cut 

It strikes readily from cuttings which 
the old plants produce freely if, after 
blooming, they are kept in a temperature 
of 60' in the night, and a little warmer 
during the day ; so managed, young shoots 
will be present in abundance about the 
beginning of March. Insert them three 
or four together in 4-inch pots drained 
and half filled with a mixture of sandy 
soil, the remainder all sand ; keep moist, 
cover with propagating classes, ana let the 
temperature be a little above that in which 
the plants have stood to produce the cut- 
tings. When well rooted move them 
singly into 3-inch pots, using good ordi- 
nary loam with some rotten manure and 
enough sand to keep the whole porous ; 
pot firmly and do not give much air for a 
few days until they have begun to root in 
the new soil, after which inure them to 
the full air admitted to the house, and 

J)lace them where they will have plenty of 
ight Increase the temperature as the 
Sim gets more powerful, and give corre- 
spondinglv more air in the middle of the 
day ; shade slightly when the sun is very 
bnght, damp overhead with the syringe at 
tiie time of shutting the air off, and when 
some growth has been made cut out the 
tops of the shoots, removing three or four 
jomts, for if, in stopping tnis and other 
similar erect-habited plants that are little 
disposed to break back, only just the points 
are pinched off, they often merely break a 
single shoot; whereas by removing more 
of the soft top of the shoots two or three 
breaks will frequently result By the be- 
ginning of June move them into 8 or 9 
mch pots, which will be large enough to 
grow and flower them in the first year. 
Use soil similar to that advised for the 
first potting, but a little more lumpy in 
texture ; pot firmly, as with ever3rthmg of 
the habit possessed by this plant a loose, 
insuflSciently solidified condition of the 
soil tends to encourage weak, straggling 
growth. 

During the summer the plants will do 
with an ordinary stove temperature ; 
although able to Dear as much heat as 
most species from the warmest regions of 
the eastern hemisphere, Qb"" in the night 
will answer, with an increase by day pro- 
portionate to the state of the weather. As 
soon as fairly established in the larger pots 



stop the shoots again in the manner before 
advised. All through the sunmier they 
will do better in a low pit if it gives- 
plenty of light, as here they can be pmced 
nearer the roof than in an ordinary house. 
This is important with quick-growing 
plants like mis Plumbago, as imder such 
conditions they make shorter - jointed 
wood, and have always more roots, both 
of which materially influence their ability 
to produce flowers. As the days get 
shorter cease shading, give more air, and 
do not syringe overhead ; this ih necessary 
to induce a slower formation of growth 
and to solidify that which has been made 
through the season. The plants may 
be divided so that bloom may be had in 
succession ; those intended to come in 
first should, about the middle of October, 
be moved into the stove where a night 
temperature of 60** or over, and a little 
higher in the daytime, can be kept up. 
Stand them so that the tops of the shoots 
will be within a few inches of the roof- 
glass — the nearer to it the better, if not 
absolutely touching ; if the pots are very 
full of roots, a little weak manure-water 
once a week ^411 be an advantage. Give 
as much air in the middle of fine days as 
the other occupants of the house will bear, 
and do not use more atmospheric moisture 
than needful, as the drier it is within 
reasonable limits the stouter the flowers 
will be. The plants intended to succeed 
the first must not be kept too cool ; they 
should not remain where they will be 
below 66° by nighty or the roots' are liable 
to suffer, in which case the blooms will be 
weak and small in quantity. After the ^ 
first crop of flowers produced from the * 
points 01 the shoots is over, if the plants 
are strong they will break back ana push 
a second lot from the base of the leaves on 
the upper portions of the shoots. When 
the flowering is over give less water to the 
roots, and keep the plants for a time in a 
dormant state, after which they may be 
started into growth in the way already de- 
scribed to produce cuttings, or, if it is de- 
sired to grow them on another season, they 
may as soon as broken into ^^wth have 
the son partially shaken from the old balls, 
be repotted in fresh material, and grown 
on as in the preceding summer. When 
reauired for planting out so as to cover a 
pillar or wall m the way alluded to at the 
commencement, these one-year-old plants 
will best answer the purpose, as if planted, 
as they necessarily need to be in such 
situations, at some distance from the glass, 
newly-struck examples have a tendency to 
become drawn up and weak. When this 
Plumbago is to be grown in this way it 
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should be in a position where its head will 
be able to reach dose up to the glass, so as 
to ffive strength to the flowers in the way 
indicated. 

Insects. — This plant is not much sub- 
ject to insects, except where the atmo- 
sphere is allowed to become over dry ; then 
red spider will sometimes make its appear- 
ance. Thrips and anhides will also live 
upon it, but the whole of these pests are 
usually kept away by the daily use of the 
syringe through the growing season. 

PODOLOBIUM. 

Evergreen greenhouse shrubs with pea- 
shaped flowers, produced freely, but the 
plants are inferior to many of the New 
Holland genera. 

They succeed under similar treatment to 
Chorozemas, which see. 

The undermentioned are the best kinds : 

P. berberifolvwm. Flowers yellow, pro- 
duced early in spring. A native of 
Australia. 

P. heterophyUwm. Flowers yellow, a 
summer bloomer. From New Holland. 

P. trUobatum. Yellow, blooms in spring. 
A native of New South Wales. 

POmSETTIA PTTLOHEBBDiA. 

This fine stove species is one of the com- 
paratively few members of the numerous 
family of Euphorbiaceous plants that are 
adapted for cultivation under glass. The 
flowers, strictly speaking, are insigni- 
ficant, but the crimson-scarlet bracts upon 
which they immediately rest possess such 
an intensity of colour, and when the plant 
is well grown, are* so large as to produce 
an effect scarcely equalled by anything 
else that we cultivate. Not the least point 
in its favour is the fact that, in addition 
to being easily managed, it blooms freely 
through the autumn and winter months. 
The flowers, moreover, last verv long in 
perfection, and by treating the plants so as 
to admit of their bloommg in succession, 
this Poinsettia may be had in flower from 
November to the end of March. It was 
introduced from Mexico about the year 
1834, and has ever since been a great 
favourite. Yet though generally culti- 
vated, it is anything but universally well 
groven, or even grown so well as it was 
when first introduced. This Poinsettia is 
naturally erect in habit, yet admits of 
being treated so as to make a branching 
specimen, or it may be confined to a single 
stem^ — the form in which it is most 
usefuL It is not necessary to strike 
cuttiBgs of it 80 early in spring as required 



in the case of most other winter-flowering 
stove subjects, because if they have too 
long a season of growth they are apt to 
get taller than many people like tnem, 
although this can be in some measure 
corrected. On the other hand, it does not 
answer to delay the propagation of it so 
late as is frequently done, or the nlants 
have not time to attain the strengtn and 
solidity requisite to enable them to bear 
full-sized flowers. If old plants that have 
bloomed are placed about the beginning of 
April in a temperature of 65° at night, and 
proportionately increased by day, they 
will soon produce cuttings. Like some 
others of the Euphorbiaceous family, the 
shoots contain a great quantity of milky 
sap that renders them unsuited for pro- 
pagation in the usual manner, that is, from 
the points of the young shoots severed 
where the wood has got a little firm. If 
treated in the way that cuttings ordinarily 
succeed, very few will root ; consequently 
it is necessary to have them with a neel of 
the old wood at its juncture with the new 
growth. Such shoots should be taken off 
when about 6 or 7 inches in length, and 
placed singly in small pots part filled with 
sandy soil, the remainder clean sand. 
Water slightly, and keep them close and 
shaded in a striking frame or under pro- 
pagating glasses in a temperature of 65° or 
70 . They will strike in two or three 
weeks ; when well rooted, and they have 
been inured to the full air of the 
house, move them into pots two sizes 
larger, using good loam, to which add one- 
sevenUi rotten manure and some sand. 
Pot firm, shade from the sun so far as 
necessary to prevent flagging, and do not 
give more water than is requisite to keep 
the soil moist. From the time the roots 
begin to lay hold of the soil let the plants 
be as much elevated up to the glass as cir- 
cumstances will permit It is necessary to 
be particular about this with a view to 
correct the natural disposition to grow 
long-jointed and tall, as nothing in the 
way of stopping the shoots is of any use 
wifli this roinsettia the first year on ac- 
count of its inclination to throw all the 
strength into a single stem. Ordinary 
stove warmth through the summer, such 
as given to the majority of heat-requiring 
phmts, will suit it, admitting a fair amount 
of air in the daytime, and using no more 
shade than is found necessary to prevent 
the leaves scorching ; damp overhead with 
the syringe at the time of closing the house. 
By the middle of Julv they should be 
ready for moving into their blooming pots, 
whi(m may be from 7 to 8 inches in diameter, 
according to the strength of the plants, use 
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soil similar to that in which they were 
first potted, and continue to treat as before 
until the end of August, when gradually 
give more air and cease syringing ; but 
all through the season do not let the soil 
get so dry as to cause the leaves to flag, as 
if this occurs they will fall oflf before the 
blooming time, which detracts materially 
from their appearance. 

Keeping tnem cooler through September 
will check further growth, and admit of 
the wood getting matured, but the tem- 
perature should not be allowed to fall too 
low in the nights. If very large heads are 
wanted, the plants must be kept their full 
length, which, if they have been well 
managed and are strong will probably now 
be 4 feet in height ; if smaller heads on 
dwarfer growth are preferred, the plants 
should be kept in a growing temperature, 
and about the end of September the shoots 
should be half cut through some 8 or 10 
inches below the point, leaving them thus 
half severed for a fortnight In that time 
the base of the cut part will get callused 
over, when thev may be cut away alto- 
gether, and each of the heads put in a 
6-inch pot filled with fine sandy soiL Kept 
close and moist like ordinary cuttings they 
will soon root, when they must be kept on 
growing slowly, and in this way they will 
produce nice heads of bloom on stems that 
will not be more than 15 or 18 inches hich 
when in flower, but the bracts will not be 
near so large as if the plants were left their 
full length. If some of the stock are kept 
somewhat cooler, say in a temperature of 
about 55° until after Christmas, and then 
removed to a little more warmth, they will 
come in later and last correspondingly 
longer. Such of the old plants as are 
grown on a second year should be cut 
back to within a few inches of the collar 
and started about the time advised for the 

Eroduction of cuttings ; when they have 
roken into growth partially shake them 
out, giving pots a size or two larger. 
They will nmke several shoots the second 
season. They may be kept dwarfer if de- 
sired by treating them cooler with more 
air through the growing season, but, so 
managed, the heads will be smaller. 

There is a variety of the plant with 
double bracts, that is, the coloured floral 
leaves are much more numerous than in 
the ordinary type ; it is well worth grow- 
ing, as also the white-bracted form of the 
original kind. They all succeed under the 
same treatment 

Insects. — The juices of these plants are 
too acrid for insects to trouble them much, 
although aphides will sometimes attack 
them, and may be destroyed by fumigation. 



P0LIANTHE8 TUBEBOSA. 

(Tvherose,) 

Few plants can be had in bloom over 
80 long a portion of the year as Tuberoses. 
Their perfume is much liked. The climate 
of this country does not suit them, conse- 
quently the bulbs are grown in different 
parts of the world — Italy, the United 
States, and Africa — and after being im- 
ported and flowered once they are dis- 
carded. 

To have them in bloom over a lengthened 
period they should be potted at different 
times, a portion as soon as the bulbs can 
be had after thev are imported, which is 
in the latter end of the year ; two more 
pottings should be made at int^vals of two 
months afterwards. Good loam is the best 
to grow them in, with a little leaf-mould 
and sand ; 6-incn pots are large enough 
for the largest bulbs ; drain well, nuuce 
the soil moderately firm in the pots, 
leaving the tops of the bulbs well up aoove 
the sou. One of the principal things to 
attend to in their cultivation is to never 
let the soil have much water until they have 
made roots and begun to grow. For early 
blooming they should be plunged in a 
bottom heat of from 60' to 70^ the tem- 
perature of the house being about 70° in 
the daytime, with air admitted ; give no 
water until the leaves appear, and keep 
the soil fairly moist after they begin to 
grow freely. For later flowering the pots 
should be stood on a damp bottom, such as 
the earthen floor of a house, or pit, the mois- 
ture from which will be absorbed by the pots 
and communicated to the soil, so that little 
water need be given before top growth has 
commenced. Sring them on m hei^ as 
advised for the earlier lot, so as to mve a 
succession. The plants have a natural dis- 
position to grow tall, and to keep them 
from being <fiawn they should have plenty 
of light ; as soon as they have begun to 
grow aMray freely keep the flower stems 
near the glass. 

The undermentioned varieties are all 
good : — 

Afrxca/n, 

American, 

ItdUan, 

The Pearl 

Insects. — Aphides are sometimes trouble- 
some, for these fumigate. 

POLYGALA. 

These handsome and very distinct ever- 
green greenhouse plants are natives of the 
Cape, and are deserving of general culti- 
vation, not alone for eznibition purposes, 
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l)ut as ordinary decorative subjects. That 
they are not more generally grown seems 
strange, as their colour (bright reddish- 
purple) is scarce among hardwooded plants, 
and their appearance is distinct, either in 
or out of flower, from most things requirinff 
a similarity of temperature and general 
cultural treatment They are also of 
much easier growth than many hard- 
wooded subjects, not being liable to get out 
of health or go off sudaenly. They are 
plants that we should recommend to be- 
:ginners in the cultivation of hardwooded 
greenhouse species, who sometimes get dis- 
heartened by first attempting to grow the 
most difficult things, which often slip 
through the fingers of even those who have 
had long practice, and have patiently studied 
their peculiar habits and requirements. 
Polygalas are very free rooters, and not 
nearly so impatient of slight excess of 
moisture at the roots as many Cape plants 
sjce. They will grow in either loam or 
fibrous sandy peat, but we prefer peat 
where it can be had of anything like good 
quality. 

They strike freely from cuttings of the 
joung shoots, about 3 inches long, which 
may be taken off in spring. Put several 
together in 6-inch pots filled with sand, 
keep in a moderate heat, moist, shaded, 
.and covered with a propagating ^lass ; so 
treated they will root in five or six weeks, 
after which dispense with the glasses, and 
move singly into small pots. Keep mode- 
rately close, standing them on a moist 
bottom, give a little snade in the daytime, 
and as soon as shoot growth begins to move 
freely pinch out the points. Give more 
air as they get fully established, and 
fivringe in the afternoons at closing time. 
Continue this treatment until autumn, 
when give more air, and winter at about 
45° in the nights. Towards March move 
into 3-inch pots, stop the shoots, and keep 
the atmosphere a little closer until the roots 
-enter the new soil ; treat as in the preceding 
summer, about July again pinch out the 
points of the shoots, and stand the plants 
where they will get plenty of light. Let 
the autumn and winter management be as 
advised for the previous year, but about 
tiie middle of February shorten the shoots 
to within three inches of where they were 
;stopped to in the summer, and place them 
in a house or light pit where tney can be 
kept at a night temperature of 45* ; here 
they will soon break, and by the middle of 
April will be in a condition for repotting. 
If they have plenty of roots they should 
receive a liberal shift — 4 inches will not 
be too much. Break the peat into pieces 
about the usual size for young hardwooded 



plants, add a good sprinkling of sand, and 
make the soil quite firm. At. this season 
the sun is powerful and the air begins to 
get much drier than earlier, consequently 
they will require both shade in the middle 
of the day and the house kept closer, by 
the absence of side air, for two or three 
weeks ; the stage upon which they stand 
must also be regularly damped morning 
and afternoon, and the house closed while 
the sun is yet upon the glass. At this 
time the points of the strongest shoots 
should be brought down low so as to induce 
a compact bushy condition, with a disposi- 
tion to clothe the base of the plants well 
down to the bottom. After they have 
taken to the new soil, which will be ap- 
parent from their young shoots commenc- 
ing to grow freely, give air as ordinarily, 
and syringe overhead every evening : get 
the water well under the leaves and to 
every part of the plants, so as to keep down 
spider. By the beginning of July pinch 
out the points of the shoots, to induce them 
to break back ; attention to this matter is 
of more importance with Polygalas than 
most plant^ as their natural upright 
disposition of growth, if not checked, m- 
duces a thin, straggling bottom, and, if 
not stopped in the summer, they will 
require cutting back in the winter to 
within the distance already prescribed for 
the previous year's growth, which is a loss 
of time by reducing their size. Keep the 
shoots well spread out, and support them 
with a few nice sticks, so as to keep the 
young plants in shape without too much 
formiuity. As the pots get filled with 
roots the wetting of the surface of the ball 
consequent upon the syringing overhead 
makes it a little more difficult to ascertain 
the condition of the soil underneath as to 
water, and necessitates close observation 
in this matter : but they must not be 
allow^ to get diy at the bottom of the 
ball, or growth will be seriously checked 
and insects encouraged. By the end of 
August the plants wfll be benefited by the 
admission of more air and the absence of 
shading, so as to harden them up for the 
winter, during which season keep them in 
a temperature of 40° or near it in the 
night A^dn, about the end of February, 
as lafit season, cut back the shoots to within 
6 inches of where they were stopped in 
summer, and encourage them at once to 
push young growths by keeping a little 
closer, as recommendea for last ffprinc. 
Move at the same time as then advised, 
giving 3 or 4 inch larger pots, according to 
me strength and condition of the plants ; 
tie them out so as to secure a compact, 
shapely outline, and keep all the strongest 
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shoots well down — this will have the effect 
of balanciqg the growth, which in these, 
more than in many plants, has a disposition 
to run up in the centre, leaving the bottom 
bare. Attend after potting, as advised 
last season, to shade, moisture, and air, 
with the regular evening's syringing ; and 
again, by the end of June, stop all the 
shoots, Doth strong and weak, back to 
within 6 inches fix)m the place they were 
shortened to in the winter. This is neces- 
sary, for two reasons — ^to produce an even 
head of bloom and ensure that it should all 
come in at one time, which will not be the 
case unless the above conditions are com- 
plied with. As the end of July approaches 
give more air for a week or two prepara- 
tory to turning them out-of-doors. At the 
beginning of August place them in the full 
sun, and screen the sides of the pots from 
itfl direct action. Continue to syringe 
overhead well every dry afternoon. They 
may remain here until the middle of 
September, if there is an appearance of 
fine warm weather, after which it will not 
be safe to leave them outside. Place 
for the winter in a good light house near 
the glass ; this, with the hardening process 
they have gone through, will secure their 
flowerinc; freely the coming spring, when 
they will make useful decorative plants for 
the conservatory, to prepare them for 
which let them be nicely tied through the 
winter, using no more sticks than necessary 
to keep them from having a straggling, 
untidy appearance. If the object is to get 
a poi-tion of the plants up to large speci- 
men size as soon as possible, tnen the 
strongest should, as heretofore, be cut back 
in the winter, and not be allowed to flower 
in the spring ; pot at the time before ad- 
vised, and in every way treat similarly 
through the season. Such as are allowed 
to flower must afterwards* be cut back 
again, not leaving more than 6 inches 
from where stopped to the previous 
summer. Through all the stages of the 
existence of these plants it is necessary to 
stop or cut them oack to something near 
this length, otherwise they get an unsightly 
naked appearance which destroys the effect 
of even a full sheet of bloom. Encourage 
them to break by slightly syringing and 
keeping a little closer, and when they have 
pusned a couple of inches of growth they 
should be moved into pots 3 inches larger 
— keeping the house a little warmer 
through the admission of less air for a 
short time. Thev should be, as in the 
previous season, p>kced for a few weeks in 
the open air to induce a disposition for 
flowering. As the plants will now be 
getting Urge enough even for exhibition 



purposes, a minimum temperature of 35*^ 
m the night through the winter montha 
will be sufficient ; by this means their 
flowering will be retarded in the spring, 
which in manv cases, where required for 
exhibition, will be an advantage. Where 
it is the intention to so use them the tying 
must be more particularly performed than 
for home decoration, for unless the plants 
have sufficient support when they come to- 
be carried any distance, they have a looee^ 
untidy appearance ; but instead of the use 
of a large number of sticks, three-fourths 
of the branches may be secured in their 
places by stout black thread. 

Polygalas are subjects that bear their 
blooming retarded much better than some, 
being stronger in constitution ; but where 
they are to be kept back for any particular 
time it is well to do it in the early stages 
of the flower's development. Each season 
after flowering cut tnem back as near as 
already advised, which will cause them to 
last much longer in a stout, shapely con- 
dition. It is not advisable to move them 
on into pots larger than 18 or 20 inches, as 
these, with the assistance of weak manure- 
water during Uie season of growth, will 
keep them in condition for several years ; 
but as soon as they get in any way naked 
and leggy, it is better to consign them to 
the rubbish-heap, and ^row on others to 
take their places, for which purpose a few 
young ones should be startea every second 
year. 

There are two varieties well worth 
cultivating. 

P. Dalmaisiana is the strongest grower, 
of the most robust constitution, and its 
flowers are proportionate in size, and pro- 
duced freely from the points of the shoots, as 
with the others. This is the best variety 
for exhibition, its colour ^purple) bar- 
momsing or contrasting well with almost 
any other flower. 

P. oppoaitifolia is more of a reddish- 
purple in the colour of its blossoms, is very 
free in growth and flower ; it is somewhat 
weaker in habit, but is a desirable plant, 
requiring the same treatment as to soil^ 
temperature, stopping, and general routine. 
It does not generally attain so large a size. 

Insects. — There is one thing that 
renders these plants worthy of cultix-ation 
— it is their immunity from mildew, the 
worst pest that the grower has to contend 
with. Scale, both brown and white, will 
live upon them ; if they get infested with 
the latter the best thing is to destroy them, 
as any application that will kill the insect 
will also kill the leaves. Brown scale can 
be removed with the sponge and bn^ 
but it is better to de&L with after the 
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plants have been cut back when their 
ilooming is over ; a good washing with in- 
secticide will then destroy the insects with- 
out injuring the plants. They are very 
subject in tibe summer to the attacks of 
red spider, which if not at once removed 
will in a short time destroy the leaves — in 
which case the plants are not worth much, 
418 a hard stunted condition, from which 
they do not easily recover, is induced. 
A free use of the syringe all through the 
growing season, while the weather is warm 
tind favourable to the development of the 
insects, will keep them down ; but the 
water must be directly applied to both the 
tipper and imder sides oi the leaves where 
they harbour. 

POLYPODIUM. 

An extensive genus of Ferns, containing 
stove, greenhouse, and hardy species, and 
including many handsome kmds. 

For propi^tion and cultivation, see 
Ferns, general details of culture. 

BTOVB 8PB0IE8. 

F, Paradisce, Tropical America. 
P. pectimUvm, West Indies. 
P. plumomm. South America. 
P. sanctum. West Indies. 

GREENHOUSE SPECIES. 

P. effuswm. Jamaica. 

P. ni^escens. Java. 

P. tnchoides. Isle of Luzon. 



POL7STI0HUM. 

A genus of Ferns comprising stove, 
greenhouse, and hardy species ; most of 
the kinds include in it hold only a 
secondary position in their appearance, 
but should oe present in collections where 
the object is to include as many distinct 
forms as possible. The greenhouse section 
will usually be foimd most desirable. 

For propi^tion and cultivation, see 
JPems, general details of culture. 

GREENHOUSE SPSOIBS. 

p. denticulaivm. Jamaica. 

P. ordinatum. Chili. 

P. prolifervm. Tasmania. 

P. pungens. Cape of Good Hope. 

P. triangulate, Jamaica. 

P. vestitum. New Zealand. 

POBTLANDIA. 

This is a limited genus of evergreen 
«tove shrubs, only a few being known to 



cultivators. The appearance of the plants 
even when not in flower is such as to make 
them worth growing, and their flowers are 
handsome and distinct-looking. They re- 
quire a high temperature, otherwise they 
make slow progress. 

Their meth^ of propagation and ^neral 
treatment is like to that recommended for 
Ixoras, which see. 

P. coccinea, A fine species, with hand- 
some foliage, and striking red flowers, 
which open in summer. It comes from 
Jamaica. 

P. grandiflora. Much the finest of the 
genus in regard to the size it attains, the 
character of the foliage, and also the ap- 
pearance of the flowers, which are white, 
produced in summer, and the largest of 
any of the species. From Jamaica. 

P. platantha. This is from South 
America ; like the last-named it bears 
white flowers in summer. It is a smaller 
grower than P. grandiflora, but where that 
IS cultivated there will scarcely be occa- 
sion for this. 

Insects. — The high temperature the 
plants require favours the presence of in- 
sects, all of which that usually afiect stove 
plants are troublesome on Portlandias. 
A jfree use of the syringe daily during the 
growing season will keep down the less 
mjurious kinds. Mealy bug and scale may 
be ^ot rid of by spun^ng in summer, and 
copious washings with insecticide in autumn 
and winter. 

POSOQUEBIA. 

These pretty evergreen stove shrubs bear 
handsome verv long-tubed flowers indi- 
vidually not unlike those of the Stephanotis. 
The two species most deserving of cultiva- 
tion, P. longiflora and P. mmtiflora, are 
both natives of Guiana, and succeed best 
when grown in a moderately high tempera- 
ture. They strike well in spring from 
cuttings made of the young shoots consist- 
ing of three or four joints. They should 
be placed in sand, in a temperature of 70% 
kept close and shaded. Under such condi- 
tions they will be rooted sufficiently in two 
months to require shifting into 4-inch pots. 
They do best in peat, to which a moderate 
quantity of sand is added. Place them in 
a light position near the glass ; this is 
necessary, otherwise their natural inclina- 
tion to grow thin and straggling is in- 
creased. Pinch out the points of the shoots 
when they have made a few inches of 
growth. A temperature during summer of 
66* to 70' at night will not be too much 
with proportionately more heat in the day- 
time ; tie out the snoots as they grow, so 
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as to lay the foundation of bushy speci- 
mens. 

By the middle of August they should 
have made sufficient progress to require 
shifting into 6-inch or 7-inch pots, after 
which encourage them to make growth, so 
that their roots may get well hold of the 
soil before the short days necessitate a re- 
duction of the temperature. During the 
crowing season syringe overhead daily, but 
discontmue this, and also shading, by the 
middle of September ; after that time 
gradually reduce the heat to 60' at night 
and keep them correspondingly cooler by 
day ; continue in this way throughout the 
winter, giving them less water at the roots, 
but yet not allowing the soil to get so dry 
as to cause the leaves to flag. 

In spring raise the temperature, and 
move tnem into pots 3 or 4 inches larger 
than those they are in ; treat them in other 
respects as in the previous simimer. They 
may be expected to bloom about mid- 
summer, and, in addition to their hand- 
some appearance, will give an agreeable 
perfume to the house. 

After they have done flowering, shorten 
the shoots and encourage them to make 
growth before autumn ; to help this 
manure-water should be given once a week 
until the middle of September. Treat 
through the winter as before, and in spring 
turn them out of their pots, remove a little of 
the old soil from the top of the balls, and give 
pots 2 or 3 inches larger. Applv more heat 
as the summer advances, 'rtiis second 
season they will have grown large enough 
to produce a fine head of bloom ; when 
they have done flowering, again shorten 
the shoots and treat in other respects as 
hitherto recommended. The plants will 
last for several years if the soil is partially 
renewed each spring when they are potted ; 
and they are assisted through the active 
season of growth with manure-water. 

Insects. — Posoauerias are liable to be 
affected by most or the insects that attack 
stove plants. These must be kept in check 
by freeljr syringing with tepid water, 
which will be sufficient to remove all 
except mealy bug and scale ; should these 
pests appear dip m or syringe with insecti- 
cide. 

POTHOS. 

These are distinct-looking stove plants 
that emit roots from the stem, ana like 
Ivy, attach them to anything they can lay 
hold of. They are useful for covering 
walls, and are easily grown. All that is 
necessary is to take off pieces of the shoots 
and place them singly in pots — this may 



be done at any time of the year, but best 
in spring ; they should be kept moderately 
close and moist, until the roots lay hold of 
the soil, after which grow on in a medium 
stove heat until the dioots have made con- 
siderable progress, when they may be 
planted out in a bed or removed to large 
pots. They are moderately strong growers, 
and if confined to pots must not be pinched 
for rooHL 

P. argyraa. A well-known, free-grow- 
ing kind, with handsome foliage. It comes, 
from the West Indies. 

P. arffyrosa macrophylla, A distinct- 
looking form of P. argyreaea ; an equally 
free vigorous grower. 

P. aurea, A distinct and handsome 
species ; the leaves are a combination of 
deep and light green, with large pale yel- 
low blotches. It comes from tne Solomon 
Islands. 

P. flexuoaa. A new species, with habit 
much like that of Marcgravia, the leaves^ 
alternating from right to left, they are 
about 6 inches in length, oblong-acuminate, 
pale green in colour, and lay quite flat on 
the surface to which the stems attach them- 
selves. From India. 

Insects. — A good syringing daily through 
the growing season w^ill usually keep them 
free from the attacks of the different kinds 
of insects ; but, if this is not found suffi- 
cient, sponging will be the safest i-emedy^ 
as the succulent character of the leaves is^ 
such that they do not well bear the appli- 
cation of insecticide. 



PRATIA. 

These are greenhouse herbaceous plants- 
of a somewhat interesting character. They 
are of moderate growth, and flower freely 
if grown in a go(S light house. They are 
increased by division of the roots in*spring 
before growth begins ; if the portions taken 
off the parent phmts are large enough they 
may at once be placed in good-sized pots, 
tying the shoots as they advance to sticks 
for support. 

P. begoniafolta. Has blue flowers ; it 
blooms in the summer, and comes from 
NepaL 

P. coryrnbosa. Flowers white, produced 
in summer. From the Cape of Good Hope^ 

P. littoralis. A summer bloomer, the 
best of the genus. 

Insects.— Both aphides and red spider 
are partial to these plants ; for the destruc- 
tion of the former fumigate, and use the 
syringe regularly in summer to keep down 
the spider. 
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PBDiULA. 

Few plants are more useful for green- 
house decoration than the Chinese Pri- 
mulas, of which there are now so many 
fine varieties, sincle and double. If re- 
quired the single kinds alone will furnish 
nowers the whole year round, seed being 
put in at different times so as to produce 
bloom in succession. But it is for winter 
flowering that these plants are most accept- 
able. Y oung plants are the best, the old 
ones should Be discarded each year after 
they have bloomed, and others brought on 
pe^darly to take their place. 

To get the plants strong for autumn 
flowering some seed should be sown early 
in March ; at this time a large shallow pan 
should be drained and filled with fine 
sifted loam, to which is added some leaf- 
mould and sand ; press the soil smooth, 
and slightly water the surface to close up 
any holes wherein the seed might get too 
deep. Allow a day for the soil to dry, and 
then sow the seeds, not too thickly, cover- 
ing very slightly, and again pressing the 
surface smooth. Place a piece of thin 
white jjaper over the top to prevent the 
soil drying, so that no water n^ be given 
until the plants are up ; stand in a tem- 
perature of 50°. As soon as the seeds 
vegetate remove the paper and put near 
the glass so as to prevent the young plants 
being in any way drawn up wei^y. Shade 
slightly when the sun is bright, giving 
when reauired just enough water to 
moisten tne soil, but not to make it too 
wet. Admit air in the day, and when the 
little plants are an inch high prick them 
off 3 or 4 inches apart in shfiilow boxes, 
drained and fiUed with soil such as the 
seed was sown in ; place the boxes close 
to the glass, and keep the night tempera- 
ture similar to that in which the seeds 
were sown, allowing it to rise with some 
air on in the daytime proportionate with 
the now increasing sun heat Shade a 
little when the sun comes on the plants, 
and give water as the soil gets dir. Treat 
in this way until the end of May, when 
they will do best in a cold frame stood 
&cing northwards in an open situation ; 
plen^ of air should now be given with a 
thin shade in sunny weather. By the 
middle of June the plants must be moved 
to 5-inch pots. The soil should now have 
some good rotten manure mixed with it in 
addition to the leaf-mould and sand, drain 
the pots moderately and move the plants 
with as little disturbance of the roots as 
possible ; pot moderately firm and return 
to the Iframes, which should now be half 
filled with fine ashes to raise the plants up 



near the glass so as to keep them stout, as 
if Primulas ever get drawn they are half 
spoiled ; to prevent this they must never 
be stood too close together. After potting 
keep the frame a little close for a few days, 
then give plenty of air in the day with 
some on at night as well ; keep the ashes 
on which the pots stand damp, and give 
water to the plants when required. If the 
lights are drawn off altogether in the 
mghts, and replaced by day, the dew will 
benefit the plants, and as the pots get full 
of roots give manure- water once or twice 
a week. In most cases 5 or 6 inch pots 
will be lar^e enough to flower the plants 
in, but if it is thought desirable to grow 
some on bigger they may be moved to pots 
a size or two larger towards the end of 
August. After this time no more shade 
should be necessary. Before there is 
danger of frost move them to a house or 
pit where they can be stood well up to the 
glass. Up to this time it will be well to 
pinch out aU flower-stems produced as 
soon as they are visible — this will have the 
effect of strengthening the plants, and 
enabling them to bloom better when re- 

Suired later on. During the flowering and 
[irough the winter they wLQ bloom better 
in a temperature of 45° than if colder, and 
care should be taken during the dark dull 
weather not to wet the foliage, or to give 
more water than is necessary : neglect in 
either of these matters tends to cause the 
plants to damp off — a complaint to which 
Primulas are subject in winter, especially 
when in too low a temperature, or stood 
far from the glass. A successional sowing 
should be made about the beginning of 
May to flower later on in winter and spring 
aft^ the earliest are over. 

The double kinds of Primula, the flowers 
of which last longer than those of the single 
varieties, are increased by cuttings made 
of tie side shoots, which, when well man- 
aged, the plants produce freely. The cut- 
tings may be put in any time during the 
spring or summer ; they should be cut 
away from the parent plants with as much 
stem as obtainable, and put singly in pots, 
only large enough to hola them, filled with 
fine loam, to which a good portion of sand 
has been added. No more water should 
be given than is needful, or the cuttings 
will be liable to rot ; if they are put m 
early in spring when the weather is cold 
the temperature of the house should be 
kept up by fire-heat to 50** or 55"*, and they 
should be kept moderately, but not too 
close, as overmuch confinement will also 
cause decay. When enough roots are 
formed to support the plants from flagring, 
gradually give more air, and stand them 
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where they will get plenty of light ; as 
soon as the little pots are full of roots move 
into others an inch or two larger, using 
soil like that advised for the single kinds. 
A good light house or pit is better suited 
for the growth of this section of Primulas 
than frames such as recommended for the 
single sorts. The general treatment re- 
quired through the summer in the matters 
of soil, air, water, and shade is similar to 
that needed by the single varieties. Con- 
sequently, all further that is necessary is 
to move the plants on into larger pots when 
those thev are now in get fairly filled with 
roots. When the weather becomes cold in 
autumn the double sorts should be placed 
where they can have a little more warmth — 
from 46* to 50* in the night is not too much, 
and be stood near the glass. In a low 
temperature it is scarcely possible to avoid 
many going off by damping, as a further 
precaution against whicn the soil should 
be kept raisSi right up to the foot of the 
stalks of the lower leaves. 

The single Primulas have been so much 
improved m recent years, that all needful 
is to secure good strains of the white, red, 
and pui-ple forms. Of double kinds there 
are several sorts of white, pink, and red, 
that afford enough variety for all purposes. 

i*. japonica. Makes* a useful pot plant 
for greenhouse or conservatory decoration. 
It is easily raised from seed. 

P. Sieboldii (cortusoides amcena). This 
is a beautiful species of which there are 
many forms, varying in colour from white 
to pink, lavender, red, and crimson. These 
are nearlv hardy, and are charming plants 
for greennouse decoration, for which they 
should be kept in pots, plunged and pro- 
tected in frames through the winter. They 
are increased by division of the crowns, 
potted and grown on in cold frames. 

Insects. — Aphides are almost the only 
insects that affect Primulas ; the best 
method of destroying them is by fumiga- 
tion with tobacco. 

PBITOHABDIA. 

A beautiful genus of stove Palms, so dis- 
tinct in appearance that they should find a 
place everywhere where large fine-leaved 
plants are grown. 

For propagation and cultivation, see 
Palms, general details of culture. 

P. Martii. A handsome species with 
massive, deeply-plaited leaves. From the 
South Sea Islands. 

P. pacifica, A noble plant with very 
large palmatisect, plaited leaves, that re- 
curve considerably at their outer edge. It 
is manageable in size so that it can be 



accommodated in an ordinary-sized houae. 
From the Polynesian Islands. 

PBONATA ELEGAirS. 

An evergreen plant from the Swan Biver 
with blue or IDac flowers, produced in 
summer. It is not very attractive or much 
grown, but it can be used as a roof-climber. 

It can be raised fr^m seeds sown in 
spring, or shoot cuttings put in at the same 
season, treated in the ordinary way in a 
temperature of 66" ; pot on when rooted 
and keep in a medium heat until mid- 
summer, when give more air, and treat as 
required for the generality of CTeenhouse 
species. Winter at about 45**, and in spring 
give more pot-room. The plant is a mode- 
rate grower, and does best m good fibrous 
peat) with some sand ; through the summer 
give such treatment as is required by other 
Australian plants, with plenty of light and 
air. The spring foUowmg turn out in the 
border where tney are to be grown, and 
train the shoots as thev extend. 

Insects. — Red spider is often trouble- 
some, unless the syringe is kept regularlj 
in use through the growing season. It is 
also more subject to aphides than most 
plants of like description, and must be 
frequently fumigated, or the young leaves 
get crippled. 

PBOSTANTHEEA. 

Evergreen greenhouse flowering shrubs, 
not much valued at the present day. They 
thrive under treatment such as advised for 
Chorozemas, which see. 

The following are the best of the genus : 

P. lasianthos. Is a summer bloomer; 
it bears purple flowers, and comes from 
New South Wales. 

P. linearis. Also a summer bloomer, 
with purple flowers, from New South 
Wales. 

PSTOHOTBIA JASIQNIFLOBA. 

This plant, usually known as Gloneria 
JMmininora, is of comparatively recent in- 
troduction, and is well worth a place. It 
is an evergreen species of neat growth, re- 
quiring stove heat. The flowers are white, 
borne at the points of the shoots in bunches, 
like those oi a Bouvardia. It blooms in 
spring. 

Its mode of propagation, and the general 
culture required, are such as advised for 
Jasminums, which see. It comes from 
Brazil. 

Insects. — Scale and mealy bug are often 
troublesome on the plant, ana must be 
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kept under by frequent dippings and wash- 
ing with insecticiae. 

FTEBI8. 

A cenas of pretty Ferns, inclndinff stove, 
neenhouse, and hardy species. Man^ of 
them are of elegant habit, and especially 
adapted for decorative use in combination 
with other plants, as also in a cut state for 
mixinff with flowers. Variegation of a 
•decided character is rare among Ferns, but 
it is found in Pteris more distinct than 
in others — for example, the beautiful little 
P. tricolor, with P. Ar^nroea and P. cretica 
^bo-lineata. 

For propagation and cultivation, see 
Ferns, general details of culture. 

STOVE SPECIES. 

P. aspericanlis. East Indies. 

P. nemoralis variegata, Bourbon. 

P. rubricaiUu, 

P. tricolor, Malacca. 

GREEITHOUSB SPECIES. 

P. argyraa. East Indies. 

P. ereticck Oandia. 

P. cntiea aXbo-lineaUL Java. 

P. hastata. South Africa. 

P. scdberula. New Zealand. 

P. serrulata. India. 

P. serrulata AppUbyana. 

P. semUata cristata, Japan. 

P. serrulata cristata lacerata, 

P. semUata Dixonii. 

P. serruUUa Leyii, 

P. vmbrosa, Australia. 

PTTOHOSPEBMA. 

A genus of greenhouse Palms, few in 
number but remarkable for their elegant 
4kppearance. When they have attained a 
medium size they rank among the most 
stately objects that can be introduced to a 
■conservatory ; what is still more in their 
favour is their ability to thrive with much 
less warmth than most Palms. 

For propagation and cultivation, see 
Palms, seneral details of culture. 

P. Alexandrce, A handsome species, in 
•either a small or mature state. Tne leaves 
are pinnate, the pinnsB droop slightly, 
which combined with the evenly arched 
form of the entire leaf gives the plant a 
plume-like appearance, such as is not 
surpassed by any in cultivation. From 
'Queensland. 

P. Cunninghamii (syn: SeaforthiaeUgcms), 
In general appearance Uiis is so like P. 
Alexandne that an intimate acquaintance 
with the two plants is necessary to dis- 



tinguish one from the other. The young 
leaves of this kind have not the reddiah- 
brown tint that is present in P. Alexandria, 
but in other respects they are so near alike 
that it is not necessary to include both in 
the same collection. New Holland. 

P. rupicola, A stately, distinct-looking 
species, with broad pinnate leaves, the 
pinnsB much wider than in the last-named 
tdnds. A native of Ceylon. 

PULTEN.SA. 

An extensive genus of low -Growing 
evergreen greenhouse shrubs, with great 
sameness in the flowers, as most of the 
species are yellow. 

They succeed with treatment such as 
given for Boronias, which see. 

The undermentioned are the most de- 
sirable : — 

P. cordata. Flowers yellow, produced 
in spring. A native of Van Dieman's 
Land. 

P. eUiptica. Yellow ; a spring bloomer. 
From New Holland. 

P. ericoides. Yellow and red ; also a 
spring bloomer. Swan River. 

EEIDIA GLAUOESOEKS. 

An el^;;ant and vexj singular stove 
plant, with erect habit of growi like that 
of most of the Aralias. In general appear- 
ance the leaves are like those of some of 
the Mimosas. The flowers, which in them- 
selves are insignificant, are produced singly, 
one to each or the leaflets, giving the plant 
a most remarkable appearance. It is best 
adapted for confining to a small state, such 
as in 6 or 6 inch pots, for table decoration. 

It is increased by cuttings, and grown 
on afterwards in the way advised for stove 
Aralias, re<^uiring heat like them, which 
see. A native of Java. 

RESEDA ODOBATA. 

(Mignonette,) 

This fragrant flower is everywhere a 
favourite. 

It is easily raised from seed sown at 
different times in the year, according to 
the season it is wanted to flower, it is 
most acceptable in winter. There are 
different ways of treating it so as to have 
it in bloom during the dull season ; either 
by growing several small plants in 6-inch 
pots or by large examples grown singly in 

food-sized pots, usually described as tree 
fignonette. To have the latter in good 
condition the seeds should be sown in 
spring, three or four together in 3 or 4 
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incli pots, in good loam, with a little 
manure and sand added. Stand in a 
frame, and when the plants are up thin 
them out to one ; if to be grown tree 
fashion these must have all the side shoots 
pinched off as they appear, and a stick 
should be put in the soil to support each. 
When the pots are fairly full of roots move 
into others 7 or 8 inches in diameter, keep- 
ing the side growths removed until the 
leader is 18 or 20 inches high, when pinch 
out the point so as to cause shoots to break 
that will form a head. During this time 
ordinary greenhouse treatment is all that 
is needful give plenty of light and air, 
with water to the roots as required, and 
syringe overhead in the evenings. Stop 
the shoots two or three times throudi the 
summer, keep the flowers picked off, and 
put a stick to the st€m sufficient for sup- 
port If the plants are required large they 
should be moved into 10 or 12 inch pots 
when those they occupy are full of roots, 
but much may be done to produce large 
plants with comparatively little root-room 
if manure- water is given freely when the 
soil is filled with roots. If bush-shaped 
plants are preferred stop the leading shoot 
when about 4 inches high, and again, later 
on, giving the requisite supports to keep 
the shoote well opened out so as to admit 
light to the centre of the plants and secure 
the desired shape. To flower in winter in 
small pots, which in most cases will be 
found the most convenient way, the seeds 
should be sown early in August ; stand 
the pots in a frame, directly the little 
plants appear give plenty of air by draw- 
ing the lights off when there is no likeli- 
hood of excessive rains, giving water when 
tiie soil seems to require it Four or five 
plants are enough to grow in a 6-inch pot, 
and a smaU stick should be put to each so 
as to keep them erect. Before there is 
danger of frost move the plants to a pit, or 
the shelf of a greenhouse, where they will 
be close to the glass, and admit air freely, 
with an ordinary greenhouse tempera- 
ture. Another sowing should be made in 
September to flower in spring, manage 
them as advised for the earliest set of 
plants ; winter near the glass, with plenty 
of air to prevent them from being drawn. 

Insects. — Aphides are often troublesome 
on Mignonette, and if allowed to remain 
long undisturbed will spoil the plants. As 
soon as present they snould be destroyed 
by fumigation. 

BHAPIS. 

This genus of greenhouse Palms consists 
of few species, one at least of which, R. 



flabelliformis, is second to none for ita 
usefulness where slender-growing elegant 
plants are required. 

Propagation and cultivation given under 
Palms, general details of culture. 

B, flMlifwmis. A pretty, thin-stemmed 
species, with small fan-shaped leaves deeply 
divided. Like many other Palms, in the 
early stages of the plant's existence the 
leaves do not show their true character, 
but it is always effective, and the foliage is 
so stout in texture and naturally so endur- 
ing that it bears much hard usage. From 
China. 

R, flabelliformis variegata, A prettily 
variegated form of the preceding, deservedly 
much prized by lovers of variegated foliaged 
plants. 

&HODODENDBON. 

The kinds of Rhododendron that will 
thrive under greenhouse treatment are now 
numerous ; among them are several species^ 
such as the magnificent R. Nuttallii from 
Bootan, which attains a height of 20 or 
30 feet, R. Gibsonii, a compact bushy 
habited sort from Khoseea, R. arboreum, 
from Nepal, R. Dalhousianum, from the 
Himalaya, R. jasminiflorum, from Malacca, 
and R. javanicum, a Java species, from 
which have spnmg the lar^e number of 
beautiful hybrids, now coming so largely 
into use for conservatory decoration. The 
free-growing habit of these hybrids, and 
their equally free disposition to flower- 
often two or three times in the year — com- 
bined with the beauty of their flowers go 
to rank them with the most desirable 
plants for the decoration of cool houses. 
The hybrid varieties possess a much better 
habit than R. javanicum, which is a de- 
termined spare erect grower, not disposed 
to branch out 

The mode of propagation best suited to 
the hybrid sorts is grafting on such of the 
seedling varieties as possess a free vigorous 
constitution. The stocks require to be 
raised from shoot cuttings in the ordinary 
way, and grown on in 6 or 8 inch pota 
until large enough for grafting, when uiey 
must be headed down to within 5 or 6 
inches of the pots, and the grafts, which 
should consist of pieces of toe preceding 
year's shoots, inserted. The work ought 
to be done in the winter, and after grafting 
the plants should be placed in suflacient 
warmth to start them into growth ; when 
some progress has been made the points of 
the shoots must be pinched out to induce 
the lower eyes to break so as to fumidi the 
plants with side branches. After this the 
treatment is simple, merely giving pot-room 
as required. 
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These Rhododendrons do not want so 
much root-space as many things. It will 
be well to keep the plants altogether under 
glass for two years, giving ordinary green- 
house treatment, after the grafts have got 
a ^ood start in the warmth idready advised, 
this is requisite to eet them on in size. 
Afterwards they will be better out-of-doors 
in the summer. They do bit in good 
turfy peat, to which add some sand. Large 
growing kinds like R. Nuttalli, as they get 
big enough to require it> must have large 
boxes or tubs to grow in, or better still, be 
planted out 

The undermentioned are desirable sorts : 

R, Countess of Haddington, Blush white. 

E, Countess of Sefton, White and rose. 

B. DennisonvL White and lemon ; very 
fragrant. 

Jc. Duchess of Edinburgh. Bright orange 
scarlet. 

R, Duchess of Sutherland, White, flowers 
fringed. 

R, Duchess of Teck. Yellow, tinted with 
scarlet and rose. 

R. Lady Skelmersdale. Pure white. 

R, Maxden^s Blush, Blush white. 

R, Fink Beauty, White and pink. 

R, Princess Alexandra, Rire waxy 
white. 

R, Princess Alice, White, tinged with 
pink ; fragrant. 

R, Princess Royal, Rose colour. 

R, Prince of Wales, Orange red. 

R, Purity. Pure white ; very fragrant 

R, Rosy Oem, White, pink, and rose. 

R, Ta/ylorii. Pink. 

R, Thomsonvi Scarlet 

R, Veitchicmwm. Yellow and white. 

The following species are fine kinds : 

R. arborevm. Scarlet NepaL 

R argenteum. White, with black spots. 
Himalaya. 

R, Aucklandii, White. Himalaya. 

R, Dalhousumum, White. Himalaya. 

R,Falconerii. Red and white. Himalaya. 

R, FortunU, White. China. 

R Qibsonii, White. Khoseea. 

R jasminiflorum. White. Malacca. 

R jwvanicum. Yellow. Java. 

R NuttcUlii. White and yellow. Bootan. 

Insects. — Rhododendrons are not much 
fiubiect to the attacks of insects, but grown 
under glass they fi^uently get affected 
-with scale or mealy bug, for which syringe 
freely with water, and sponge with soap 
and water. 

BHOPALA. 

In their native habitats these plants 
assume the proportions of trees, and in a 
comparatively small state they are very 



effective for the decoration of greenhouses 
or conservatories. Their foliage is distinct 
and handsome, in some of the species 
almost resembling that of Palms. 

They are increased by cuttings made 
from three parts matured shoots cut in 
lengths of a couple of joints each, discard- 
ing the soft extremities ; they should be 
put four or five together in 5 or 6 inch 
pots half filled with sand and loam, the 
remainder all sand. The cuttings may be 
put in about August, when the wood will 
usually be found in right condition ; place 
them in a temperature of 65" or 70", where 
they will striie in two months if kept 
covered with a propagating glass, moist> 
and shaded. When well rooted move 
singly into 3 or 4 inch pots filled with 
loam to which add some sand, and keep 
them through the winter in an ordinary 
stove temperature ; here they will make 
some progress in top growth, which it i* 
necessary should be kept moving. In the 
spring pots two or three sizes larger will 
be required, and soil similar to that in 
which they were previously potted should 
be used. Keep through the summer in an 
intermediate or stove temperature, stand- 
ing them where thev will get plenty of 
lignt, with air in the dav ana a little 
shade in bright weather. The temperature 
the plants are kept in is not material, as 
they will grow in a greenhouse, but it is 
better this first summer to keep them as 
advised in a moderately high temperature, 
as by this means time is saved, and the 
growth will be more pleasing in appear- 
ance. All that is required is to attend to 
them with water, syringing overhead daily 
through the season until autumn, when 
discontinue it But if the plants can be 
accommodated with warmer quarters than 
that of a greenhouse during the winter and 
through uie ensuing summer much more 
progress will be made, and they should be 
given pots a couple of sizes larger in the 
spring, and treated as advised for the 
summer previous. After this they will do 
in a greenhouse or conservatory, where 
their stately erect growth — they snould be 
confined to a single stem — will be effective. 
The plants will not get too tall for a mode- 
rate-sized house for three or four years^ 
and will simply require more root-room 
each spring. When too large they may be 
headea down before the season's growth 
commences, and should be stood for a time 
in heat if possible to help their breaking, 
after which they may be turned out of the 
pots, some of the old soil shaken away and 
replaced with new. 
The undermentioned are desirable kinds : 
R. c(yrcovadensis, A large-leaved, dis- 
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tinct-looking plant, with foliage of great 
substance. A fine kind. BraziL 

R, crenata, A distinct and handsome 
free-growing variety. 

R. Jongkk. Similar in habit to R. 
corcovadensis, but with bigger leaves. 
BraziL 

R PorlearuL A handsome kind. 

Insects. — The Juices of these Rhopalas 
eeem to be proof against insects, except 
mealy bu^, which can easily be kept down 
by syringmg. 

BIOHABDIA (OALLA). 

For the distinct and elegant form of 
their flowers, as for their bold, handsome 
leaves, these greenhouse plants are alike 
remarkable ; toe ease with which they can 
be grown still further enhances their 
merits. The pure white trumpet-shaped 
flowers of R. aethiopica are equally attractive 
when used for filling large vases as they 
are .when growing on the plant. In addi- 
tion to their merits as cool greenhouse 
plants they bear forcing well, so that witJi 
a sufficient supply and means for bringing 
them on in heat they can be had in flower 
from the beginning of the year imtil 
far on in summer. The common white 
species may be termed an aquatic, and it 
will live and flower out-of-doors in a small 
pond or tank of water, sufficiently deep to 
prevent the roots being frozen. 

Callas are best increased from the 
suckers which they produce freely ; these 
should be taken off in the spring before 
growth commences and put singly in from 
3 to 6 inch pote, accoraing to their size. 
They grow well in ordinary loam to which 
has been added a moderate quantity of 
sand. As soon as potted they should be 
stood in a house or pit — if with a little 
warmth they ^aU move into growth 
quicker ; give plenty of water to keep the 
soil well moistened, and when they oegin 
to move freely stand where they will be 
under the influence of full light Do not 
shade even in the brightest weather unless 
the leaves are found to be scorched, as the 
stouter and shorter they are the better. 
About the end of June give pots a size or 
two larger, in which they will complete their 
growth and flower — standing out-of-doors 
from the latter end of August until there 
is danger of frost will benefit them by 
helping to mature the growth, on which 
their free blooming depends. The strongest 
plants may be had in flower at Christmas 
by placing them in moderate heat six 
weeks before ; stand well up to the glass, 
and do not let the roots want for water. 
They may be grown to a large size in the 



course of three or four years, so as to fill 
12 or 15 inch pots if required, by annually 
moving them on, but moderate-adzed ex- 
amples consisting of two or three crowni 
in 8 or 10 indi pots are generally prefer- 
able. 

A still better way where the means 
exist is in the spring to turn them out of 
the pots, divide the crowns, and plant 
them in the open ground in rows, a foot 
apart, with a little more room between the 
rows, choosing an open situation ; here 
they will grow very strong if well supplied 
with water through the summer. About 
the middle of September take up and put 
in pots just big enough to hold their roots 
without undue pressure ; so treated they 
make short leaf-stalks and look better 
when in flower, but plants that have been 
managed in this way are not usaally so 
good for the earliest forcing as such w 
have been grown in pots altogether, there- 
fore it is better to keep the outdoor-grown 
stock for later flowering. 

The undermentioned are well deserving 
of a place in every greenhouse : — 

R (dbo-maculata. Leaves spotted with 
white ; a pretty variety. Africa. 

R. cBthiopica, The best for greenhouse 
use. It comes from the Cape of Qood 
Hope. 

A hastata. A yeUow-flowered kind of 
moderate growth, deserving of a place. 

.B. melanoleuca, A pretfy kind, similar 
in habit to R albo-maculata ; the leaves 
are spotted with white, the spathes yellow, 
with a bold blackish-purple spot at the 
base. A South African species. 

iNSEcrrs. — Richardias are not much sub- 
ject to insects except aphides, which often 
infest ^e leaves and flowers ; if these 
appear fumigate with tobacco. 

BOELLA CnJATA. 

This is a native of the Cape ; it has long 
been grown in a few collections of hard- 
wood^ greenhouse plants, but from its 
very distinct general habit, and the un- 
common colour of its flowers, it seems 
strange that it has not been more fre- 
quently met with, especially as used for 
general decoration — its flowers, from their 
very unusual colour, associating well with 
almost any other plants. It is a free 
grower, but requires to be carefully looked 
after in respect to mildew, to which it is 
very subject, particularly in the winter 
season, if kept in too low a temperature ; 
in fact, to attempt to winter it in a chilly, 
damp atmosphere is to court almost certam 
destruction. There is one peculiari^ 
natural to this plant that some persons 
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object to^its very small leaves are pro- 
duced in tufts upon the weak, thread-like 
shoots, and to each little bunch is one, a 
sort of ^ard-leaf^ much longer than the 
rest, which while still young, and a full 
year or more before the others decay, turns 
brown, but is still retained upon the plant 
— giving it a rusty appearance ; and if the 
phmt is ill-grown, or kept too cold through 
the winter, this rusty appearance is in- 
creased. When, however, a well-flowered 
example is met with, its remarkable white, 
bluish-purple-tipped blossoms, covering 
the surface almost so as to touch each 
other, effectually hide any brown appear- 
ance the foliage may have. 

The plant never attains a size that 
renders it unsuited for growing, even 
where the room at command is limited. 
To grow it well good fibrous peat with 
one-sixth of sand added is required. It is 
a free-rooting subject, much more so than 
its general appearance would lead one to 
supnose. 

The method of propagation is by shoot 
cuttings. If put in towards the end of 
March, select such as are strong and about 
two inches in length, and put several to- 
gether in 6-inch pots in sand ; keep moist, 
with shade when the sun is on the glass, 
and moderately, but not too close in 
an intermediate temperature. They will 
soon root, when give more air, and as 
soon as they are sufl&ciently established 
move singly into pots about 2 inches in 
diameter, using fine peat with a ^ood 
sprinkling of sand. Directly the little 
plants begin to move freely pinch out the 
points of the shoots ; keep through the 
summer near the light, stood on a moist 
bottom, with shade from the sun, and a 
moderate amount of air in the da3rtime. 
Under such conditions they will progress, 
and may require towards the end of 
summer the points to be again pinched 
out. Winter at about 46" or 60", and 
early in March move into 4-inch pots, 
using soil as before advised ; a little after 
this, when they begin to move faster, again 
pinch out the points of the strongest shoots. 
As the weather gets brighter give shade, 
and moisten the material on which the 
pots are stood at closing time daily, but 
admit more air in the day than required 
the preceding summer. By the begmning 
of July give 6-inch pots, and tie the 
strongest shoots out to small sticks ; con- 
tinue similar conditions of shade, air, and 
moisture until the middle of September, 
when give more air with a drier atmo- 
sphere. Now winter at about 45°, and again 
towards the beginning of March move 
them into pots 2 inches larger, giving 2 



inches of drainage, and pot firmly, placing 
to them at the same time sufficient sticks 
for their support, running the sticks as far 
as possible into the new soil so as not to 
injure the roots. 

The plant will flower in even the 
smallest state, but while young the flowers 
should be removed as soon as formed. 
This will be all that is now required in the 
shape of stopping, as it is a very even 
grower, not often making any over-strong 
shoots, but if such should appear they 
must be shortened back. Admit no side 
air for two or three weeks, shade a little 
when very bright, and keep the stage on 
which they stand damped during sunny 
weather, but do not syringe overhead. 
The plants, if all goes well, will quickly 
take to the new soiL Attend to them 
properly with water, but on no account 
give it before it is required, as this, in 
common with most hardwooded plants 
indigenous to the Cape, is impatient of too 
much moisture at the roots. Keep in a 
good airy house or pit near the glass, for it 
IS especially a lignt-loving subject, that 
will not do well ii crowded or shaded by 
other plants. Close the house early in the 
afternoon while the sun is on the glass, 
during the spring months ; through the 
summer admit plenty of air in the day- 
time, and continue to damp the stages and 
sides of the pots when the house is closed, 
but do not wet the plants overhead, for 
they are in no way benefited thereby, and 
the effect of water on the young growth is 
to render it more liable to mildew. 

By the beginning of July some of the 
strongest plants may probably have so far 
filled the pots with roots as to warrant a 
second potting ; but in the case of any 
except the strongest it will not be required, 
and nad better not be attempted, for if the 
roots do not exist in sufficient numbers, so 
as to enter this new soil in quantity before 
winter, it is apt to get sour, thereby in- 
ducing an unhealthy condition from which 
few plants will recover. Give the most 
vigorous a 2-inch shift, using, as before, 
good peat, with a similar proportion of 
sand, as advised for the early potting. By 
August they will most likely set flowers 
upon the points of all the shoots ; these, as 
soon as formed, should be picked off. By 
the end of August discontinue early closing, 
and leave air on in the night during the 
succeeding month to ripen up the growth. 
Keep them moderately cool through the 
autumn, during which the house must be 
closed in the ni^ht, or the plants may get 
' dulled. Most likely they will again show 
bloom, which must be picked off, or it 
would come in at a time when of little use,. 
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and interfere with the next season's growth. 
They must be wintered at the warmest end 
of the hardwooded house, if there is not 
other accommodation for them ; but they 
will do much better if they can be placed 
where they can receive from 40** to 45* in 
the night, until the temperature is brought 
up to that by solar heat, as this Roella 
cannot bear without injury so low a tem- 
perature as manyjplants indigenous to the 
same country. Tie out nicely, so as to 
keep their branches in the required posi- 
tion, for it is naturally procumbent in 
growth, and if not tied up it will lie over 
the pot so as to receive injury and have an 
unsightly appearance. Again, about the 
beginning of March, repot ; the strongest 
will bear moving into pots 3 inches larger ; 
to such as are weaker do not give more 
than a couple of inches more room. Now, 
as the plants get stronger, use the soil a 
little more lumpy — it will do broken about 
the size of walnute. As before, tie the 
branches out to the rim of the pot ; after 
potting treat as in the preceding season as 
to water, keeping the house for a few weeks 
a little closer, until the roots have begun 
to take to the soil, and closing with sun- 
beat and moisture. 

It is now time to decide what is to be 
done with the plants in re^rd to allowing 
all or a portion to flower. If the whole are 
crown simply for decorative purposes, then 
it is best to allow them to bloom, which 
they will do freely from the points of 
every shoot. If some are required to be 
grown on larger, these should again have 
Sieir flowers removed as soon as they are 
formed. Those that are allowed to flower 
may, when in bloom, be removed to the 
conservatory, and placed where they will 
receive plenty of light and not be over- 
crowded ; as soon as they have done flower- 
ing move them back to the hardwooded 
house, and pick all the old flowers off. 
This is a matter of the greatest importance 
with this plant at all times, but more es- 
pecially if they are allowed to open any 
durinc the autumn or winter ; for if not 
immediately removed after they have de- 
cayed, they begin to mould, and will kill 
almost every snoot right back as far as the 
season's growth, and very often destroy the 
plant. This is a singular peculiarity to 
which this Roella is subject under cultiva- 
tion ; no doubt owing to the natural con- 
dition of the wood not being calculated to 
resist the effects produced by the confined 
atmosphere of a plant-house, which causes 
tlie flowers after they have closed to be- 
come mouldy. 

After blooming, grow them on with the 
others that have not been allowed to 



flower, treating them as in the preceding 
season in every way, except that none wifl 
this season require another pot As 
autumn approaches, again give more air, 
day and night, so as to mature the wood ; 
but not even when they get large must 
they be fully exposed to the open air, as 
the plant does not well bear such treat- 
ment, exposure only aggravating the rusty 
appearance of the leaves, without being of 
any benefit 

A full crop of flowers will no doubt be 
again formed this autumn, and should be 
removed ; winter the plants in a tempera- 
ture similar to such as recommendea the 
previous season, near the glass in a light 
house. In the spring, about the same time 
as heretofore, move again, giving them 
pots, as before, 3 inches larger, which ia aa 
large a shift as this plant ever requires. 
After they are potted, give the same treat- 
ment as advised for the preceding seasons ; 
they will this year make nice younff 
flowering specimens, and may be allowed 
to bloom either for conservatory decoration 
or for exhibition if required, where the 
plants, from their uncommon colour, are 
always effective. If wanted for showing 
later in the season, say about August, they 
will, if all the flowers are taken off in the 
spring, set a second crop later on, which 
will come in about the time indicated. 
Through the autumn and winter keep as 
in the past years, tying them nicely into 
shape ; pot as before, and at a similar time 
in tne spring. This season, if all has gone 
well with them, they will be large enough 
to exhibit in any collection of plants, if 
they are required for such purpose; and 
for the time to come let the general routine 
of their culture be similar to that which 
has been advised through the early stages 
of their existence. 

Insects. — In the cultivation of this 
plant one of the principal things to be 
guarded against is mildew. Whenever 
this makes its appearance sulphur should 
at once be apphed. The plant is little 
subject to the attacks of insects. If it 
stands so as to touch others that are 
affected with brown scale, or under a plant 
upon which this insect exists, it will get 
upon it, but does not increase fast, and it 
can be easily kept down by ^ing over the 
plant with a small brush at times. This is 
the only insect we have ever seen it troubled 
with. 

BOGIEEA. 

These handsome cool stove plants have 
never been so much grown as the beauty 
of their flowers warrants, and where their 
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cultivation has been attempted it has often 
happened that they have bloomed indif- 
ferently. This may generally, we think, 
be traced to their having been grown in too 
much heat, or to their roots being confined, 
as they do not succeed so well in pots as 
when planted out They are hardwooded 
evergreen shrubs. Their flowers are borne 
in bunches, in form not unlike those of a 
Rondeletia. Their propagation is by cut- 
tings, which strike best when made of 
shoots produced from branches that have 
been cut back, taking the young growths 
off with a heel in spring as soon as large 
enough. These we have found to root 
much better than cuttings made of ordi- 
nanr shoots. Thej do best put singly in 
little pots filled with sand, kept moist, 
close, and shaded. When they are well 
rootcii and sufficiently hardened pot in 
«andy peat A temperature of 60* in the 
night is enough for them during the 
summer, with a proportionate rise by day. 
SvTinge overhead daily, allowing them 

flenty of light, with a little shade in very 
right weather, and more air than the 
^nerality of stove plants require. 

By the middle oi July move them into 
6-inch pots, using good peat During this 
time they will need the points of the snoots 
pinched out, otherwise they will run up 
thin with insufficient branches. Give more 
-air in the autumn ; in the night, through 
the winter, a temperature of 50** will be 
enough, and just as much water as will keep 
the soil fairly moist should be given. In 
March use a little more warmth, and as 
soon as they show signs of beginning to 
grow, move them into 9-inch or 10-inch 
pots, treating them during summer as ad- 
vised for the preceding season. Should 
any of the branches evince a disposition to 
out-grow the rest, cut them back. The 
pots they are now in will be large enough 
for the season. Treat as before during tne 
^summer and following winter, and in the 
spring they should beplanted out where 
they are to remain. Tne best position is 
against the end of a house, wnere their 
heads will get a fair amount of light, and 
a small border can be made wherein to 
turn them out ; drain it sufficientiy and 
fill it with turfy peat, to which add a 
moderate quantity of sand and some broken 
crocks. The shoots should be trained out 
in taxi shape, and will only require to be kept 
regularly arranged to cover the allotted 
.space. They will flower during the ensuing 
summer, after which slightiy cut them in 
and encourage further growth. Each year 
when the blooming is over they will want 
more or less shortening back according to 
the extent to be covert When the soil 



gets tolerably well filled with roots a good 
plan is to give weak manure-water once a 
week through the growing season. If this 
course is pursued, the result will be sturdy 
examples that will in due season produce 
plenty of flowers. 

There are only a small number of species 
in cultivation, of which the undermentioned 
are the most desirable : — 

jB. arruena, A pretty rose-coloured kind 
that blooms in the summer and autumn. 
A native of Guatemala 

R. gratissima. Flowers pink, a fine 
species which, treated as above advised, 
grows well. It comes from Mexico and 
blooms in the summer and autumiL 

R. versicolor. Has red flowers, and is 
also a summer and autumn bloomer ; from 
Central America. 

Insects. — These plants are not usually 
much subject to insects if they are kept 
syringed, as they should be, during the 
summer, and they are not placed in con- 
tact with other things that are affected 
with scale ; this is troublesome when once 
it gets established on them, and it is best 
removed by sponging. 

BONDELETIA SPEOIOSA MAJOR. 

This and the smaller-flowered type are 
stove plants, and possess much to commend 
them to the general cultivator. They are 
frequentiy seen on the exhibition table, but 
are scarcely showy enough to find favour 
with growers for show purposes; this, 
however, does not in any way detract from. 
their merits as regards decoration or the 
production of cut flowers. For the com- 
paratively small quantity of high-coloured 
flowers that a tasteful bouquet should con- 
tain, we know of no plant more suitable 
than the Kondeletia; it possesses the 
essential property of endurance when the 
CTowth and flowers have been made imder 
nie conditions requisite to impart this cha- 
racter to them. To this in the selection of 
flowers for such purposes, sufficient atten- 
tion is not always given. The flowers are 
equally durable on the plant, and will 
keep fresh for many weeks in a conserva- 
tory or greenhouse— that is if the plant 
has been grown so as to avoid the 8oft> 
tender state, consequent upon too much 
heat and an over-moist atmosphere, with 
the absence of sufficient light, for the 
Rondeletia is more of an intermediate 
house subject than of an ordinary stove. 
It is a native of Havana, and will winter 
without injury in a night temperature of 
60*, with a corresponding rise during the 
day. Hence those who have tie means for 
keeping up as much heat as this need not 
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hesitate to attempt its growth. It is a slow- 
growing plant, very much finer-rooted 
than the generality of stove subjects, and 
a very much slower grower. On this 
account, and coupled with the fact that it 
will bear cutting in freely every season, it 
can be kept to a medium size for a number 
of years. 

Cuttings made from the young half- 
ripened shoots will strike freely in a tem- 
perature of 70* at any time of the year 
when they can be had in this state, but 
spring will best suit the generality of 
growers, for at this season it is usual to 
propagate a number of different plants, 
which can be accommodated to a similar 
routine of treatment Insert four or six 
tocether in a 4-inch pot, drained and half 
filled with a mixture of sand and peat, the 
upper portion all sand. Keep moist and 
mcnlerately close under a propagating glass. 
They will root in a month, and must be 
moved singly into small pots before the 
roots exist in such quantity as to become 
matted, using good fibrous peat, with 
enough sand to keep it open. Although 
the Jtondeletia will thrive well in an in- 
termediate temperature, yet, as it is a slow 
grower, no harm will be done by keeping 
it for the first twelve months subjected to 
more warmth — ^indeed that will be rather 
an advantage, as in this case it will attain 
a larger size in the time. Plenty of light 
is an essential, and therefore it will be well 
to place the young plants on a side stage 
immediately under the glass. Very litue 
shade, and that only during the hottest 
part of the day, will be needed, for its some- 
what hard-textured leaves are not suscep- 
tible of injury from the sun, except where 
absolute scorching takes place. A mode- 
rate admission of air in the middle of the 
day, proportionate to the state of the 
weather, will be required, and the house 
should be closed early enough to secure 
for some hours in the latter part of the 
afternoon the benefit of a close s\m-heated 
atmosphere, which is very much to be pre- 
ferred to the heat originating from the use 
of fire alone. A slight damping overhead 
with the syringe at this time should also 
be given. As soon as the young phmts 
have fairly commenced to grow it will be 
necessary to stop the leading shoot Atten- 
tion to this matter is of more importance 
in the case of the plant under notice than 
in that of the majority of stove subjects, 
for if left to itself it is of a somewhat 
erect habit, and the wood is of so hard a 
nature that when it acquires age and 
strength it cannot be trained ; the stopping 
must oe repeated until a sufficiently bushy 
head is secured. By the middle of July 



the plants will rea uire another shift into 
pots 2 or 3 inches larger, according to the 
quantity of roots they have got ; let the 
soil be a little more lumpy, it should also 
be of the bwt fibrous description that will 
last long, for although the plant will bear 
its bfiJl reducing wim a view to partially 
renewing the soil when it has become 
exhaust^ or adhesive, still its roots are 
produced in such a mass that the soil can- 
not be shaken away without much disroot- 
ing. It thus becomes necessary to provide 
sou that will be of an enduring nature, so 
as to keep in a suitable condition for 
several years. Tie the shoots out in a 
horizontal position to lay the groundwork 
for the future specimen. 

As autumn approaches, give more air, 
less moisture in the atmosphere, and dis- 
continue the use of the syringe and shading, 
reducing the heat as winter comes on, dur- 
ing which time the night temperature may 
be kept at an intermediate warmth of 50** 
or 55 , with 5° or 10" higher in the day. 
Give more heat about the beginning of 
March, shortly after which they will re- 
quire moving into other pots, which should 
be 3 inches or 4 inches larger ; use soil of 
a similar description to that advised at 
the last removal, and again pinch out the 
points of all shoots, that have got so long 
as to have a straggling appearance. As the 
summer advances treat as recommended 
during the preceding. It is naturally so 
free in flowering that it will bloom in a 
small state ; if blooming subjects are re- 
quired, a portion of the plants may be 
allowed to flower, and in that case no 
further stopping must be resorted to until 
after the blooming is over. Those intended 
to be grown on so as to get them up tx) a 
considerable size with as little delay as 
possible, must be stopped as they reauire 
it, and all wiU bear another shift aoout 
July. Be guided by the condition of the 
roots and the size of the plants individu- 
ally in determining the size of the pots 
they are moved into. Continue to teeat 
as in the previous autumn and during ^e 
following winter as before. From this 
time forward the ti-eatment required will 
be of a routine character as regards spring 
potting, which will be all the shift the 
plants will need during the year. They 
may be expected to flower in June each 
season, and if, on the decay of the blooms, 
they are cut out and not much length of the 
shoots removed, they will again flower by the 
middle of September. When in bloom the 
plants will bear moving to a conservatory 
or other house where required for decora- 
tive purposes. 

After the second flowering they must 
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have the whole of the shoots shortened so 
fer back as to keep the specimens in a suf- 
ficiently compact lorm without too much 
formality ; by this means thev can be kept 
in a healthy blooming state for years, and 
when they get as lai^ as required, they 
must not be potted oftener than every 
second year, but may be had in a vigorous 
condition by the use of manure-water. 
When they have arrived at this stage it is 
well to cut the plants back after they have 
completed their first bloom, and as soon as 
they have broken turn them out of the 
pots, reduce the ball one-third or so and 
return them to the same pots. By carry- 
ing out the operation at this season, there 
wul be time enough for the roots to get 
possession of the new soil, and to make 
stout growth before winter, which will 
bloom satisfactorily the ensuing summer. 
So managed, the plants will last for many 
years. They will also bear heading down to 
within a few inches of the pot, but in this 
case the operation should be performed 
early in the spring, just as growtn is about 
to commence, first letting the soil get 
moderately dry, at once placing the plants 
in a brisk heat, and giving no water, ex- 
cept by syringing overhead, until the 
cut-back stools have pushed shoots. When 
these have advanced 2 inches or 3 inches, 
the balls may be freely reduced and placed 
in smaller pots, after which the stopping of 
the shoots and subsequent treatment may 
be in accordance with the manner in whicn 
the young plants have been advised to be 
grown. 

Insects. — Mealy bug and scale will live 
on ihe Rondeletia, but do not thrive as on 
foli^e of a more succulent description. 
When aflfected, the best remedy is washing 
with strong applications of insecticide in 
the autumn when growth is complete. 
TTiripe, if present in the house or pit in 
whicn it is grown, will abo attack it 
These can be best destroyed by fumigation 
or washing with tobacco- water. 

BOSA. 

Eoses have always held the first place as 
outdoor flowers, and of late years their 
cultivation under glass has been much ex- 
tended and greatly improved, especially in 
the treatment required to produce bloom 
during the winter and early spring months. 
The great difficulty to contend with in 
forcing Roses has always been the natural 
susceptibility of the foliage to mildew, 
much increased in the soft, delicate leaves 
produced in artificial warmth. But ex- 
perience has shown that Roses can be so 
treated under glass ba to reduce the attacks 



of the parasite within such limits that it 
can be easily dealt with. The free admis- 
sion of air, so necessary in the case of other 
plants to prevent mildew, is found with 
Koses grown in heat to be the certain 
means of causing it : the least current of 
cold air coming m contact with the tender 
leaves in winter and early spring is all but 
sure to be followed by mildew. Whatever 
air is given during the time above-named 
should be at the ridge of the house alone, 
and this in small quantities. It will thus 
be seen that Roses to be grown as they 
should be in the early part of the year re- 
quire a house to themselves. 

Many of the hybrid perpetuals and the 
Noisettes answer well tor indoor culture, 
but the Tea varieties are most to be de- 
pended on, especially for flowering in 
winter and spring. Roses for pot culture 
will do either on their own roots, or on the 
different stocks usually employed. Cut- 
tings may be struck at different seasons in 
the spring, using the immature young 
shoots obtained from plants that have been 
grown in warmth. Put five or six together 
round the sides of small pots filled with 
sand, and keep moderately close, moist, 
and shaded in a temperature of about 60° ; 
so treated, the greater part will strike, 
after which gradually inure them to the 
air of the house or pit in which they stand. 
Give them plenty of light, with shade 
when it is sunny, and admit whatever air 
is found necessary to prevent the tempera- 
ture from rising too high, as far away from 
the plants as possible. When they have 
got plenty of roots move singly to 3 or 4 
inch pots, using good strong loam, with 
some manure and a little sand added, 
pressed solid in the pots. Keep in a grow- 
ing temi)erature, and stop the points when 
they have made some growtn. A cold 
frame or pit wOl do for them during the 
summer, with a little shade when the 
weather is bright ; give water as needed, 
and syringe freely in the afternoons. To- 
wards autumn give more air, and winter 
them out of the reach of frost. The Tea 
varieties are scarcely ever at rest, except 
when kept so cold as to stop growth, and 
if they can be accommodatect through the 
winter with a ^enhouse temperature, or 
a few degrees higher, they will gain much 
in size ; where such is available move them 
into pots a size or two larger in the 
autumn, shortening the shoots a little at 
the same time. In this way they will 
make pretty plants before spring, pro- 
ducing a nice sprinkling of flowers. All 
that is further requirSl with the Tea 
varieties under notice is to continue to 
treat as in the preceding summer, shading 
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from the sun, syringing regularly daily, 
and giving manure-water freely until July, 
when the plants may be stood out-of-doors, 
on a bed of ashes to keep out worms ; care 
should be taken that they do not want for 
water. In August give larger pots to those 
that require it, seeing that the drainage of 
all the stock is right^ and towards the end 
of September take them indoors. Some 
good growers of Tea Roses never turn their 
plants out, but keep them wholly under 
glass. By replacing the old soil with new, 
and careful attention to keep them free 
from aphides, red spider, and mildew, this 
section of Roses may be kept in good con- 
dition for many years in pots not more 
than 10 or 11 inches in diameter, the 
shoots being cut in moderately each year 
after flowering. 

Grafting is usually done in winter, the 
stocks previously being raised from cut- 
tings, which are transferred to little pots, 
heeded down close to the bottom, the grafts 
put in and then confined in heat until the 
union has taken place, and some growth 
been made ; afterwards they are kept on in 
a warm house until there is enough solar 
heat to keep them moving, shifting into 
larger pots as growth advances. Treat 
subsequently as advised for the plants 
raised from cuttings. 

The Tea varieties when grown, as they 
always should be, in a lignt house and 
near the glass, will bear through the 
autumn and winter a night temperature of 
60** or 55° ; the favourite white sort 
Niphetos should have 6" more than this ; 
the day temperature ought to be a little 
higher according to the dull or sunny 
character of the weather. All Roses under 
pot culture, or when planted out under 
glass, should have gooa rich holding loam 
to grow in — they do not like light soil 
— and in potting it should be rammed hard 
so as to make it solid ; and one-sixth of 
rotten manure, with a small quantity of 
sand, should be added if the loam is very 
heavy. The Tea varieties, which are 
mainly to be depended on for bloom 
through the autumn and winter as well 
as much of the rest of the year, seldom fedl 
to produce flowers from me growth they 
are continually making when it is not too 
weak, consequently it is necessary to supply 
them regularly with the requisite suste- 
nance to keep up their strength. This can 
be done by the use of manure- water once 
a week or so when in active growth ; some 
of the light artificial manures applied to 
the surface of the soil in the pots so as to 
admit of being washed down by the water 

flven, answers admirably for Roses of all 
inds, but especially for the Teas. The 



usual course taken with the hybrid per- 
petuals intended for pot culture, is to 
strike the cuttings or carry out the graft- 
ing operations out-of-doors, and when the 
plants have grown so as to acquire enough 
strength to teke them up and pot them in 
autumn, after which they should be kept 
cool out of the reach of feost, and brought 
on slowly into flower in spring with lime 
fire-heat the first season ; they should be 
stood out-of-doors where they will be well 
cared for during the summer when they 
have bloomed ; a portion of the soil should 
be removed in the autumn, and larger pots 
given to those that require them. AJfter 
Qius having a year's growth in the pots 
so as to enable them to get establisned 
they may have more heat 

The hybrid perpetual varieties should 
not be forced for bloom in the dead of 
winter, as the Tea sorts may easily be, as 
they do not bear forcing so early as the Teas. 
If forced so as to bloom later the phmts 
will go on improving for years, in the same 
manner that tne Teas wilL When planted 
out in the house they occupy, and grown 
bush fashion, Roses attain a large size, and 
yield quantities of flowers, but are not so 
much under control as to the time of 
flowering as when kept in pots. It is 
unnecessary to speak of the way in which 
Roses may be used when planted out and 
grown as roof-climbers, or m covering back 
walls in greenhouses, further than to point 
to the fine appearance they have when 
well managed, and when suitable varieties 
are chosen, although with the assemblage 
present they cannot be expected to do so 
well as when they have a nouse to tibem- 
selves. Where Roses are used as climbers 
in a house where other plants are grown, 
none but the best growers, with leaves that 
are the least subject to mildew, should be 
employed. Where planted out the soil 
should be well supplied with manure- water, 
or surface dressings such as advis^ for the 
potplants. 

The following varieties are 'suitable far 
pot culture : — 

TEAS. 

CathervM Mermet, Flesh colour. 

Devoniensis, White. 

Gloire de Dijon, Yellow, shaded wifli 
salmon. 

OovhauU. Rose, centre buflf. 

Homer, Rose, salmon centre. 

IsaheUa BprwnL Canary yellow. 

Madamie as St. Joseph. Salmon pinL 

Madame Falcot Apricot. 

Madame VtUermoz, White, centre sal- 
mon. 

Niphetos. White. 
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Prmdent. Rose, shaded salmon. 
Safrano, Apricot, 

HYBRID PERPETUALS. 

Alfred Cohmb, Carmine red. 

Annie Alexieff. Rose colour. 

Baroness Rothschild, Light pink. 

Beauty of Waltham, Rosy-crimson. 

Captain Christy, Salmon-flesh. 

Catherine Soupert. Rosy-peach. 

Centifolia rosea. Bright rose. 

Charles Lefebvre, Bright red. 

Dr, Andry, Bright rfed. 

Duchessede Vallornbrosa, Rosy-peach. 

Duke of Gonnaught, Bright crimson. 

Duke of Edinburgh, Crimson. 

Edouard Andre, Red. 

Emily Laxton, Bright rose. 

Fisher Holmes, Bright scarlet. 

General Jacqueminot. Red. 

Henri Ledechaux, Carmine. 

Jules Margottin. Red. 

La France, Silvery -peach. 

La Rosiere, Deep maroon-crimson. 

Madame Lacharme. Pure white. 

Madame ThSrese Levet, Rose colour. 

Mademoiselle Eugenie Verdier, Rosy- 
salmon. 

Marie Baumann^ Crimson-red. 

Marquise de Castellane. Rose colour. 

Pierre Notting, Deep red. 

Souvenir de Victor Verdier, Bright red. 

Star of Waltham, Carmine. 

Victor Verdier, Rose colour. 

White Baroness, Pure white. 

The undermentioned are suitable for 
climbers : — 

BeUe Lyonnaise, Lemon colour. 

Celine Forestier, Sulphur-yellow. 

Cheshunt Hybrid, Light carmine. 

Climbi/ng Devoniensis. White. 

Vesprez d fleur jaune. Sulphur, red, 
and buff. 

Gloire de Bordeaux, Silvery- white and 
rose. 

Gloire de Dijon, Yellow, shaded with 
salmon. 

Jeanne d!Arc, White. 

Laimarque, White. 

Madame Marie LaveUey, Rose. 

Madame Trifle, Lemon colour. 

Marechal Niel, Golden yellow. 

Ophirie. Copper and nankeen. 

ifetnfi Olga de Wurtemherg, Bright red. 

Mildew, which has already been noticed 
as the worst enemy of Roses grown under 
glass, must be continually sought for, and 
as soon as the least sign is seen of the 
young leaves puckering or curling, flowers 
of sulphur must be dusted on the affected 
plants. If the parasite is left unchecked 
for even a few days it spreads in all direc- 



tions, causing the leaves to fall off with the 
inevitable weakening of the plants that 
follows. 

Insects. — Red spider and aphides are 
the insects that affect Roses ; to keep the 
former down it is necessary that the plants 
should be syringed freely every day ouring 
the active growing season, and twice a 
week at least in winter, doing the work 
thoroughly by getting the water to the 
under side oi the leaves as well as the 
upper surface. If the syringing is well 
ana regularly done aphides seldom give 
much trouble ; but if they appear fumigate 
with tobacco moderately, repeating the 
application until the insects are destroyed. 
Wnen Roses are used as roof-climbers in 
houses where other plants are grown, such 
as in conservatories, the syringing recom- 
mended must be regularly attended to ; 
neglect of this is generally the cause of 
Roses doing indifferently when grown in 
this way. 

BUSSELIA. 

These are graceful-habited stove plants, 
and very distinct as regards general cha- 
racter. R. juncea is the best known and 
most usually cultivated species. It has 
slender. Rush-like branches, which droop 
in such a way as to give it at all times a 
handsome appearance, enhanced by its 
scarlet tube-snaped flowers. Russelias 
root freely from cuttings made of small 
pieces of the shoots. If, in spring, these 
are inserted, five or six together, in 4-inch 
pots filled with sand, and put in a warm 
nouse or pit, shaded and moist, under a 
bell-glass, they will root in a month, after 
which shift them singly into 3-inch pots 
in fibrous loam with a little sand added. 
Place them in a light position in a tem- 
perature that will do for ordinary stove 
plants, give air in the daytime and main- 
tain a moderately, not too humid, atmo- 
sphere ; little shade will be required, except 
in very bright weather. 

Plants of these Russelias are inclined to 
branch naturally, but it will be advisable, 
as soon as the growth is fairly commenced, 
to pinch out the points of the shoots ; this 
win promote a bushy condition. Syringe 
overhead daily through the summer ; by 
the end of July shift them to 5 or 6 inch 
pots. Each plant should have a stick to 
support the centre shoot, the side branches 
being allowed to hang down naturally. 
Reduce the heat towards the end of 
September; a minimum temperature of 
60 will be sufficient in winter. In spring, 
about March, give them 7 or 8 inch pots, 
and when fairly got into growth pinch the 
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points out of the strongest shoots ; keep 
them supplied with water at the roots, but 
they do not require to be so moist as some 
plants. Give increased warmth as the 
summer advances, and treat generally as 
in the preceding season ; they may be ex- 
pected to bloom about July or a little later, 
and will keep on flowering for some time. 
Nothing more will be needed except addi- 
tional root-room each spring until they 
occupy pots 12 or 13 inches in diameter ; 
after that each season some of the old soU 
may be shaken away and new substituted, 
givmg a little manure- water during the 
height of tlieir growth. They are good 
plants for hanging baskets. 

B. juncea. Has very narrow leaves, bears 
bright scarlet, pendent, tubular flowers, and 
is a native of Mexico. 

R, muUiflora, Bears bright red flowers, 
which are produced freely when the growth 
is well matured through being exposed to 
sufficient light and air. It comes from 
South America. 

Insects. — Russelias are not much sub- 
ject to the attacks of insects, but mealv 
bug and scale will live upon them ; if 
afifected by the former, lay the plants down 
on their sides and syringe them freely with 
tepid water. Scale must be removed by 
sponging. 

SABAL. 

A genus of stout, large-growing stove 
Pcdms, with fan-shaped leaves, only suitable 
for a large house where their big leaves have 
room to extend. 

For propagation and cultivation, see 
Palms, generflS details of culture. 

S,Blwckbumiana (syn,: S. vmbracuUfera). 
A large, strong-growing species that forms 
a thicK trunk, on which are borne very large 
fan-shaped leaves, deeply plaited. It comes 
from the West Indies. 

SAOOHABUH. 

This is a genus of reed-like stove plants 
to which much interest is attached from 
the fact that one species S. officinarum, 
which produces the sugar of commerce, 
l)elongs to it. All the species are easily 
grown, and have more or less elegance in 
their appearance. 

Propagation may be effected by division 
of the crowns, which should be carried out 
in spring before growth commences and 
the plants at once placed in a brisk grow- 
ing neat ; they thrive in a mixture of loam 
and peat, with some sand added. After 
they get established a cool stove or inter- 
m^iate heat is all that will be required, 
with abundance of water whilst growing, 



and a free use of the syringe, keeping the 
soil drier in winter. 

S. officinarum. This species forms straight 
steins clothed with handsome green leaves^ 
It grows to a height of 8 or 10 feet, and is 
very effective for use in the many ways that 
fine-leaved plants are now employed. It 
comes from India. 

S, violaceum. Differs little in appear- 
ance from S. officinarum, except that the 
stems have a purple or violet colour, 
which, contrastmg with the green shade 
of the leaves, enhances their appearance. 
From the West Indies. 

Insects. — Red spider and aphides are 
sometimes troublesome on these plants, 
but a free use of the syringe will usually 
be sufficient to keep the former in check ; 
for aphides fumigate. 

SADLEBIA OYATHEOIDES. 

A beautiful, distinct-looking Tree Fern 
of moderate growth. At present it is very 
rare in collections, but deserves a place in 
even the most select company. It comes 
from the Sandwich Islands, and requires 
warm treatment. 

For propagation and cultivation, see 
Ferns, general details of culture. 

SALVIA. 

Amongst the best autumn and winter 
flowering plants are the Salvias. Being 
remarkably easy to grow, and abundant 
bloomers, they at once become most 
valuable for greenhouse decoration, and 
for furnishing flowers for cutting. Cut- 
tings of the various kinds stniS in the 
spring have ample time to get large enough 
for flowering in autumn and winter; if 
put in about the middle of April, five or 
six together in 6-inch pots in sand, stood 
in a temperature of 60 , kept close, moist, 
and shaded, they will strike in ten days or 
a fortnight ; then give more air, and as 
soon as they have had time to make a fair 
amount of roots move singly to 3-inch 
pots, and for a week or two stand in a 
similar temperature to that in which Uiey 
have been struck. When they get esta- 
blished pinch out the points of the shoots, 
and give air freely ; by the end of Mav 
the plants will be better out in a cold pit 
where thev can have plen^ of light 
Again pinch out the points of the shoots 
when they have grown a joint or two; 
they are quick growers, and in June should 
be moved to larger pots, the size being 
varied in accordance with that of the sorts 
grown, the smaller growers, like S. Ht- 
cherii and others of the autumn bloomers, 
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may be put at once into their flowering- 
pote 8 or 10 inches in diameter, while the 
very strong growers, such as S. gesnerae- 
flora, will do put in pots of this size to be 
moved on later to others 3 or 4 inches 
larger. After this time they will be better 
out in the open air, and the shoots should 
be again stopped as soon as they have 
begun to grow freely. See that in all their 
stipes these plants are well supplied with 
water, as if let to get dry the lower leaves 
suffer and their appearance isspoilt, while, in 
addition, the growth receives a check. Put 
sticks for support as required, and stand 
far enough apart to prevent their being 
drawn. When the pots get full of roots 
give manure-water freely. Let them stand 
out-of-doors as long as there is no danger 
of frost — when there is they must be moved 
under glass. The early-flowering kinds 
will give a fine display through October 
and November. 

In place of keeping Salvias in pots all 
through the summer some growers turn 
them out in the open ground about June, 
lifting and putting them in pots towards 
September, which saves some trouble in 
watering, and if the roots are cut roimd 
with a spade a fortnight before taking 
them up the plants do not suffer much 
•check ; give 'them plenty of water, and 
keep ike house or pit in which they are 
stood a little close for a week or two. 
After flowering all but enough plants to 
famish cuttings may be thrown away. 

The followingare desirable kinds : — 

;S'. Bethellii. Kose colour. 

S. albo-ccerulea, 

S, cocdnea grandiflora. Salmon red. 

iy. elegans. Scarlet. 

S, gesnerceflora. Bright scarlet A fine 
late sort. 

S, Eeerii. Orange and red. 

;S'. ianthina. Purple. 

S. patens. Blue. 

S. patens alba. White. 

S. Fitcheriu Blue. 

S, splendem Bruantii, Scarlet 

S, tricolor. Purple, white, and scarlet. 

Insects. — Salvias are not much troubled 
with insects except aphides, for which 
fumigate or syringe with tobacco-water. 
If red spider affects them syringe freely 
with clean water. 

SANOHESIA. 

Evergreen stove plants, combining some- 
what handsome nowers with beautiful 
variegated foliage, which latter is their 
greatest attraction. The plants have a 
pretty effect in a small state confined to a 
single ehoot^ or lai^er when grown in the 



form of a dense bush. In general ap- 
pearance they are not unlike Aphelandra 
Leopoldii. They are of easy culture, nice 
examples in 6 or 8 inch pots can be had in 
a few months from spring-struck cuttings. 

Their method of propacation and after 
treatment is similar to mat advised for 
Aphelandras, which see. 

S. glaucophylla. Ground colour of leaves 
green, mia-rib red, lateral nerves yellow. 
A native of Eucador. 

S, nobilis variegata. Has large, hand- 
some leaves, groimd colour lively green, 
the nerves yellow, well defined. JSjbo from 
Eucador. 

SANDEBSONIA AURANTIAOA 

A tuberous-rooted plant that may be 
grown as a climber ; m habit and general 
appearance somewhat resembling the Qlori- 
osas. It is the only species of the genus at 
present in cultivation. The flowers are 
orange-yellow in colour. It will succeed 
under treatment such as advised for 
Gloriosas, which see. It comes from 
Natal. 

SANSEVIEBA ZEYLANIOA 

A singular evergreen stove plant with 
long, narrow, stout, erect sword-like leaves, 
deep ^en in colour, banded with white, 
sprmging from creeping stems. Those 
who are fond of plants with a decidedljr 
distinct habit can scarcely fail to like this 
Sanseviera. It is one of a moderately 
numerous genus, more of which, for 
ordinary purposes, it will not be necessary 
to grow. 

Its cultivation is by no means difficult 
It is increased by sucters which should be 
taken off in spring before growth begins ; 
all that is necessary is to divide the crowns 
into pieces, large or small, according to the 
inclination of the cultivator — a large plant 
will bear separating into single crowns, or 
simply cutting in naif ; the pieces should 
have as much root attached to each as can 
be got, and should be placed singly in pots 
large enough to hola them. The plant 
will grow m either peat or loam with a 
moderate quantity of sand added. When 
potted grow on in a brisk stove heat, 
giving them a moderately light position, 
with a little shade and a confined atmo- 
sphere until they begin to grow, after 
which give air daily with no shade unless 
the leaves are found to burn. This Sanse- 
viera does best with a liberal amount of 
heat in the summer, and in winter should 
have a night temperature of 60**. It comes 
from Ceylon. 
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Insects.— The leathery texture of the 
leaves prevents their becoming a prey to 
manv insects, but scale sometimes attaches 
itself to them and the creeping stems; 
when it appears it can best be removed by 
sponging. 

8ABMIEKTA BEFENS. 

A creeping evergreen stove Gesnerad. 
Like most allied species it is easy to 
manage, and may be grown in a pot with 
the shoots supported bv sticks, or in a pot 
or backet suspended from the rooi^ with 
the shoots allowed to hang down ; or, if in 
a basket, trained round it so as to cover 
the surface. In this way they have a 
pretty effect when not kept too close, 
letting the points of the shoots have 
liberty. Thus treated, its red flowers are 
seen to advantage. It requires the same 
treatment as Colunmeas, which see. It 
comes from ChilL 

8ABBA0ENIA. 

Among the singular forms now and then 
assumed by plants, few can match the Sar- 
lacenias, or Side-saddle Plants, as regards 
grotesque shape and beautiful leaf colour- 
ing, and this wholly independent of their 
equally curious and beautiful flowers, 
wnich, like the plants, are entirely diffe- 
rent from those of all others. All the 
species have hollow leaves more or less 
extended, and succeed best in an inter- 
mediate temperature; some, like S. pur- 
purea, are stout, short, and much distended, 
others, like the different forms of S. Drum- 
mondii, funnel or horn shaped, and as 
much as 3 or 4 feet in lengtn when well 
erown ; in all the leaf-blade is more or 
less extended, so as to form a lid to the 
mouth of the pitcher — not very decided in 
S. purpurea, but large and completely over- 
lapping the orifice in some of the varieties 
of S. flava. The whole of the family 
belong to what have recently been called 
Insectivorous plants. The Sarracenias are 
easily grown, if their wants are fairly well 
suppli^. Where failure occurs it is mostly 
traceable to their being kept too warm. 
An intermediate temperature both summer 
and winter suits them best, although some 
of the kinds, such as S. purpurea, will 
grow in a cold frame or even live out-of- 
doors in certain places, but its appearance 
is not nearly so good as when grown in a 
little heat. A night temperature of 48** or 
60® in wipter, and 60' in summer at night, 
and from 70° to 76° in the daytime will be 
found to suit them. 

Boil is another most important matter. 



The fibrous material with all the earthy 
matter shaken out of the best Orchid peat, 
added to an equal part of chopped s|Hiag- 
num and a good sprinkling of potsherds or 
charcoal, with a little sand, should be used. 
The crowns should be divided about the 
beginning of February before the roots 
have begun to move ; they may be potted 
singly, or grown several together in pots 
proportionate in size to the numbers oc- 
cupying each. A 4 or 6 inch pot is big 
enough for a single crown. The pots 
should be one-third filled with drainage, 
and the material pressed moderately firm 
about the roots, giving them immediately 
as much yrater as will soak the whole. 
The plants should then be stood on some 
moisture-holding medium ; the nearer the 
glass thev are the stouter they will grow, 
and the higher coloured the pitchers will 
come. They are swamp plants, and should 
be watered twice a weeV in winter, and 
every day through the growing season — at 
all times the soil should be kept quite wet 
If shade is given in summer it should be 
with very thin material, and none is re- 
quired unless the sun is foimd to bum 
tne leaves. They are better not syringed 
overhead, as water applied in this way to 
the tall-growing kinds makes the pitchers 
weak and scarcely able to sipport them- 
selves. They look the best when a number 
of crowns are grown together, say as many 
as will occupy a 14 or 16 inch pot. It is 
important that they should have the whole 
of the material shaken away once a year 
and replaced with new, or it will get sour 
and cause rotting of the roots, a condition 
from which the plants take years to re- 
cover. All the kmds, except the different 
forms of S. Drummondii, should be re- 
potted about the time mentioned for pro- 
njation by division of the crowns, that is, 
ore growth commences. The varieties 
of S. Hrummondii ought to be potted in 
July, as the principal season of producing 
their pitcher-like leaves is in autumn. 
The spring growth of these varieties is 
mostly confined to leaves that do not deve- 
lop to pitchers, although when very strong 
they will produce a number of pitchers 
along with the other leaves in spring. 
If the shaking out and potting is done 
after any root-crowth has b%un, the 
pitchers that follow are liable to be de- 
formed. Propagation by pieces of the 
root-stems should be carried out at the 
time of the winter potting. If the plants 
are wanted to gain strength fast, the 
flower-stems should be pinched out as soon 
as they appear. 

All the undermentioned kinds are well 
worth growing : — 
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8. atrosanguinea, A very handsome 
species, thickly streaked with red on the 
upper part of the pitcher, which colouring 
assumes the form of a solid blotch on the 
sweater portion of the inside of the lid. 
Flowers white. 

8. CheUonii, A hybrid variety of great 
beautv. It is a cross between S. purpurea 
and S. rubra. The pitchers, intermediate 
in habit between the two parents, attain a 
height of 18 inches. In shape itiej par- 
take of the character of S. purpurea, and 
are highly coloured with crimson-purple. 

8. crispata. Another fine kind, hand- 
somely pencilled longitudinally with red. 
Flowers white. 

8. DruTMivonda oZ&o. The tallest of all. 
We have had this sort with pitchers 4 feet 
high. The upper part of tne pitchers is 
white, distinctly mottled and veined with 
green. Flowers crimson-purple. 

8. Drummondii rubra, A beautiful, 
highly-coloured sort, with stout, tall, erect 
pitchers, the upper portions white, sudBfused 
and netted with red. Flowers crimson- 
purple. 

Siflava maxima. This makes the largest 
pitchers of all the family. The lids of a 
strong example will attain a width of 6 
inches, the upper portion of the pitchers is 
of an olive-yellow shade, the lid streaked 
with crimson. Flowers yellow. 

8. flava omaia, A large, stout-growing, 
very handsome sort, the upper portion of 
the pitchers and their lids covered with a 
close network of reddish-brown. Flowers 
yellow. 

8.psittacina, A small but beautiful kind 
with prostrate pitchers deeply coloured 
with red towards the extremities ; the lid 
forms a complete hood. Flowers purple. 

8, purpurea, A very stout, snort- 

Eitchered kind, the pitchers are procum- 
ent and deeply suffused with, or almost 
whoUy, reddifih-purple towards the ex- 
tremities. Flowers purple. 

8. rubra has medium-sized pitchers, 
deeply veined and shaded on the upper 
part with red, as also the lid. The flowers 
of this species are ruby-coloured, and 
deliciously scented like Violets. 

8. variolarie. A medium grower, with 
erect pitchers, spotted on the upper part 
with white ; the lid is hooded. A distmct 
kind. Flowers yellow. 

All the species are natives of North 
America. 

Insects. — Sarracenias are not generally 
much affected with insects beyond thrips 
and aphides, which are often troublesome, 
and immediately these are found thev 
must be at once destroyed, or they will 
spoil the pitchers. Fumigation and spong- 



ing with clean water are the safest means 
to employ with these plants. 

SOHUBEBTIA. 

There are two species of these pretty, 
free-blooming stove plants, both natives of 
Brazil — S. grandiflora, which bears white 
blossoms, and S. graveolens, which has 
pale yellow flowers. Both are very dis- 
tinct in general appearance and also m the 
character of their flowers, which are pro- 
duced durins the summer months. They 
can be struck from cuttings composed of 
the young shoots, such as have sprung 
from branches that have been cut back and 
have attained a length of 4 inches or 5 
inches, taking them off with a heel in 
spring, and putting them singly in little 
pots in sand. They should be set in a 
close, shady place under a propagating 
glass in a temperature of 70* ; tney wiu 
usually root in about a month or six weeks. 
After allowing a little time for them to get 
inured to the air of the house move them 
into 4-inch pots, using good turfy peat 
containing plenty of vegetable fibre, and 
adding sand enough to keep it porous. 

As soon as they begin to grow pinch out 
the points of the shoots, otherwise, from 
their natural scandent habit, they will run 
up thin and insufficiently furnished. They 
will thrive during the summer under 
similar conditions of heat, shade, moisture, 
and air as are found to answer for the 
generality of evergreen stove plants ; give 
them pots 3 inches or 4 inches larger about 
the beginning of July, and insert a few 
sticks in the soil to train the shoots to. 
They may produce a few flowers towards 
autumn, but it is better not to consider 
these the first season, and to get the plants 
as strong as possible for the second year. 
Give them all the light that can be afforded 
through the autumn, with more air and a 
drier atmosphere, wintering in a tempera- 
ture of 60*. In the spring, when the heat 
of the house is raised, move them into 
10-inch or 12-inch pots, and treat them as 
in the previous summer ; keep the shoots 
trained so that they may not get entangled. 
Manure-water will assist the plants when 
their time of blooming approaches, which 
if all goes well will be alwut July. They 
will keep on flowering untU the end of 
August ; afterwards they should have their 
shoots well shortened back. Winter as 
before, give largex pots in spring, and in 
other respects treat as in the preceding 
summer ; after this the plants may be 
either cut back and grown on again, or 
discarded and their place taken by young 
ones. 
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Insects. — If not attended to well in the 
matter of syringing daily during the grow- 
ing season, they are liable to get infested 
with red spider and thrips, otherwise these 
insects do not usually trouble Schubertias. 
If mealy bug affect them, the plants should 
he laid on their sides and syringed freely 
with insecticide ; repeat the application 
until they are quite clean. 



SOUTELLABIA MOOOINIANA. 

This evergreen stove shrub grows to a 
height of about 2 feet ; it has handsome 
foliage and bears from the points of the 
shoots close, compact bunches of tube- 
shaped, bright red and yellow flowers. It 
is a remarkably free bloomer, keeping on 
flowering almost the whole year round 
when any giowth is being made, and on 
that account one of the best plants that 
has been introduced for years, as the 
flowers are equally effective on the plant 
or in a cut state, in which they last a 
considerable time. It succeeds in ordinary 
loam made moderately rich with rotten 
manure and mixed with sand. It may be 
propagated at any time of the year when 
Dits of half-ripened wood can be had, such 
as the young growths which spring from 
the joint below Mhere a stout shoot has 
been cut back ; if these are taken off early 
in spring and put five or six together in 
pots just lai^ge enough to hold them, filled in 
the ordinary way, kept moist and covered 
with a propagating glass, they will root in 
a few weeks ; after that shift them singly 
into 3-inch pots, using fresh loam fairly 
enriched, to which is added a full comple- 
ment of sand. The latter is needed for all 
free-growing subjects of the nature of this 
plant, as thejr require a plentiful supply of 
water, and it is necessary that it snould 
pass freely away, or the roots, though not 
delicate, are sure to get out of order. 

As soon as the cuttings are fairly rooted 
pinch out the tops, and repeat this when 
the plants have made a couple more joints. 
An ordinary moderate hotnouse tempera- 
ture will answer through the year. With 
all plants of a continuous blooming habit 
it is advisable never to over-excite them by 
too much heat, or, on the opposite, to keep 
them so cool as to wholly stop growth. 
Directly the pots are fairly full of roots 
shift into others proportionate to the size 
to which the plants are expected to grow ; 
they will flower at almost any size from 
that obtainable in 6-inch pots upwards. 
Water liberally as the roots get plentiful, 
give air freely in the daytime during 
summer, shade when the weather requires 



it, and syringe in the evenings during the 
season of active growth. 

When the flowers are wanted in a cut 
state, it is well to use those produced by 
the strongest shoots, at the same time cut- 
ting these shoots moderately well back, so 
as to encourage the weaker branches and 
keep the plants in a symmetrical form. 
In spring, about the time the usual rise in 
temperature takes place, it is well to cut 
the plants freely back, so as to keep them 
from getting too tall, after which they may 
be turned out of the pots, a portion of the 
soil removed, and lai^er pots giveh, using 
loam of a moderately free character. If 
they are thus treated annually, with the 
additional help of manure-water throi^h 
the summer, they may be kept in a thriv- 
ing state for several years ; but it is advis- 
able always to have some young stock on 
hand, as moderate-sized examples for ordi- 
nary purposes will usually be found the 
best 

Insects. — The frequent use of the 
syringe during the most active period of 
growth generally keeps the plants free 
from insects, but if aphides or tnrips affect 
them fumigate or dip in tobacco- water. 

SELAaiNELLA (LYOOPODIUM). 

Although not so much varied in their 
appearance as their near allies, the Ferns, 
these beautiful plants ^re general favour- 
ites : their singular forms, with the diffe- 
rent shades of colour they possess, from the 
deep green of S. plumosa to the metallic 
hue of S. csesia, are very attractive. The 
sorts that find favour with cultivators are 
indigenous to widely different parts of the 
world — China, Europe, India, the Cape of 
Good Hope, and South America, all con- 
tribute to the assemblage of fine species 
now in cultivation. Some of the kinds 
will thrive in a greenhouse, others require 
a moderate stove heat, and all like a fairly 
moist atmosphere, with shade from the 
sun, and to oe kept out of the reach of 
draughts, and in the case of nearly all 
never to be allowed to get dry at the roots. 

They will grow in almost any kind of 
soil provided it is porous ; -in peat they 
usually don a deeper shade of green. 
They are easily propagated by division of 
the creeping stems, which most of Ae 
species possess, and produce roots from 
fi eely ; the best time to propa^te them is 
about the end of February, before the sea- 
son's growth commences. The pieces sepftr 
rated from the old plants should alwa^ 
have a good portion of roots attached, m 
which case aU that is necessary is to put 
them in well-drained pots or pans laige 
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•enough to allow of the extension they will 
make during the season, as it is not neces- 
-flary to move them again before the spring 
comes round, when larger pots may be 
^ven proportionate in size to that which 
the plants are required to grow to. Give 
plenty of water through the growing sea- 
son, and shade carefuUpr from the sun ; 
keep the atmosphere moist, admit a mode- 
rate amount of air dailj^, and moisten them 
overhead with the synnge in the evening 
through the growing season. The soil in 
which they ai*e grown is all the better for 
having a good sprinkling of poteherds, 
charcoal, or coal cinders mixed with it; 
4tny of these will answer in keeping the 
soil from getting sour, with tne large 
amount of water required when the plants 
are in active growth. All the difference 
needed iu the treatment of the warm and 
-the cooler section is that the former should 
have a night temperature in the winter of 
irom 64** to 58% whereas the cooler species 
will not want more than 45**, with m the 
case of both a proportionate rise in the day; 
in summer a night temj^erature of 60** to 
66", with more by day according to the 
state of the weather, will answer for the 
warm division, and that of a warm green- 
house for the cool sorts, but even these 
iisually look fresher for a little extra 
warmth. 

The undermentioned are all distinct and 
handsome species, that require the most 
warmth : — 

S. africana. 

S, argentea. 

S. concinna, 

S. cuspidata, 

S. GaUotii. 

S, laevigata, 

S. Lobbii. 

S, Lyallii. 

S, rubricaulis, 

S, umbrosa. 

S. uncinat^L 

S, VictorUg, 

if. Wallichii, 

The following are greenhouse species : — 

S, apus, 

S, califomica. 

S. denticiUata, 

JS>. Julvetica, 

jS. involvens. 

JS>. Kraitssiana, 

wS. Martensii variegata, 

£, FotUterii. 

jS. terpens. 

JS. stoionifera, 

jS». variabilis. 

S. JVildenovii. 



SERIOOGRAPHIS QHIES- 
BBEQETIANA. 

This handsome stove Acanthad is another 
of the select number of plants whose time 
of flowering occurs during the autumn or 
winter months, and on this account it is 
especially valuable. Its bright red tube- 
shaped flowers are produced freely from the 
points of the shoots of the* current season's 
growth. It has a somewhat erect habit, 
but by attention to stopping in the younger 
stages of growth it assumes a bushy form. 
It is one of those quick-growing plants 
that are usually propagated annually in 
the spring for flowering in the ensuing 
winter, a mode of treatment by many con- 
siders! preferable to that of growing the 
old plants on a second season, althougn by 
the latter course they can be had in a 
larger state. It forms a handsome object 
in the stove during the dull season, and 
the flowers when cut will stand fairly well 
if the previous treatment of the plants has 
been such as to enable them to attain all 
the strength of which thev are capable. 

Cuttings made from the young shoots 
which the plants, after blooming, will pro- 
duce in ordinaiy stove heat, taken oil in 
March and treated in the usual way in a 
moderately moist, confined atmosphere, 
will soon strike root ; then put them singly 
into 4-inch pots, pinch out the points as 
soon as they oegin to grow, and repeat this 
when a second growth has been made. As 
in the case of other quick-growing plants 
it is necessary to give it plenty of light, 
otherwise a weak condition is sure to 
follow. A single shift from the pots they 
are now in to those in which the plants 
are to bloom will be enough ; this should 
be given them about the end of May ; 8 or 
9 inch pots will suffice, as when the soil 
gets fuU of roots they can be kept going 
by the use of manure-water. A low pit 
where they can be near the glaj»s will oe 
the best place onwards after the second 
potting, giving air freely in the middle of 
the day, during which time the plants will 
bear a day teniperature of from 70° to 80% 
with from 60** to 65* at night Syringe 
daily to promote growth and keep down 
insects, using a thin shade when the sim is 
very bright; the shoots should be again 
6toi)ped as soon as the roots have got esta- 
blished in the soil. The treatment re- 
quired through the summer will be of a 
i-outine character until September ; then 
give more air and expose tne plants to all 
the light possible witn a view to solidify- 
ing the growth and checking a disposition 
to over-lengthening of the shoots. As the 
days get shorter reduce the temperature in 
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the day, bnt do not keep them too cool, 
especially at nieht, as, in common with all 
stoye subjects that flower in the autumn or 
winter, if deficient of warmth the blooms 
will be thin and indifferent Keep the 
heads of the plants close to the glass from 
the time the nowers are formed, and if the 
pots are very full of roots uf»e weak manure- 
water once a week. After blooming, unless 
large specimens are wanted, it will not be 
necessary to retain more of the old plants 
than are sufficient to furnish stocK for 
cuttings ; keep them with the soil only a 
little moist through the time that inter- 
venes from the flowerins until they are 
again started inta growtn, during which 
period a temperature of from 66* to 60** at 
night will maintain them in health. 

Insects. — This plant is not much sub- 
ject to insects, but aphides, red spider, and 
thrip will sometimes attack it ; for these 
fumigate with tobacco or dip in tobacco- 
water. 

B MTT.AT. 

Evergreen stove climbers suitable for 
covering walls or pillars or draping the 
roofs of large stoves. They are not much 
in favour, as in most cases plants of a 
more attractive character can be employed. 
Where grown, unless they have plenty of 
room for the shoots to extend, they shoidd 
not have over much root space, although 
they do better planted out than when con- 
fineid in pots. 

They are easily increased by suckers 
which they produce freely ; these shoidd 
be taken on in spring, before the plants 
be^ to grow, and put singly in 6 or 
6 inch pots. They will thrive in either 
peat or loam, and an intermediate heat is 
sufficient for them. After the young plants 
have been grown for a year in pots they 
may be planted out. 

The following are suitable for using in 
the way described : — 

S, longifolia variegata. A distinct-look- 
ing plant ; in colour the leaves are a com- 
bination of deep and greyish green. From 
Para. 

S. ShviUeuforihii, A new species ; the 
ground colour of the leaves is green, with 
greyish-white markings. 

Insects.— If well attended to with the 
syrince through the growing season little 
drouble need oe anticipated £om insects. 

80LANXJM. 

(Berry 'bearing.) 

Among the large number of Solanums 
existent there are two especially worth 



growing for the pretty appearance of 
their fruit, S. capsicastrum and S. peeudo- 
capsicum, the red berries of which render 
the plants so effective in the autumn 
and winter months. They are evergreen 
greenhouse plants that flower and produce 
their berries profusely in a small state. 

They are often raised from seeds which 
germinate freely if stood in a temperature 
of 60° or 66**. Afterwards pot singly, and 
grow on during spring in an intermediate 
temperature. Through the summer put 
them in cold pits or frames, or plant them 
out in the open ground, taking up and 
potting in September. But as there is 
considerable difference in plants raised 
from seed in the quantity of berries they 
bear it is best to select the freest fruiters, 
and propagate from them by shoot cut- 
tings. To have the berries ripe and fully 
coloured in autumn the cuttings should be 
struck by the end of the year ; the soft 
points of the shoots root in a few weeks in 
a temperature of 66**, kept moist and close, 
after which move them singly to small 
pots ; good loam with a little leaf-mould 
and sand suits them in every way. Keep 
in a temperature similar to that in whicn 
the cuttmgs were struck, and pinch out 
the points of the shoots as soon as they 
begin to grow, standing them near the 
glass with a little air in the day. Con- 
tinue to treat in this way until March, 
when they will be ready for moving to 
6-indi pote, in which they are to remain ; 
previous to potting again stop the points 
of the shoots so as to secure bushy growth, 
which is essential to the appearance the 
plants should have when in fruit Keep 
up a growing temperature by the aid of 
fire heat untd the middle oi April, after 
which no further assistance in this way 
will be needed. Cool greenhouse treat* 
ment 1b all these Solanums require, and 
ftie heat so far advised is only used with a 
view to get the young plants on in size 
sufficiently to cause them to bloom early 
enough so that their berries may have 
time to grow and ripen by autumn. Plants 
that are not wanted to have their berries 
ripe before the end of the year may be 
struck a little later. By the middle of 
May a cold pit will answer for them ; air 
should be given freely in the daytime^ 
with a little shade when sunny, and plenty 
of water to the soil ; syringe freely ever>' 
afternoon — this must be done r^ularly 
and thoroughly to keep clear of red spider, 
to which the plants are subject, and which, 
if present, quickly spoils the foliage. Con- 
tinue this treatment through the summer, 
standing them close to the glass. By Sep- 
tember the berries wiU be fast putting on 
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their bright red tint, and after this time no 
more syringing will be required. Through 
the autumn and winter give ordinary green- 
house treatment in the matter of warmth, 
air, and water. Plants that had their 
berries ripe early, and have got shabby, 
mav be cut well back early in the year, 
and when they have broken shaken par- 
tially out, put in pots a size larger and 
grown on as in the previous summer. So 
managed they can be used a second season, 
or they may be planted out half a yard 
apart in the open ground, where, if well 
attended to with water to the soil and 
syringing overhead, they will make hand- 
some little specimens by the beginning of 
September, when they should be taken up 
and potted as already indicated. 

Insects. — Red spider, to which these 
Solanums are subject, will be kept down 
if attention as aavised in the matter of 
svringin^ is given. Aphides, which are 
also partial to them, must be destroyed by 
fumigation. 

80LANUM JASMIN0IDE8. 

A deciduous climber with pretty flowers, 
suitable for growing on a rafter in a green- 
house. 

It can be struck firom cuttings in the 
spring, and grown on similarly to SoUyas, 
which see. It flowers over a considerable 
portion of the summer, and comes from 
South America. 

SOLANUM OViaEBUM. 

Among the annual species of Solanum is 
the singular egg plant; there are several 
forms, differing little in general character 
except in the colour of their fruit, of which 
there are white, red, violet, and yellow 
varieties. 

The cultivation of all is the same ; the 
seeds should be sown in spring, in pots 
or pans filled with fine loamy soil, to which 
some sand has been added ; cover them 
lightly, and stand on a moderate hot-bed 
covered with an ordinary frame. Here 
they will do better than in a house. When 
the plants are up put them singly in small 
pots filled with soil well eniiched with 
rotten dung, giving larger pots as required 
further on. Durmg tlie early stages of 
their growth, and until the fruit has at- 
tained its full size, they should be kept in 
genial heat and be well supplied with 
water ; give air daily, with a little shade 
when the sun is powerful, and syringe 
freely overhead to Keep down red spider, 
to which they are subiect When the 
fruit has reached its fuU size and colour 



they mav be stood anywhere in a cool 
house, trom Africa. 

Insects. — Aphides are partial to these 
plants, and must be destroyed by fumiga- 
tion or they soon spoil the leaves. 

SOLLYA. 

These are very distinct evergreen green- 
house twining plants of slender habit ; 
their pretty flowers bright blue — a colour so 
scarce among hardwooded plants — are pro- 
duct in great profusion auring the sum- 
mer and autumn months ; the flowers are 
small individually, but as they are borne 
in quantities the deficiency in size is fully 
compensated for. Plants in a healthy con- 
dition mve a succession for a considerable 
time. They are more at home when used 
for training round a pillar in a conservatory, 
or for growing as single pot specimens on 
a trellis or other support, than when em- 
ployed for draping the roof, a purpose that 
can be better effected by plants of larger 
growth. In fact, when grown with a view to 
training the branches to cover any portion 
of the woodwork in the conservatory it will 
generally be found better to copfine their 
roots to a pot, unless the size of the border 
into which they are to be turned out is 
verjr limited, as, though anything but 
delicate rooters, like many of the plants 
that hail from the same region, their roots, 
in keeping with their heads, are of such 
moderate extent that their requirements 
can be better met by pot culture. SoUyaa 
strike from cuttings, which should be 
obtained in spring from shoots that have 
some time before been cut back ; take 
them off with a heel when about 3 inches 
long, keep close and moderately waim and 
they will strike in a few weeks, when 
move them singly into little pots, stopping 
the points as soon as they begin to grow. 
By the end of June give 4-inch pots, using 
a mixture of peat and sand ; from the time 
they are established give them warm green- 
house treatment. A temperature such as 
required by oixlinary greenhouse stock will 
answer through the winter. About the 
end of March or beginning of April give 
them a shift into pots 3 inches hu^er, 
make the soil quite firm, and insert 
half a dozen tolerably tall sticks just 
inside the rims of the pots, as whatever 
may be the ultimate intention as to the 
position the plants are to occupy it is 
tetter to support them in this way at first 
After potting keep, as usual with plants of 
similar description, the atmosphere a little 
closer for two or three weeks, imtil groMi;h 
has fairly commenced, and as soon as the 
weather gets sufficiently warm syringe 
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overhead in the afternoons, shutting up 
early enough to close in a good amount of 
sun-heat. The plante reouire little stop- 
ping, but should any of the shoots take a 
decided lead it will ie necessary to shorten 
them back to encourage the weaker ones ; 
they will want attention from time to time 
in training the shoots regularly round the 
outsides of the sticks, otherwise, from the 
natural twining habit of the plants, they 
will lay hold of each other in such a way 
tliat it will be difficult to separate them 
without injury. Little shade is necessary, 
as from the leathery nature of their leaves 
they are able to bear exposure to the sun. 
From the naturally moderate growth of 
tlie plants it is not absolutely necessary to 
give them another shift through the sum- 
mer, except in the case of any that may 
happen to be imusually vigorous — these 
may have pots a couple of inches larger 
Bbout the end of June, and the roots 
will thus have sufficient time to get full 
possession of the soil before autunm. 
CeaBe using the syringe by the middle of 
August, and give * plenty of air both day 
and night. Winter them in a temperature 
suitable for ordinary greenhouse stock, 
anything from 35" to 45** will suit them, 
as they are neither subject to mildew 
from a low temperature nor liable to be 
started into growth with a few degrees 
more heat. Keep the soil in a medium 
condition as to moisture through the 
winter, the roots are not so sensitive in 
this respect as many, and this renders 
them, like Rhynchospermum jasminoides, 
and a few others of similar character, very 
suitable for beginners in the cultivation of 
hardwooded greenhouse plants. Again, 
about the same time as the preceding 
spring, give another shift, if satisfactory 
progress has been made they will again 
stand about 3 inches more root-room ; use 
the soil with as much fibre in it as possible 
so as to enable it to last long. It will now 
be necessary to determine in what way the 
plants are to be grown ; if for a pillar, or 
over the front liglits of a greenhouse, some 
wires should be placed to train them to. 
With these, as with all plants of like 
habit, it is better to tie the shoots than to 
allow them to cling to the supports by 
twining, as when the latter takes place 
removal, should it l)e necessary, either for 
the jnirpose of changing their position or 
of cleansing from insects, is invariably 
effected at a sacrifice of some of the 
branches. If the plants are required for 
pot specimens a moderate-sized wire trellis 
will be the best to grow them on ; in this 
case also prevent them from becoming 
twined round the wires, and be mindful 



to clothe the bottom of the trellis first 
before allowing the shoots to ascend up- 
wards or the lower portion can never oe 
covered satisfactorily. Little more will 
be required except routine treatment, such 
as already advised, in giving more root- 
room when needed. As in the case of 
most plants of a similar character weak 
liquid manure during the growing season 
will be found beneficial 

S. Drummondii, From Australia. 

S. heterophylla, A native of New Hol- 
land. 

S. linmris. From Swan River. 

Insects. — The tough leathery leaves 
afford little sustenance to such as red spider, 
thrips, or greenfly ; where the syringe is 
usea as advised during the summer months 
these are seldom troublesome, but should 
aphides attack the young shoots dip in 
tobacco or quassia water, or fumigate. 
Scale must he diligently sought for and 
removed by sponging, or the heads of the 
plants may be wholly dipped when at rest 
in a strong solution of insecticide. 

SONERILA MABGABITACEA. 

This is a particularly handsome small- 
growing stove plant, the bright pink 
flowers with prominent yellow anthers 
conti-asting admirably with the lovely 
spotted leaves. It is a spreading, low- 
growing, semi-herbaceous Melastomad, 
which attains a height of 8 inches or 9 
inches. It flowers early in the spring and 
lasts in bloom two or three weeks, during 
which time it is one of the prettiest of 
stove plants. Even when out of flower, 
a well-grown Sonerila is always attractive, 
its dense mass of small leaves profusely 
studded with milk-white spots looting like 
pearls set in bright green. It is a native 
of India, and in order to grow well re- 
quires a brisk heat and a somewhat moist 
atmosphere. It thrives best in fibrous peat 
broken small and mixed with about one- 
fourth of chopped sphagnum, to which a 
liberal proportion of sand should be added, 
with a good sprinkling of crocks. 

It strikes readily in the spring from 
pieces of the shoots inserted in smsdl pots 
half full of crocks, the remainder being 
fill^ up with material such as that already 
described. The cuttings should be kept 
moist and covered with a bell-glass in a 
temperature of 70* ; they will root in two 
or three weeks. When the young plants 
have got fairly established move them into 
larger pots or deep pans, as to get a good 
specimen in the least time its oranching 
procumbent shoots should have room to 
spread over the soil, into which they will 
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root, and in this way cover a much larger 
surface than they would do if only sup- 
ported from the stem first rooted. The 
soil thi*ough the growing season should be 
kept moderately moist, but not too wet 
Syringe once a day, but only in bright 
weather, so that the moisture may dry off 
them soon, or sometimes the shoots will 
damp if tlie water hangs on them too long. 
To counteract this the plants should be 
stood tolerably near the glass, but must be 
shaded slightly from the sun when the 
weather is not ; they should have air daily 
through the growing season, but must not 
l)e where the air admitt^ will dry the 
atmosphere too much. During the latter 
part 01 spring and through the summer the 
plants will bear a temperature of 70** in 
the night and 85' by day. Nothing further 
is required but to give additional pot- 
room, as this becomes necessary, and reuuce 
the heat as the autumn comes on, and also 
discontinue shading and syringing. In 
the winter a night temperature of 60" to 
65* will be sufficient. Young plants are 
preferable to old ones, as the latter some- 
times are liable to damp off after flowering ; 
this is more likely to occur if, when tlie 
flowers drop, the falling petals are not 
shaken away, as if left to decay on the 
shoots they will cause them to rot But, 
independent of this, young plants propa- 
gated early each spring are preferaole to 
old ones. There are three varieties of 
this plant — S. margaritaeea, S. margari- 
tacea alba, and S. mar^itacea superba, 
similar in habit, but differing in appear- 
ance. 

Insects. — Scale, mealy bug, and other 
insects will sometimes attack Sonerilas. 
Those that can be destroyed by fumigation 
are easily got rid of by that means, but the 
scale and mealy bug are difficult to deal 
with when they get established on the 
brittle stems and leaves, which are im- 
patient of any but very gentle handling ; 
and, like other plants with delicate foliage, 
they will not bear the use of insecticide, 
sponge and water being the best means by 
which to clean them. 

SPABMANNIA AFBICANA. 

A handsome flowering evergreen green- 
house plant that grows to the height of a 
small tree in its native country, but blooms 
freely in a small state under cultivation. 
The flowers are quite distinct from those 
of most other things ; they are produced 
in large bunches at the extremities of the 
shoots, and last for a considerable time in 
fresh condition. The plant strikes freely 
from shoot cuttings in spring, put singly 



in small pots in sand, keep moist, close,, 
and shaded in a temperature of 70**. As 
soon as well-rooted give more air, and in a 
few weeks they will require moving to 
6-inch pots. It does well in good ordinary 
loam, to which has been added some rotten 
manure and a good portion of sand. Keep 
the young plant^s in a growing temperature 
similar to tnat in which they were struck 
until they get to moving freely, when re- 
duce the heat to that of an ordinary green- 
house. Stop the shoots when they have 
made a little progress — the plant has an 
erect habit and requires attenaing to in this 
respect. By midsummer more root-room 
will be required ; it is a free grower, and 
10 or 12 inch pots will not be too large ; 
the soil now used should be in a lumpy 
state and contain more manure. Again 
stop the shoots, tying them well out ; all 
through the growing season give plenty of 
air and light, with a little sharle in very 
bright weather, and syringe well in the 
afternoons before taking the air off. When 
the flowering is over cut the shoots back 
freely and keep the soil drier, wintering in 
a temperature of 40" by night In spring 
turn them out of the pots, removing part 
of the soil, and give others a size larger. 
The plant will last for many years if well 
attended to. It comes from the Cape of 
Good Hope. 

Insects. — Most of the insects that are 
troublesome on indoor plants will live on 
this Sparmannia ; the frequent syringing 
advised will keep down red spider and 
aphides. If scale affect it syringe with 
insecticide. 

SPHJEBOaTNE. 

These handsome stove Melastomads are 
remarkably distinct plants, especially S. 
latifolia, which is much the finest and 
most desirable species to cultivate. In 
appearance it is like Cyanophyllum magni- 
ficum, but its leaves, although not nearly 
so large as those of the Cyanophyllum, are 
more beautiful ; the colour of the upper 
surface is a shade of olive-green, snin- 
ing like velvet ; their beauty is much 
heightened by the singular corrugation 
which extends in a complete network over 
the whole leaf, imparting to the plant a 
particularly handsome and unique cha- 
racter. Besides S. latifolia there are two 
or three other kinds in cultivation — S. 
ferruginea, S. imperialis, and S. cinna- 
momea ; the latter comes from Costa Rica, 
S. imperialis from Peru, and the two first- 
named from South America. All are alike 
as to their cultural requirements, and a 
high temperature is necessary to grow 
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them welL They are easily increased and 
are free growers, thriving in either loam 
or peat, the latter to be preferred where it 
can be had of good quality. They can be 
propagated at any time of the year when 
cuttings in a half-ripened condition are 
obtainable; these may consist of the top 
leading shoot taken off with about three 
joints, or of side shoots such as are pro- 
duced by a plant that has had its head 
removed, say in April. By the beginning 
of June it will have pushed out side shoots ; 
if these, when big enough, are taken off at 
a joint and put singly into 3-inch or 4-inch 
pots filled with sandy peat, the surfEice all 
sand, kept moist, shad^, and close under a 
propagating glass in a temperature of 70" 
or 75", they will root sufficiently in three 
weeks or a month to bear the glass being 
dispensed with. After this keep them 
where they will get a fair quantity of light 
in a house or pit where the atmosphere is 
moderately humid, givine some air in the 
daytime, and shading always when the 
sun's rays come on tnem. They should 
now have heat in the night time, like 
ordinary hot stove plants, with 80" or 85" 
in the day. They are free rooters, and by 
the middle of August will require moving 
into pots 6 inches or 7 inches in diameter ; 
use soil with plenty of vegetable fibre in it, 
and a moderate quantity of sa^d and some 
rotten manure. They should be syringed 
once daily all through the growing season, 
getting the water well to the undersides 
of the leaves, so as to prevent the lodgment 
of thrips or red spider. Reduce the tem- 
perature in the autumn, leave off shading, 
and regulate the admission of air in accord- 
ance with the state of the weather. The 
night temperature during the winter should 
not be under 60° or 65^, and it ought to 
be gradually increased from the end of 
February through the spring until it 
reaches the point advised for last summer. 
In March move the plants into 12-inch or 
13-inch pots, in soil similar to that used 
for the last potting. Treat as to shading, 
air, and atmospheric moisture as in the last 
season, and give plenty of water to the roots 
as these fill the soil. If large specimens 
are not required, liquid manure will sustain 
them through the season in the pots they 
now occupy, but if the intention is to grow 
the plants as large as possible, they wul by 
midsummer require 15-inch or 16-inch 
pots. After this they will reach a hand- 
some size, and only want a continuance of 
the treatment so far advised. The only 
form of growth which shows these Sphae- 
rogynes to advantage is keeping to a single 
stem, and they are only attractive so long 
as they retain their lower leaves in good 



condition ; consequently when these are 
getting shabby, the plants should be headed 
down, and afterwards kept warm. The 
stools will soon break, when most of the 
soil can be shaken away, and they should 
be put into pots that will admit the roots 
witn some new material ; treat afterwards 
as recommended in their younger state. 
It is well to keep a succession of young 
plants to take the place of the old on^ 
which can then be aispensed with as their 
foliage gets into bad condition, but where 
large examples are required the headed- 
down specimens will make the finest, form- 
ing larger leaves near the bottom than 
cuttings wilL 

Insects. — All the insect pests that affect 
stove plants will live on Sphssrogynes, 
especially scale and mealy bug, from which 
they should always be kept quite clear, 
as the formation of their leaves gives har- 
bour to the insects, and makes it difficult 
to remove them without injuring the 
foliage, which is impatient of sponging 
unless great care is exercised. 

SPiaELIA SPLENDEKS. 

An herbaceous perennial that wiU live 
in a greenhouse, but is better accommo- 
dated with intermediate heat Its red, 
tube-shaped flowers, produced in summer 
on a considerable length of the shoots, have 
a pretty effect 

It can be struck from shoot cuttings put 
in during spring, and treated in the usual 
way, and afterwards grown on under the 
conditions already mentioned of moderate 
heat, with plenty of air and less moisture 
in the atmosphere than most of the stove 
occupants require, otherwise the growth is 
liable to get drawn and weak. It comes 
from Costa Rica. 

Insects. — Aphides are often trouble- 
some in the summer on this plant ; for 
these fumigate. 

8TATI0E. 

Among the whole family of greenhouse 
plants there are probably none more useful, 
or worthy of cultivation, than these, 
whether for general decorative purposes or 
for exhibition. There are several points 
required to make up the properties essen- 
tial to a reaUy useful flowering plant It 
should be moderately easy to grow, and of 
free-blooming habit, if the flowers last long 
all the better ; it should be neither very 
slow in growth, nor so free as to outstrip 
reasonable bounds in a comparatively short 
time. Greenhouse Statices possess these 
qualities to an extent that few other plants 
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can boast of ; hence their increased popu- 
larity. The varieties under consideration 
bear flowers of a dry paper-like texture, 
and may almost come under the descrip- 
tion of Everlastings. The leaves are lai^e 
— in some of the varieties from 8 to 12 in. 
in length by 4 or 6 in breadth. The wood 
is somewhat soft for a considerable period 
after it is formed and until the time when 
it becomes bare of leaves — which the 
bottom parts of the branches do as the 
points of the shoots extend — after which 
it gets very hard. The flowers of the dif- 
ferent varieties here treated of are pro- 
duced in large bunches, on stout woody 
stems, and have a calyx varying in colour 
from blue to pale lilac (whicn gives a lively 
and novel appearance) and a white corolla ; 
this latter soon perishes, while the calyx is 
long enduring. 

The time of flowering varies consider- 
ably, according to the treatment the plants 
receive, but most of the kinds under notice 
throw np their principal blooming steins 
€arly in the spnng, and continue tnrough 
the season as tney grow to push additional 
flowers, which keep on until autumn. 
The individual blooms, if they are not 
allowed to get wet, and the plants are not 
placed in a moist atmosphere, last good for 
two or three months ; if cut when newly 
opened, and dried quickly, they lose little 
of their colour, and may be used in vases 
for room decoration many months, or even 
years, if kept under a glass shade free 
from damp. Statices enjoy a little 
closer atmosphere than most greenhouse 
plants, and do not like full exposure to the 
sun, their broad, leathery leaves off^ering 
a considerable evaporating surface ; if too 
mud^ exposed to its influence they assume 
a bronze-like, sickly appearance, and be- 
come a prey to red spider, but, on the 
other hand, they must by no means be 
kept too confined, with little air, or far 
from the glass, or they will not succeed. 
In winter they require more warmth 
than most greenhouse plants, and should 
be kept in a night temperature of about 
46". It is scarcely necessary to say that 
they must never be placed out in the open 
air, as it is needful to do with many thin^ 
in the summer in order to ensure that their 
growth should be fully matured, as the 
flowers are produced from the yoimg shoots 
as they are formed. In selecting plants 
choose such as have several breaks not 
more than 3 or 4 inches above the surfekce 
of the soil, for if they have run up high 
there is no means of getting the lower 
branches down to keep the base of the 
plant well furnished, for the shoots are 
stiff, and until they have extended con- 



siderably — which it takes years for them 
to do— there is difficulty in bending them. 
Reject any that have been too long con- 
fined in small pots, for the plants are 
remarkably free rooters, and unless moved 
on as the roots require space they get into 
a stunted condition, in which case a newly- 
struck cutting would be better, and with 
liberal treatment progress at such a rate as 
to leave a pot-bound plant behind. 

They root readily from cuttings made of 
the slioots in spring ; select such as are of 
moderate strength, and not too hard to 
make roots, and remove the lower leaves. 
Cuttings should be inserted singly in 
small pots three-parts filled with a mixture 
of sand and loam in equal pai'ts, the rest 
all sand ; cover with a beU-^lass, keep moist, 
shaded, and moderately close in a genial 
heat, such as that of an intermediate house. 
Here they will soon strike, after which re- 
move the glass and keep in a growing tem- 
perature through the summer, a little closer 
than that of a greenhouse, with shade, 
syringing overhead in the afternoon. About 
the end of July move into pots 2 inches 
larger, now using soil with less sand in it ; 
in autumn give more air, and cease shading 
and syringing : keep them through the 
winter in a temperature of about 45". If 
they can be accommodated with a shelf near 
the roof all the better, as the more light 
thev receive in such a situation the stouter 
and stronger will they grow. So treated 
the roots will be fully active through the 
winter, the heads of the plants also making 
growth — a condition essential to the well- 
being of all the varieties in every stage of 
their existence. 

If Statices are treated in the winter so as 
to induce a total cessation of growth, or 
rest as it is generally termed, by being 
kept in a low temperature, not only is 
there loss of time in getting them up to a 
useful size, but they are much injured, 
such usage inducing a stunted condi- 
tion, and the growth for the ensuing year's 
flower is not made by the time it should be. 
This will be looked upon as the opposite 
of sound practice by those who act on the 
principle of resting all planta through the 
winter in something like a uniform manner, 
but it is this indiscriminate treatment of 
things collectively that is the cause of 
many growers not succeeding with quan- 
tities of subjects that they attempt to 
cultivate. There are many plants, and 
these Statices are among the number, that 
do not need rest in the ordinary acceptance 
of the term ; it must not be understood 
that it would be advisable or possible, with 
a view to health in either these or other 
things of similar nature, to keep them on 
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growing through the dormant season at the 
same rate as in summer, but they require 
to be kept moving even in the winter much 
more than many plants do, or success will 
only be partial In March move into 
6-inch pots, usinjj the loam now with more 
vegetable fibre m it ; keep closer for a 
few weeks, shade in the day when simny, 
and again use the syringe overhead to 
keep the material on which the pots stand 
damp. After the plants begin to move 
freely give more air than in the previous 
summer, but in other matters treat as be- 
fore ; as autumn advances dispense with 
shade and the use of the syringe, and 
winter in a temperature similar to the 
preceding, giving less water to the roots 
than in the summer, but never letting 
them get so dry as the generality of hard- 
wood^ plants reauire to be in the dormant 
season. About the oeginningof March plants 
managed as above directed will be in a fit 
state for moving into pots 2 inches larger. 
They do the best in good yellow turfy 
loam, not broken too fine ; nothing should 
be added to it except enough sand to keep 
it in a healthy porous condition. Statices 
require much more water than many oc- 
cupants of the greenhouse, and conse- 
quently they must be well drained. In 
potting make the new soil quite firm, and 
place them for a week or two where they 
will be a little close ; do not give too 
much water until the roots enter the new 
soil, but this advice must be accepted in a 
qualified sense, as they should never be 
allowed to get so dry as necessary for the 
well-being of many hardwooded things. 
Keep them near the light, but away from 
cold currents, and as the sun gets more 
powerful they will require a slight shade 
duiing the middle of the day, but never 
let it stay on longer than needful. 
Throughout the summer syringe overhead 
in the afternoons, getting well under the 
leaves to keep down spider, which, if 
allowed to establish itself, will soon do 
serious harm. They will continuously 
through spring and summer keep throwing 
up flower-stems, which at present it is 
aavisable to remove as soon as they make 
their appearance. The nature of the 
plant's growth does not admit of stopping, 
as in most things, neither is it necessary, 
for almost every flower-stem that is made 
divides in two the point of the shoot 
whence it springs, and by this means the 
plants, as growth proceeas, get fully fur- 
nished. In the hot summer weather they 
will make more progress stood on a bed of 
ashes or similar material than upon a dry 
shelf, as if not placed on some medium 
that can supply a moderate amount of 



moisture around them they suffer more 
than most things, as from the natural 
structure of the leaves evaporation is very 
great. As autumn approaches discontinue 
the use of the syringe and give plenty of 
air. Winter as advised the previous 
season, and if any flower-stems are made 
before spring remove them as they appear. 
In March again pot on ; now give a 3-mch 
shift, and use the soil a little more lumpy, 
and treat them this season as in the previous 
in every respect except that where it is not 
the object to get the plants on in size 
without delay they may be allowed to 
flower, as they will now be very useful for 
decorative purposes in the conservatory or 
elsewhere. When in bloom they must not 
be syringed, as the least moisture will 
cause the flowers to damp, but when used 
in this way while young they should not 
be kept so long out of the growing house 
or pit, neither must the successional flowers 
that will from time to time make their 
appearance be allowed to remain or they 
will interfere with the growth. As the 
shoots lengthen sufficiently bring them 
down a little towards the rim of the pot — 
for this purpose a few sticks will be re- 
quired. The shoots are very liable to split 
out from the point whence they spring if 
much bent ; to prevent tins they should 
be secured by a ligature of bast bound 
round the point of the juncture, which 
should be allowed to remain on for a short 
time after they are trained. Give treatment 
through the summer, autumn, and winter 
similar to that before advised. In spring 
pot about the same time, giving again a 
3-inch shift ; the plants will this summer, 
if all goes weU, make nice half specimens, 
and should be allowed to flower until mid- 
summer, after which remove all the blooms 
on them, as also all that push through the 
autumn, and encoursige growth by atten- 
tion as up to this point directed. 

In potting the following spring they 
will require 18-inch pots ; in these they 
may remain for two years, and should be 
given weak applications of manure-water 
once a week through the summer. When 
again moved into pots a size larger they 
can be kept in these for several years by a 
liberal use of liquid manure, which will 
sustain them in a healthy state. They 
may now be allowed to flower all througn 
the summer. None of the varieties are 
liable to go off suddenly, but it is well to 
keep a few young plants in hand to take 
the place of the larger ones as they ^t 
worn out They do not want much train- 
ing further than keeping the branches a 
little open, as they do not bear being 
much bent ; but the flowering shoots while 
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young and pliable should be regularly tied 
out, 8o as to form neat, shapely heads. 

S. brassicaffolicL Is a large-leaved kind 
of erect habit It is a good useful decora- 
tive plant From the Canaries. 

S. BukhervL A fine, deep-coloured 
variety, of stout erect habit of growth. 
This we consider the next best variety to 
S. profusa. 

b. Holfordii, Also a large-leaved variety, 
and an upright grower. The flower-stems 
are not product in such profusion as in 
some of the others, but are bagger and more 
branching. 

S. imSricata, A strong-growing, free- 
flowering sort, with a somewhat upright 
habit Teneriffe. 

S. profusa. For general purposes this is 
the hest variety ; it is a branching, dense- 
habited sort, a very free flowerer and a 
good grower. A garden variety. 

Insects. — Most of those that infest pot 
plants will live on these Statices, especially 
aphides, thrips, and red spider, all oi which 
soon do serious mischief if ^owed to re- 
main undisturbed ; the two former can be 
destroyed by fumigation, the last is best 
kept down by a liberal use of the syringe, 
and if much affected give a good washing 
with insecticide, not too strong. 

STAUNTONIA LATIFOUA. 

This is the onlyspecies of the genus knoi^Ti 
in this country. It is a free-growing ever- 
green greenhouse climber of secondary 
merit, succeeding with treatment like 
that advised for the strong-growing kinds 
of Kennedya, which see. 

The flowers are a mixture of lilac and 
creen. It comes from China, and usually 
blooms in spring. 

8TEN08PEEMATITJM WALLIBIL 

In this we have a stove Aroid, which ap- 
peared as Spathiphyllum WaUisii, and is 
still sometimes met with under that name. 
Like many others of the order to which it 
belongs it is more curious than handsome ; 
tiie spathes are white. 

It will grow in material such as is recom- 
mended for Anthurium Scherzerianum, 
which see ; similar to the Anthurium it 
likes plenty of water when growing, and a 
free use of the syringe dcoly overhead. 
When at rest it must be kept drier at the 
roots, but not so much as to cause the 
leaves to become flabby. It comes from 
Colombia. 

STEPHANOPHTSUM BAIKIEI. 

This is a useful winter - flowering 



Acanthad, and although it can only be 
accounted as holding a secondary place to 
some of our best winter-blooming plants, 
still, on account of its free-flowering dis- 
position and its coming in during the dull 
season, it deserves to be more generally 
grown than it is at present The flowei-s 
are tube-shaped, rea in colour, and pro- 
duced in sufficient quantity to make the 
plant effective. 

It will succeed under treatment such as 
advised for Eranthemums, which see. 

Insects. — Aphides sometimes attack the 
young shoots, and should be met by fumiga- 
tion ; the plant does not seem to be much 
subject to other insect pests. 

8TEPHAN0TIS FLOBIBUNDA. 

There are few plants that have so mauy 
good properties as this well-known fragrant 
fiivourite — easily grown, a profuse bloomer, 
the flowers openmg in succession over a con- 
siderable period, and lasting well indi- 
vidually. From the time it first became 
sufficiently known it has always been ad- 
mitted as one of the best of all bouquet 
flowers, its pure white, long, tubular 
blooms arranyging admirably with any- 
thing else. Those who grow flowers for 
the London market treat it so as to have 
a long succession of bloom. Even a single 
plant, when it has attained a considerable 
size, will keep on flowerinjj for several 
months. It will grow in either peat or 
loam, but as it does not like to be shaken 
out or to have its roots disturbed often, it 
is better to grow it in loam, as this will 
last longer than peat. It strikes freely 
from cuttings made of the preceding 
season's shoots, using portions tnat have 
not got too hard. If cuttings consisting of 
a couple of joints of these are, during the 
winter, put in thickly in 6 or 6 inch pots 
and stood in a temperature of 60*, tney 
will callus over in a few weeks, when they 
may have 10" more warmth, which will 
enable them to root freely, or young shoots 
such as break from the old stems in spring 
may be taken off when 8 or 9 inches long 
with a heel of the old wood. These, if 
kept a little close, and in a temperature 
similar to that mentioned for cuttings of 
the mature wood, will root directly, when 
well rooted put them singly in 4-inch pots 
in good fibrous loam, with sand added, ac- 
coi^ing to the nature of the soiL ITiey 
wiU grow away if kept in a temperature of 
60° or 66° in the night with a nse by day. 
It is of twining habit, and as soon as the 
plants begin to grow they will require a 
stick to each to support them. When the 
shoots have reached a couple of feet in 
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height remove two or three of the top 
joints to cause the production of two or 
more growths. The plant comes from 
Madagascar and can stand a good amount 
of heat ; consequently, through the sum- 
mer months it will bear a temperature of 
65' to 70" by night, with from 70" to 80" 
in the day. It likes a somewhat drier 
atmosphere than some stove subjects — that 
iB, it Joes the best with a liberal admission 
of air in the daytime so as to permit of the 
air of the house getting drier than where 
les.s is given. It requires no shade further 
than is found necessary to keep the leaves 
from scorching. If by the beginning of 
July the pots are found full of roots 
move into others a couple of inches larger. 
Syringe the plants in tne afternoon dunng 
the growing fleas(m until September, when 
give more air and reduce the root moisture 
as welL From 55" to 60" night tempera- 
ture will answer through the winter, with 
lust as much moisture in the soil as will 
keep the leaves from shrivelling. About 
the oeginning of March raise the tempera- 
ture, and increase it still further as the 
sun gets warmer. Give more water to the 
ro<)t«, and as soon as growth has commenced 
move into pots 4 or 5 inches larger, using 
loam, which should be of such a good turfy 
character that it will not soon decompose. 
Ram the soil quite firm, and either fix 
trellises on the pots whereon to train the 
shoots or run them up wires or strings 
over the roof if intended to be grown in 
that way. Before the shoots begin to grow 
stop the points to cause them to break. 
The young growth will most likely pro- 
duce some flowers, but the principEd ob- 
ject this second season shoidd be to get the 
plants as large as possible, for upon the 
size and strength they acquire, and their 
being well maintained, will depend the 
quantity of bloom they make the ensuing 
year. Treat in every way as in the pre- 
ceding season, keeping the shoots regularly 
trained. If this is not attended to they 
jet so entangled that they cannot be regu- 
.ated afterwards. Give plenty of air 
through the latter part of summer and 
autumn, with a drier condition of both 
atmosphere and soil, so as to get the 
OTowth fully matured. Winter as before. 
Do not reduce the shoots at all previous 
to the commencement of growth, and if all 
goes well the plants will produce a large 
quantity of flowers. When the blooming 
is over the shoots majr be shortened back, 
and pots from 4 to 6 inches larger should 
be given. Treat during the summer as 
previously, and also through the autumn 
and winter. The pots to wnich the plants 
were last season moved will be large enough 
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for the next two years, giving manure- water 
at the time of active growth. Out tiie 
shoots back so far as necessary alter bloom- 
ing, as advised the preceding season, and 
treat as before. The plants wiU last for 
many years if a few inches of the surface 
soil be removed and replaced with new. 
Although we have spoken of their being 
grown on trellises in specimen fashion, 
they do better close under the roof near to 
the glass, and even if they are wanted to 
bloom on the trellises the shoots should be 
trained near the glass during the growing 
season, and then wound round the trellis 
when fully matured. But in no way is the 
plant seen to so much advantage as where 
permanently trained under the roof^ and if^ 
m addition, it can be planted out in a bed of 
well-prepared soil 3 or 4 feet square, it 
will Keep on growing and flowering far 
many years. Where there is plenty of 
room for the head to run, a plant will con- 
tinue blooming for months. 

Insects. — From the leathery texture of 
the leaves Stephanotis is not liable to the 
attacks of such insects as aphides and red 
spider, and if these make their i^pearanoe 
they are easily removed by syringing. The 
worst pests, nk& scale and mealy bug, are 
however very partial to it, and should 
these affect it a thorough dressing with in- 
secticide ought to be given when the plants 
are in a dormant state during the winter ; 
repeat the dressing so as to make sure of 
destroying not only the mature insects, but 
also their ^gs. 

STBELITZDL 

These showy Cape plants are ^nerally 
classed as stove subjects, but they will thrive 
in a greenhouse in summer and do with a 
little more warmth in the winter than 
ordinary cool greenhouse plants need. An 
intermediate temperature suits them best 
Some half-dozen kinds may be met with 
in cultivation, but they do not differ very 
materially from S. Keginee, which has 
puiple and yellow flowers. The Stre- 
litzias are evergreen herbaceous plants of 
stately appearance ; their season of bloom- 
ing 18 ordinarily in the summer and 
autumn. S. Regmse bears its flowers on 
stout erect stalks, which attain, a height of 
3 feet or more, according to the strength of 
the plant and the heat to which it is sub- 
jected ; the flowers are very distinct and 
curious in form, and last in perfect condi- 
tion two or three weeks. 

Strelitzias are mostly propagated from 
suckers, which are produced aft^ flower- 
ing in the manner usual with plants that 
increase in this way ; when these have 
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attained a considerable size they can be 
divided from the parent plant— during the 
spring or summer, so as to get established 
before winter— and put in separate pots, 
drained and filled with good fiorous loam 
with which some sand has been mixed. The 
pots li^d should be such as will suffice to 
told the considerable quantity of roots 
which the suckers ought to liave before 
their removal from the plants that have 
produced them. Pot firmly, and stand them 
where they will get some warmth that will 
assist their making new roots ; the thick 
leathery texture of the leaves is such that 
no shade is required, not even when the 
sun is most powerful. All that is needed 
to grow them well is to give sufficient air, 
wiui water as they want it, and enough 
pot-room proportionate to the size of the 
plants, for they may be either kept to 
single crowns or allowed to remain entire 
until a number are formed, but for most 
purposes medium-sized examples, such as 
those composed of three or four crowns 
each, will be found the most desirable. 
Large specimens can be divided into i)or- 
tions varying in size to meet the require- 
ments of the cultivator, all that is necessary 
being that when the division is effected the 
several pieces should, as soon as potted, be 
placed where there is warmth enough to set 
them growing immediately, otherwise the 
roots they already possess are liable to rot. 
Insects. — The natural consistency of the 
plants, stems, and leaves combined, is such 
as to offer little attraction to insects, though 
aphides often establish themselves on the 
young leaves ; thev can be easily removed 
by sponging or fumigation ; if affected 
with scale sponging is the best remedy. 

STBEPTOOABPUS. 

Herbaceous perennial GJesnerads that 
thrive under cool stove treatment. The 
best known is S. Rexii, often grown under 
the name of Didymocarpus Rexii. Thev 
bloom over a lengthened period through 
the summer and autumn. Few plants are 
80 easily managed ; they can be raised from 
seed sown in the spring in moderate heat, 
potted and grown through the season under 
the usual conditions of air and root mois- 
ture, with plenty of light and a little shade 
in sunny weather. They do well in turfy 
loam with a little leaf-mould and sand 
added ; plants such as can be grown in 
6 or 8 inch pots vrill usually be found 
more useful than lareer examples. They 
<;an also be increased by division of the 
crowns, which should be effected in spring 
just as growth is about to commence ; treat 
them anerwards like the seedlings. 



8. polyanthus. A pretty blue-flowered 
kind that blooms in the summer. A native 
of NataL 

S. Eexii. An abundant bloomer, the 
flowers are slate-blue in colour. It comes 
from the Cape of Qood Hope. 

8. 8aundersii, A singular-habited species, 
with pale purple flowers produced freely. 
A summer oloomer. From Natal. 

Insects. — Aphides are often trouble- 
some on these plants, getting to the imder- 
sides of the leaves and on the flowers ; 
fumigating is the best means for their de- 
struction. 

STTPHELUl 

Low -growing evergreen shrubs that 
bloom in summer ; not equal to many of 
similar character. They are not much 
cultivat-ed at the present time. 

They will thrive imder treatment such 
as advised for Epacris, which see. 

The undermentioned are the most desir- 
able : — 

8. epacrioides. Has crimson flowers, pro- 
duced in summer. From New Holland. 

8. IcUifolia, Flowers pink, blooms early 
in summer. From New Holland. 

8, tubiflora. Flowers scarlet, blooms in 
summer. A native of New South Wales. 

SWAINSONA. 

These handsome flowering evergreen 
greenhouse plants are natives of New 
South Wales, and are deserving of general 
cultivation ; they bloom freely from July 
to September, coming in at a season when 
flowering subjects are not over-plentifuL 
They are of somewhat straggling habit, 
very distinct from most others that require 
similar treatment as to soil and tempera- 
ture ; they continue for many weeKs to 
open a succession of flowers, produced in 
bunches from the current season's wood. 
This continuous blooming habit renders 
these Swainsonas especially useful for con- 
servatory decoration, although those who 
want flowering plants for exhibition during 
the latter part of summer will find them 
of service. They are free growers, and 
will succeed well in a mixture of peat and 
loam, in equal proportions ; or, if peat can- 
not be had of good quality, they will grow 
in loam, particularly if it contains plenty 
of fibre, so as to maintain it in a healthy 
state for some years ; this is always an im- 
portant condition, that cannot be too often 
impressed upon those who have not had 
much experience in the cultivation of 
things of this kind. It frequently happens 
that a certain soil, either peat or loam, will 
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answer for a time, but soon gets into a 
state that precludes the possibility of the 
plants grown in it keeping in health, and 
when into soil of ^lis nature are put things 
that do not well bear a partial stiaking out 
and a renewal of the material in this way, 
an unsatisfactory condition is sore to follow. 
If towards the middle of March the soft 
points of the young shoots, in about 3-inch 
lengths, are taken off a plant that has been 
kept through the winter where a little 
growth has been made, and put singly in 
small pots in sand, kept moist and shaded, 
under propagating glasses in an inter- 
mediate heat, they will soon root Then 
gradually dispense with the glasses, and as 
soon as the shoots begin to grow pinch out 
the points ; keep through the summer 
stood on a moist bottom, and give more 
air in the middle of the dav as the young 
plants get better established^ By the end 
of July move them into 3-inch pots, using 
peat made moderately fine witn a little 
sand added ; keep the atmosphere some- 
what closer for a week or two until the 
roots get to work in the new soil, and 
syringe overhead all through the growing 
season daily. Give more air in autumn 
and cease shading ; winter at about 45°, 
and in March repot, giving a 3-inch shift, 
and now using a mixture of peat and loam, 
with some sand. Again pinch out the 
points of the shoots ; treat as in the pre- 
vious summer as to a moist medium on 
which to stand the pots, a little shade in 
bright weather, and syringing overhead at 
the time of closing the house, but give 
more air in the day. Stop the shoots once 
more in July, ana tie them out to small 
sticks ; keep drier with more air in autumn. 
Winter as before, and about the beginning 
of April move into larger pots ; if they 
have plenty of healthy roots they will bear 
a 3-inch shift They are not delicate- 
rooted subjects, but they require efficient 
drainage and a porous soil : for this reason 
add one-seventh sand, which incorpoi-ate 
evenly with the soiL Swainsonias like 
tolerably hard potting, consequently use 
the potting lath freely, so as to make the 
soil nmi. If the plants have any straggling 
shoots they should when potted be short- 
ened back ; at the same time tie them well 
out, so as to induce the lower eyes to 
break ; if this is not done with these 
plants nothing but the topmost eyes will 
break, and there will be no possibility of 
their acquiring sufficient shoots to furnish 
the future specimens properly. After pot- 
ting use no more water for two or three 
weeks than may be requisite to keep the 
ball from getting too dry ; let the atmo- 
sphere be a little close until they begin to 



root, have the stage on which they stand 
moderately moist, and damp the plants 
overhead every afternoon. GontinucKl and 
free use of the syringe is necessary all 
throu^ the sunmier season, not alone to 
promote growtii, but to keep down red 
spider, which is liable to become trouble- 
some if enough water is not given overhead. 
Swainsonas will flower in a small state 
if allowed, but it is not advisable to let 
them bloom this season, as they would not 
make enough for it to be worth while 
sacrificing the growth which flowering 
would prevent being made ; consequently, 
all the shoots should have their points 
pinched out about the bepnning of June, 
and the strongest should be again tied 
down. This is essential, as these plants 
are apt to push much of their strengtn into 
a portion of the shoots, leaving the re- 
mainder weak ; but by keeping these 
stronger ones tied out the strength becomes 
ecjualised. In very bright weather they 
will be benefited by a little shade. Alxmt 
the beginning of August again go over them, 
and stop any shoots that are taking the 
lead. Continue the use of the syringe until 
the middle of September, when the advent 
of cooler weather will render it not necei»- 
sary. Through this and the preceding 
month admit air freely to mature the 
growth before the autumn gets too far ad- 
vanced. All through the growing season 
give sufficient water, as when in active 
growth they require more moisture in the 
soil than some plants, but from the time 
in the autumn when they cease to make 
much progress, and durmg the winter, 
apply only enough to keep the soil slightly 
moist Winter in a light house in a tem- 
perature of 40* in the night Again i^epot 
about the same time in the spring. Tids 
season they will do with a 4-inch shifty 
and the soil should now be a littie more 
lumpy, but still made open and poraus 
by sand. Stop the shoots, and use a mode- 
rate number of neat sticks to keep them in 
their places, and afterwards for training 
them to. After potting treat as in the 
preceding year as to syn^ng, air, shade, 
and water at the roots. Tne ^oots must 
not be again stopped, but as they advance 
train them to the sticks, in which position 
they will begin to flower about July, when 
the plants can be taken to the conservatory, 
where they may remain until the blooming 
is over, when they should be at once cui 
in moderately, placed in their winter 
quarters, and treated as before. Give 3 
or 4 inches more pot-room in the spring, 
according to the quantity and condition of 
the roots. No stopping of the shoots will 
be required this season, but they should be 
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trained regulaily to the sticks, and treated 
through the summer and autumn as pre- 
viously. 

If it is not deemed desirable to grow the 
plants into large specimens, they may the 
ensuing spring, and for a year or two fol- 
lowing, be kept in a good* flowering state 
by the use of manure- water ; in this case 
it should be supplied regularly every other 
time or so that they require water, but it 
must not be pven too strong. 

The following varieties are worth a place : 

S, coroniUafolia, Purple flowers. 

S. galegifoha. A handsome red-flowered 
kind. 

S, gaUaifolia alba, A white-flowered 
form of the above. 

5. Osbomii, 

S, RolliMoniL 

Insects. — For aphides, which sometimes 
4ittack the young growth, fumigate. As 
already mentioned they are liable to red 
«pider, but the continued use of the syringe 
recommended through the growing season 
will, if jjersisted in, juways keep them clear 
from this pest If they become affected 
with scale, these must be kept under by 
sponging and the use of a soft brush. 

TABEBN.SMONTANA OOBONABIA 
FL-PL. 

This plant is a native of India, whence 
it was introduced about the latter part of 
the last century. It is a hardwooded, 
-compact-growing evergreen stove species, 
which forms a dense bush, and requires 
little training ; the foliage is handsome 
and of medium size ; the flowers are beauti- 
fully white, in form not unlike those of a 
Oaitlenia, and very fragrant ; a small plant 
will completely fill a lai-ge house with its 
•exquisite perfume, which by many is pre- 
ferred to that of the Gardenia, being less 
powerful. It is easily propagated and as 
•easily grown, but it will not succeed with- 
out stove heat. The flowers are scarcely 
surpassed by any in cultivation for bouquets. 
It strikes from cuttings matle of the young 
shoots, when these have attained a length 
of about 4 inches or 6 inches, taken off with 
a heel. Under proper stove treatment 
such shoots will be obtainable by the be- 
.ginning of April, and if placed five or six 
together in pots just large enough to hold 
them in sand, kept moist, covered with a 
propagating glass, and stood in a tempera- 
ture of 70* they will root in a few weeks. 
They should then be moved singly into 
3-inch pots, using good turfy peat, to 
which add as much sand as will keep it in 
a permanently sweet condition, as, in com- 
mon with several other comparatively 



slow-growing evergreen plants, it does not 
like tne sh^ing-out process from time to 
time rendered necessary when soil that 
soon becomes decomposed and adhesive is 
^used. This plant will grow in loam, but 
in it the foliage will be somewhat paler in 
colour than when peat is used. 

Keep the young plants in a moderately 
confined atmosphere for a week or two 
after potting off, gradually exposing them 
to the air of the house ; shade from the 
sun during the middle of the day. In 
summer they will succeed in a tempera- 
ture of from 60" to 66' at night, with 10* 
or 15* more by day in brignt weather ; 
give air in the daytime proportionate to 
the heat of the weather, and syringe over- 
head ever day at the time the house is 
closed. When a little progress in growth 
has been made pinch out the points of the 
shoots. By the middle of July pots 2 
inches larger will be required. Continue 
the same treatment as to heat, shade, and 
moisture until about the middle of Sep- 
tember ; then give more air and discon- 
tinue shading as well as syringing. For the 
two last months in the year and until the 
beginning of March a temperature of 60* 
at night, with from 6* to 10* more in the 
daytime will suffice ; after this, as the solar 
heat increases, gradually raise the heat of 
the house, and as soon as the plants show 
signs of growth move them mto pots 3 
inches larger, using peat in a more lumpy 
state than at the first potting. Ajiy 
shoots that may grow stronger than the 
rest should have their points cut out; 
treat as to heat, moisture, air giving, and 
shade, as advised for the preceding summer, 
and if about the middle of July the pots 
are full of roots move them into others 2 
inches or 3 inches larger, after which con- 
tinue to treat so that they may get esta- 
blished before winter. We should not 
advise any account to be taken of the 
flowers that are forthcoming this season, 
as the object is to get the plimts up in size 
so that they may be able to produce a fiill 
complement of bloom the following year. 
Winter as before. They will now be 
strong with the pots full of roots, and care 
must oe taken that they do not suffer ak 
any time from want of water — yet it must 
not be given in excess, or injury wiU be 
the result, especially after the flowers are 
formed, which will usually be early in the 
winter. 

Increase the temperature as before in 
spring. When the blooming is finished any 
over luxuriant shoots should be cut back, 
and the plants moved into pots 2 inches or 
3 inches larger, after which encourage them 
by warmth and a genial atmosphere to 
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make growth, so as to get them established 
in the new soiL Some flowers will be pro- 
duced through the early summer months, 
a^d the plants, when well managed, gene- 
ndly yield a second full crop about July or 
August, after which they may have the 
shoote djghtly shortened again, which will 
have the effect of keeping them close and 
bnshy. By the end of September they may 
be gradually induced to a state of rest, as 
in the preccniing season. The subsequent 
treatment will require to be such as Ixjfore 
advised, giving a little more root-room as 
required. \^^ak manure- water once or 
twice a week will be beneficial After 
they have got into pots as laive as are 
deem^ requisite, the plants will last for 
years if each alternate summer after bloom- 
ing the upper portion of the ball of soil is 
leduced, and replaced with new. If they 
get too tall they may be cut back freelv 
after flowering, and as soon as new growth 
has commenced thev should be pculially 
shaken out, returned to the same or a size 
smaller pots, and encouraged to make 
growth as when younger. 

T. coronaria is a single-flowered form of 
the above, differing little from the double 
kind except in the number of petals, and 
requiring^ similar treatment in every way. 
East India. 

Insects. — Tabemsemontanas are liable 
to the attacks of mealy bug and scale. 
When these make their appearance means 
should be taken to extirpate them, for ii 
present at all the continual cleaning re- 
quired to keep them down often injures 
toe leaves, and causes the flower-buds to 
MlofL 

TAOSONIA. 

These splendid evergreen greenhouse 
climbing plants are very nearly aUied to 
Passifloras, and are among the very finest 
flowering subjects we possess for draping 
the roofs of greenhouses and cool conserva- 
tories. They are of vigorous habit, and 
grow rapidly, covering a large space in 
fittle time, and are particularly adapted 
for large houses or heated glazed corriaors, 
where there is plenty of room for the de- 
velopment of their numerous pendent 
shoots, which, clothed with the immense 
number of finely-coloured flowers they 
produce, are, thus drooping, seen in the 
oest position. It is not advisable to 
plant them in small houses, as in such 
they almost smother everything grown 
Qiider them, or else have to be so con- 
tinuouslv kept cut in that their bloom- 
ing capabilities cannot be seen to advan- 
tage. The roof should be lofty, so that 



there will be a considerable space inter- 
vening betwixt the extremities of their 
hanging shoots and the heads of the plants 
that stand on the stages or floor of the 
house, otherwise the drooping growths have 
a confused appearance, and the flowers are 
not so effective. 

Tacsonias are not at all adc^ted for 
growing in pots in the ordinary trained 
specimen style, their habit being too free 
to be kept within such bounds ; but where 
the roof or wall space which the^ are in- 
tended to cover is msufficient to give scope 
for the full development of the plants, if 
allowed, proportionately, too much root- 
room, they may be grown in a large pot or 
box. In this way mey can be confined to 
less space without further resort to the 
knife than is consistent with the produc- 
tion of bloom in suf&cient quantities. 

The different greenhouse species most 
worthy of cultivation bloom continuously 
for a considerable period through the 
summer and autumn, when indoor 
flowers are somewhat scarce ; they are 
very useful for cutting to decorate large 
stands, or entwined round the stem of a 
vase ; when so arranged, or hanging down 
over the sides, they nave an elegant and 
pleasing appearance that cannot be pro- 
duced except by the use of things similar 
in habit Loam is the most suitable soil 
in which to ^row them, and it should be 
of a good mellow nature, containing plenty 
of fibre, for on this will depend its lasting 
properties. The border in which the 
plante are to be grown should be propor- 
tionate in extent to the space they are in- 
tended to cover. 

Most of the varieties can be increased 
from seeds and by cuttings which should 
consist of young shoots, sucn as produced in 
spring from branches that have been cut 
back ; these ought to be taken off with a 
heel as soon as they have grown to a length 
of about 4 or 6 inches, and put singly in 
3-inch pots, drained and half filled with 
a mixture of loam and sand, the surface 
wholly sand ; kept close, moist, and shaded, 
in an intermediate heat, they will form 
roots, when give more air. Stand them 
during the summer on a moist bottom, 
svringe each afternoon when the house is 
shut up, and give a little shade in the day; 
in this way they will grow so as to require 
pots 3 inches larger in July. Winter in a 
temperature of 45'' or 50**, and about March 
move them into 8 or 9 inch pots ; use the 
soil moderately fine with some sand added, 
and put to each plant three or four sticks 
round which to train the shoots. A 
slightly closer atmosphere than that of a 
greenhouse ^411 be all that is required this 
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summer diflferent from the treatment given 
to greenhouse plants generallv ; syringe 
when the house is closed, ana train the 
shoots round the sticks as they recjuire it ; 
give more air in autumn, and wmter at 
about 46**. The plants ought to be turned 
out in the spring, before growth has com- 
menced, so that the disturbance of the 
roots in opening them out to spread them 
evenly in the border will not cause a check, 
which would occur if planted after growth 
had begun. If the roots are covered 3 or 
4 inches deep it will be enough. Do not 
give more water than will keep the soil in 
a moderately moist state until growth has 
made some progress. The shoots should 
at once be train^l in the place they are to 
occupy ; as to stopping tnis will depend 

SK)n the situation — ^if to cover a back wall 
e shoots mu8t be stopped sufficiently to 
cause them to break enough to furnish the 
whole from the bottom gi^ually upwards. 
If this is not attended to in tne nrst in- 
stance it will cause trouble afterwards. If 
the object is to furnish a portion of the 
roof, it will be better to confine the plant 
to one or two shoots until these nave 
reached the top of the upright glass, when 
thev must be stopped to induce them to 
make as many growths as required. These 
should be regularly trained in their places 
until the whole is covered. The plants 
will of course be subject to such treatment 
as to air, heat, and atmospheric moisture 
as may be required by the other occupants 
of the house ; they need but little snadc, 
but they should sl\ through the growing 
season oe regularly syringed overhead in 
the afternoons during warm weather. 
When the desired space is filled the shoots 
ought, each autumn after they have done 
flowering, to be well cut back. Strong 

ajrous growing plants such as these soon 
aust the soil, to remedy which a few 
inches should, in the spring, be removed 
from the surface of the border and re- 
placed with new, in addition to which 
they ought to be r^ularly assisted with 
manure-water. 

The undermentioned are all desirable 
kinds: — 

T. Buchananii, Scarlet 

T, eriantha. Similar in colour to T. 
mollissima. South America. 

T exontensis. Brilliant rose, with violet 
throat. A garden hybrid. 

T. vrmgnis. Bright crimson, a strong 
grower. 

T. manicatcL Scarlet. 

T. moUissifna, Rose colour. Bogota. 

T. tomentosa tpedoio. Bright red. 

T. Van Volxemii, Crimson. I^ew Qrenada. 



Insects. — The constant use of the 
syringe advised through the crowing 
season will keep down the smaUer in- 
sects, such as aphides, red spider, and 
thrins ; if they get affected with scale, or 
mealy bug, there is no resource but the 
use of sponge and brush during the grow- 
ing season, and in the autumn, when 
growth is complete, cutting close in, 
loosening the plants from the wires, and 
steeping them repeatedly in a strong solu- 
tion of insecticide. 

TEOOMA. 

These evergreen greenhouse plants are 
nearly allied to Bignonias ; the climbing 
kinds are well adapted for draping the 
roofs of conservatories or greenhouses. 
Their method of propagation and the 
general treatment are tne same as recom- 
mended for Bignonias, which see. 

The following are all fine kinds : — 

T, capensia (syn.: Bignonia cape7isuj. 
An orange-flowered species ; it blooms in 
summer or autumn. From the Cape of 
GkxKi Hope. 

T, jaamtnoides, A species with pink 
flowers ; a summer bloomer, from New 
South Wales. 

T, jatminoides alba mama, T.jasmtnoides 
roaeoj T. jasminoides spleixdens are band- 
some forms of T. jasminoides, differing 
only in the colour of their flowers. 

TELOPEA SPECIOSISSnUA. 

This magnificent i)lant, the Waratah of 
New South Wales, is rarely seen, which in 
some measure may be attributable to its 
taking up considerable room. It also re- 
quires to be grown where it will have a 
temperature higher than that of an ordi- 
nary greenhouse, but not so high as that 
usually kept up in the stove ; beyond this, 
to flower the plant a considerably drier 
atmosphere is indispensable, not only in 
the dormant season but also during the 
summer, otherwise the growth as it pro- 
gresses is wanting in the solidity that is 
essential to the production of bloom, and 
which no amount of dry treatment through 
the winter will make up for. The flowers 
are produced on the extremities of the 
shoots in the form of compact, almost 
globular heads (in outline not unlike an 
incurved ChrysanthemumX some 4 inches 
in diameter, and surrounded at the base 
with a number of large lance-shaped bracts 
coloured like those of a Poinsettia ; the 
flower heads are scarlet, and, combined 
with the bracts, have a most brilliant ap- 
pearance, quite distinct from aiiything else. 
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The plant pitxluco* muckers freely, and ' 
the best method of propagation Ib by layer- 
ing the«e »inglv in pot** in winter when at 
rent ; allow them to remain attached to 
the i^arent plant until well-rooted, when 
they miwt be Bevered, and afterwards 
giown on under conditions of warmth and 
air, such as already indicated, with plenty 
of light. In common with other plants 
from the same c^iuntry it will bear a high 
temjierature in summer with a dry atmo- 
sphere, plenty of 8un and no stint of water 
to the roots, but must be kept as dry in 
the winter as conniHtent with an evergreen, 
the leaves of which would naturally suffer 
if the diying process was carried too far. 
A winter tempei-ature of 40** to 45" by 
night will answer for it ; in sunmier 65" 
to 60' in the night, and as much as the 
sun, with plenty of air, will raise it to in 
the day. When large enough the plants 
should be turned out in a weU-di-ained bed 
of good porous loamy soil with a moderate 
amount of sand in it. 

Inhectb.— If troubled with any of the 
pests that affect plants grown unaer glass 
syringe freely with clean water and sponge 
with insecticide. 

TEMPLETONDL 

These are low-growing evergreen shrubs 
that bloom in 8j)ring. Their flowers are 
pietty, but not so effective as those pro- 
duced by many of our p^nhouse plants. 

They succeed with similar treatment to 
Ei)acriHe8, which see. 

7'. gliiuca. Has red flowers, produced in 
spring. It comes from New Holland. 

T. retusa. Also bears red flowers ; it is 
likewise a spring bloomer, and comes from 
New Holland. 

TERMINALIA ELEGAKS. 

In this we have an evergreen stove plant 
from Madagascar, distinct and handsome. 
Its trifoliate, lance-shaped leaves are not 
unlike thone of some of the Aralias, and 
are extremely beaut ifid ; the ground colour 
is deep j^reen, the midrib red, and a red 
reticulation runs tlirougli the whole of the 
leaves ; as they get old this red veining 
becomes almast as clearly defined and 
vivid as that of the beautiful Anaectochi- 
lus setaceus. It is a plant of medium or 
smtUl growth, attaining al)out tlie same 
size as Aralia Veitchii, and easily grown 
where a high temjierature can be main- 
tained. It can be pro}>agateil by grafting 
it on any of the Aralias with pithy stems, 
such as A. Veitchii ; it will also grow from 
root cuttings made from half-inch pieces of 
the stronger roots, inserted with their ends 



just al>ove the surface in pots drained and 
filled with sand in a temperature of 75° or 
80". When raised in this way the cutting 
should be put in about the end of Marcn 
so that the plant from which they are 
taken can at once be started afresh in a 
brisk heat; the cuttings as soon as they 
commence to grow most be stood in a 
moderately light position. When they 
have made a few leaves they should be 
moved singly into 3-inch pots, using ^ood 
peaty soil with sand added ; they wiU Dear 
through the summer as much heat as any 
plant in cultivation, say 70" in the ni^t, 
with 80" or 90" by day in bright weather. 
Shade from the sun when it is powerful, 
give air in accordance with the weather, 
syringe overhead in the afternoons, and 
keep a moderately humid atmosphere all 
through the season of growth. Continue 
to treat in this way until the approach of 
colder weather, then leave off shading, and 
keep the atmosphere drier. A temperature 
of 60® or 65" should be kept up by night 
in the winter, with less water at the roots, 
but the soil must never be allowed to cet 
drv*, or the foliage of this and all similar 
plants will suffer. In spring increase the 
warmtli and resume the treatment gene- 
rally recommended for the preceding sum- 
luer, giving pots 2 or 3 inches larger as the 
soil gets filled with roots. Treat throng 
the ensuing winter as in the last, again 
give larger pots in spring, and manage 
then through the summer as before. Dur- 
ing this, the third, summer the plants will 
^row so as to be seen to advantage, retain- 
ing their beautv as long as the lower leaves 
continue healtny, after which they can be 
headed down to within 6 inches of the 
collar, and when the young shoots have 
grown to a length of 6 inches reduce them 
to one, shaking out the soil and moving 
into pots a size smaller. If the upper 
portion of the heads only are taken off, the 
top may be struck, and the shoots which 
will break out from the stem can be taken 
off wiUi a heel and struck in the way found 
successful in the case of other plants that 
require a strong heat ; treat the young 
stock thus obtained in a similar manner to 
that advised for the plants raised from root 
cuttings. 

Insects. — The smooth, glossy surface of 
the leaves does not afford much harbour 
for insects, so that all which may affect 
them can be removed by syringing except 
scale, which is easily got rid of by sponging. 

TESTUDINABIA ELEPHAKTIPE& 

This singular plant is more curious than 
beautiful ; it is a deciduous greenhouse 
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•climber with comparatively thin stems 
that spring from a large, woody-looking 
mass, as broad and in appearance like the 
foot of an elephant, hence the name. 

Under cultivation the plant produces 
little from which it may be increased ; 
most, if not all, that exist in this country 
-are imported in a dormant state. 

It will thrive planted out, or in a mode- 
rately large pot, well drained, in loam or 
peat, to which a fair quantity of sand is 
^ded. Keep the soil dry when at rest, 
and water freely when growing. The 
flowers are yellow, produced in summer. 

Insects. — It should be syringed freely 
during the season of growth to keep down 
insects. 

TETRATHEOA (TSEMANDRA). 

Tliese pretty, free-flowering greenhouse 
nlants are natives of New Holland and 
Van Dieman's Land, where they exist as 
low-growing evergreen under-shrubs. They 
are quite distinct in their flowers, leaves, 
and general appearance from any other 
.greenhouse subjects in ordinary cultivation; 
they are also widely different in appearance 
from each other in habit and duration of 
flowering. Both the smooth and the woolly 
leaved varieties of the Heath-leaved Tetra- 
theca, T. ericsefolia, commence flowerinc in 
the winter or early spring, and may be had 
^ven up to the end of May, but to have 
them so late as this they must be especially 
prepared by retarding the opening of their 
hrst blooms. Their innumerable pinkish- 
lilac flowers, different in character from 
^mything else, make them very desirable 
for exhibition purposes, and equally so for 
-conservatory decoration, where they will 
last long ; but when used for this latter 
purpose they should be placed in a good 
light situation, and not overcrowded among 
other things that will prevent their re- 
•ceiving all round the light and air necessary 
for their well-being. 

Tetrathecas strike freely from cuttings 
made of the points of the young shoots m 
A half-matured state ; these should, about 
the beginninc of August, be put an inch 
apart in pots half filled with a mixture of 
«and and sifted peat, the remainder all 
sand, placed under a bell-glass, kept moist 
And shaded in moderate warmth. They 
will root during the autumn, when remove 
the glasses, and as soon as they begin to 
grow pinch out the points. It will be 
better to defer potting until spring ; keep 
them through tne winter in a temperature 
of about 48**, close to the glass, with just 
-enough water to keep the soil moist To- 
wards the beginning of April move singly 



into small pots in soil composed of fine 
peat and sand ; they should be kept a little 
close until growth commences, shaded when 
the sun is bright, and stood on a moist 
bottom. Give a moderate amoimt of air in 
the middle of the day when the roots have 
got fairly into motion, and treat generally 
as with other hard wooded stock in a similu* 
stage. By the middle of July move them 
into 3-inch pots, managing as before until 
the middle of September, when leave off 
shading and give more air. Winter in a 
temperature of about 46®, and in April 
move the young plants into 5 or 6 inch 
pots, again stopping the shoots ; give less 
air for a few weeKs, with shade and a mode- 
rately moist atmosphere. As soon as root 
growth has commenced admit more air, 
which will require to be increased this 
season as the weather gets warmer, still 
shading when it is very bright, and syring- 
ing overhead at closing time in the after- 
noons ; be careful to see that they do not 
want for water at the roots, and keep the 
material on which the pots stand moist 
until the growing season is getting ad- 
vanced, when give more air and winter in 
a similar temperature to that advisea for 
the preceding. Towards the beginning of 
March shorten the shoots back to alx>ut 
half their length, they wiU then be in a tit 
condition for potting about the middle of 
April It ie not advisable to shift them so 
early as some things, as their roots do not 
get mto an active state so soon as those of 
many plants of a similar character. If, 
when turned out of their pots, they are 
found to have plenty of roots, they will 
bear a 3-inch shut Good fibrous peat, not 
broken too fine, with a moderate quantity 
of sand added, is the most suitable material 
to grow them in ; in potting ram the new 
soil well down. Place the plants where 
they can be a little close for two or three 
weeks, and keep the material on which 
they stand damp by syringing in the even- 
ings, and also syringe them overhead. 
Shade slightly in bright weather, and dis- 
continue it as the sun declines in the after- 
noons, otherwise the growth will be soft 
and liable to the attacks of mildew. Train 
the strongest shoots out horizontally, bring- 
ing them well down to the rims of the pots. 
When the roots have got hold of the new 
soil give air freely, so as to induce stout 
growth. They are free rootei«, yet we 
should not advise giving a second shift 
during the summer, as they winter better 
when the pots are filled with roots. 

If the plants have made their wonted 
progress by the end of June the young 
shoots will have extended considerably, and 
should have their points nipped out, which 



Digitized by 



Google 



330 



GreenJioum and Stove Plants. 



THAJlNOPTERia 



will induce them to break back. Thifi 
stopping must not be delayed until later 
in tne season, or it necessitates more of the 
growth being removed, which is so much 
loss, and does not allow time for that which 
is made afterwards to get fully matured. 
Continue to keep the centre of the plants 
well open by training the shoots out, as 
advisea after potting ; if this is not attended 
to, their dense nabit does notadmitof enough 
light and air getting through them. About 
the end of August discontinue the use of 
both shade and the syringe, giving plenty 
of air day and night. This and the drier 
state of the atmosphere will discourage 
further growth, and allow of the ripening 
process being better completed before 
winter ; during that season keep them as 
recommended for the preceding winters, 
where thev will have all the light possible, 
but a night temperature of about 40* will 
answer now. Tie them out, using nicely 
made thin sticks ; with weak- wooded things 
of this description nothing looks worse 
than thick clumsy sticks out of proportion 
to the plant they are intended to support. 
The natural free-flowering disposition will 
be seen by their showing bloom at the base 
of every leaf, for probaoly one-fourth the 
length of the preceding summer's shoots, 
from the points downwards. But it is not 
advisable to allow them to fiower this year, 
as it would considerably interfere with 
their growth. About the same time as 
advis^ the preceding season cut the shoots 
back just at the point below where the 
flowers are showing ; they will then break 
into fresh ^owth, and must be potted in 
April. This time they will bear a 4-inch 
shift, using the soil in a more lumpy state ; 
treat as before in respect to air-giving, 
moisture, and shading, and about the same 
time as last year pinch out the points of 
the shoots, still keeping the centre of the 
plants well open. As autumn approaches 

Xin give more air, dispense witn the use 
the syringe, and allow them the benefit 
of the full sun. By this time, if all has 
gone well, they will be good bushy plants, 
and should be neatly trained, not using 
more sticks than needed for their support. 
The following spring they will flower 
freely, and can, if required, be used for 
conservatory decoration. As soon as they 
have bloomed cut them back just below 
the point where they have flowered, and 
when they have broken into growth move 
them into pots 3 or 4 inches larger ; treat 
in every way as advised for the preceding 
seasons, except that this summer they 
should not have their shoots stopped, but 
be allowed to grow on until the approach 
of autumn. By this means they wiU have 



more length, and produce a correspondingly 
greater quantity of flowers the ensuing 
spring, by which time they will have 
grown into nice young specimens fit for 
exhibition if required. if intended for 
this purpose they must be kept cool all 
through the autumn and winter, having 
only enough warmth to prevent them firom 
being fix)zen ; if not so treated they will 
come into flower earlier than wanted. 
After blooming shorten back the shoots as 
in the preceding spring. They will not 
require potting this season, nor most likely 
for a couple of years, during which treat 
generally as heretofore. When again 
moved, a 3-inch shift should keep them 
going for several years, during which they 
will be benefited by an application of clear 
manure-water once a week in the growing 
season. 

7\ ericcefolia. Is dense in habit, making 
a quantity of slender shoots, which grow to 
a considerable length in the course of a 
season. Although under cultivation not 
usually so long-lived as some plants, it will 
often last for a number of years in a healthy 
condition until it gets as much as 6 feet in 
diameter. There is, as has already been 
alluded to, another form of the plant with 
hirsute foliage, differing little in other 
respects. From New Holland. 

T. verticillata. This plant is diflferent in 
habit and appearance from the above. It 
IS of remartably elegant, slender, growth, 
the flowers, violet and red, are produced 
from the young growth freely and almost 
continuously during the spring and summer 
months ; and combine well with its linear 
leaves, borne in whorls ; even when out of 
flower it has a very nice fresh look. It is 
a much smaller grower, requiring propor- 
tionately less root-room than T. ericaefoHa. 
Swan River. 

Insects. — T. ericcefolia sometimes suflfers 
from mildew ; as soon as this parasite is 
discovered the affected plants must be 
dusted with sulphur, which should be 
allowed to remain on for a few days and 
then be washed off with the syringe. -Red 
spider sometimes makes its appearance 
upon them. When this pest is found it 
should be exterminated at once by a tho- 
rough syringing with weak insecticide, 
laying the pknts down so as to wet every 
part 

THAMNOPTEBIS. 

A small genus of handsome greenhouse 
Ferns, some of which have a noble appear- 
ance. T. Nidus, the Bird's Nest Fern, is^ 
one of the best and most distinct Ferns in 
cultivation. 
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For propagation and cultivation, see 
Ferns, general details of culture. 
T, awtralanca. New South Wales. 
T. Nidus. East Indies. 



THEA. 

(The Tm Plant.) 

The so-called different kinds of the Tea 
plant, if different they really are, are re- 
lated to the genus Camellia, and are much 
inferior so far as appearance goes to the 
many fine sorts of that magnificent flower- 
ing shrub ; yet these, with other plants of 
commerce, are prized by some for the as- 
sociations connected with them. 

They require the same treatment as 
Camellias, which see. 

The following represent the different 
varieties : — 

T. assamiea. Flowers white. Assam. 

T. Bohea. White. China. 

T. viridis. White. China. 



THEOPHBASTA IMPEBIALIS. 

There are one or two other species of 
Theophrasta known in cultivation, but 
they ai-e so far inferior to this that we have 
deemed it not necessary to further allude 
to them. T. imperialis is an evergreen 
stove plant from Brazil To grow so as to 
fully develop its leaves, it should have a 
strong heat through the growing season ; 
it grows freely when once rooted, but is 
one of the most difficult plants in cultiva- 
tion to strike from shoot cuttings. We 
have seen cuttings made from young shoots, 
taken off with a heel, stand in a strong 
heat fresh and green in appearance for two 
years without emitting a root, although 
they have call used over at the base com- 

fletely, and some ultimately form roots. 
t strikes readily from root cuttings, 
where these are procurable, treated in the 
ordinary way, or it may be propagated 
from seeds, but as it rarelj^, if ever, pro- 
duces these under cultivation, it is better 
for the generality of those who purpose 
MX)wing it to procure young plants uom 
those who grow such for sale ; they can be 
bought in 6-inch or 8-inch pots. If got in 
the spring they should, about the begin- 
ning of April, have a shift into pots 
4 inches larger ; turfy loam is the best soil 
for them ; afterwards place in a tempera- 
ture of 66" or 70* in tne night, with pro- 
portionately more warmth in the day. The 
leaves are very hard in texture, and not 
likely to suffer from a moderate amount 



of sun reaching them unless they are so 
exposed as to get scorched, yet it is best to 
shade when the weather is bright, for if 
the leaves are once injured, there is no 
way of rectifying the mischief except head- 
ing down and brinpng up another growth, 
which takes a considerable time to accom- 
plish. Keep the atmosphere fairly moist 
with air when favourable and syringe daily. 
The plant is a free-rooter, and by the 
beginning of August pots 3 inches larger 
will most likely be reouired, after which 
continue to treat as before until the dava 
get cool ; then reduce the heat to 60" or 65" 
in the winter during the night. 

By the spring, if all has gone well, the 
plants will have attained a handsome size, 
and will want pots 16 inches or 18 inches 
in diameter, which are as large as will ever 
be required ; increase the warmth as in 
the year before, and treat as advised for 
the preceding summer. As increased 
strength is acquired, the large spiny-edged 
leaves will be produced in considerable 
numbers at a time. The height the j»lant& 
are allowed to grow will be regulated by 
the height of the house in whicn they are 
to stand and the condition the lower leaves 
keep in, as, in common with all things of 
single stem (which is the form to which 
this Tlieophrasta reouires to be confined) 
it should never be allowed to go on after 
the bottom leaves begin to get shabby ; 
when this occurs the plants should be 
headed down, in the sprinc or early enough 
in the summer, so that tne young shoot* 
to be grown up from the old stool may 
have time to make some progress before 
the season of lower temperature nas arrived. 
When cut down keep tne stools in a brisk 
heat, where they will soon break out 
several shoots ; choose the best placed of 
these, removing the remainder, and after 
10 inches or 12 inches of growth has been 
made shake away three-fourths of the old 
material, placing the plants in fresh soil in 
pots about half the size of those they have 
occupied before. Manage as previously in 
every way, giving aciditional pot-room as 
required ; they will make handsome speci- 
mens after being thus treated, with big 
leaves drooping down, so as completely to- 
cover the pots. This Theophrasta grows 
well with the help of manure-water, by 
which means somewhat smaller pots will 
suffice, but still it can never be grown to 
a handsome size without more root-room 
than is required by many things. 

INBECT& — Its leaves are so hard in tex- 
ture that, when the syringe is used, few 
insects can effect a lodgment except scale^ 
which can be removed with a soft brush or 
sponge. 
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A genus of pretty eveiyreen shrubs, the 
most desirable kinds of which may be 
grown under greenhouse treatment, but 
are better for a little more warmth in the 
winter than the generality of plants culti- 
vated in such structures usually receive." 

They can be propagated by shoot cut- 
tings struck in an ordinary way, and grown 
on under conditions such as answer for 
other warm greenhouse subjects. Peat 
soil, to which a moderate amount of sand 
is added, is best for them. They should 
have plenty of light all through the grow- 
ing season to thoroughly ripen their wood, 
upon which depends the production of the 
full quantity of bloom. The flowers of all 
the undermentioned kinds are tubular in 
shape, and when the plants are well man- 
aged they are produced in such quantities 
as to render them effective. 

T. acumi^iata. A free-blooming species 
that keeps on producing its red flowers for 
a consiaerable time during the spring 
months. It comes from Ecuador. 

T. Jussiecd, A large-leaved species, the 
flowers, red in colour, are borne in bunches 
in spring. From the Caraccas. 

T. macrantha. A handsome species, 
bearing in spring quantities of pretty red 
and white flowers. Introduced from Moul- 
mein. 

Insects. — Red spider is often trouble- 
some on these plants in summer if due 
attention is not given them by a regular 
use of the syringe. Aphides sometimes 
affect the young shoots, and can best be 
got rid of by fumigation. 



THUINAX. 

In this genus we find some of the hand- 
somest of stove Palms known to culti- 
vators ; they attain a medium size, but are 
several years before getting too large to 
be accommodated in a house of ordinary 
dimensions. They will thrive in an inter- 
mediate temperature. 

The method of propagation and after 
management will be found under Palms, 
general details of culture. 

T, barhadensis, A handsome, free-grow- 
ing stove species that attains a moderate 
size ; the leaves are fan-shaped, and divided 
on the margin. Very pretty in a small 
state. It comes from Barbadoes. 

T. multiflora, A beautiful stove species 
that requires a good deal of room, as it ac- 
quires age the leaves extend so as to cover 
a considerable space ; they are fan-shaped, 
deeply divided at the maigin ; the under 
surlace is white. From Central America. 



r. parvijlora. This is a smaller grower 
than the preceding kind ; the stem, leaf- 
stalk, and leaf-blade all beinc much smaUer, 
the margin of the leaves is deeply divided. 
It is a very effective plant. From the West 
Indies. 

T. radiata (syn. : T. eUgans), This also 
is a stove species, and one of the hand- 
somest of the genus. It attains a medium 
size, the leaves are paVnate, shining gre^n 
in colour, and deeply divided at the margin. 
From the West Indies. 

THUNBERGIA. 

There are several stove species of this 
family well deserving of more general cul- 
tivation than they receive. They are 
evergreen climbers of vigorous habit, and 
particularly suited to a large house where 
their free, vigorous growth has scope for 
extension, as it is under such conditions 
that their pendent branches and handsome 
flowers are seen to advantage. In small 
structures where there arises the necessity 
for a continuous use of the knife to keep 
them within bounds, they have little 
chance of displaying their natural habit 
of flowering, and it is on this account most 
likely tliat the plants get an indifferent 
reputation, and are comparatively seldom 
met with. Most of the species worth 
growing can be raised from seeds, but 
as these plants, in common with many 
things of a vigorous habit, do not often 
produce seed imder cultivation, it is neces- 
sary to obtain imported seeds when they 
are raised in this way, and, as they propa- 
gate readily from cuttings, it is well to' 
confine the details of their increase to this 
method. After the plants have been cut 
in during winter and have again broken 
into gro\ii;h, when the shoots have reached 
a length of 4 inches take them off with a 
heel and insert them singly in small pots, 
drained, and half filled with sandy soil, 
the remainder all sand ; keep them moist 
and close under a propagating glass in a 
temperature of 70". They will root in a 
few weeks ; then remove the glass, and as 
soon as the little pots contain a fair amount 
of roots shift to others 6 inches or 7 inches 
in diameter. It is not of much consequence 
whether peat or loam is used to grow them 
in, as from their free habit they will suc- 
ceed in either ; although, as we have be- 
fore said in speaking of vigorous-habited 
stove subjects, they generally bloom freer 
in good loam than in peat. Use the soil 
in a rougher condition than is necessary 
for weaker-rooted things. The plants, 
being climbers, will, as they get fairly into 
growth, need a stick each for support; 
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keep them in a brisk stove temperature 
where they can receive a pretty full 
amount of light and air during the middle 
of the day and no more shade than is 
requisite to keep the leaves from scorching. 
Syringe freely in the afternoons at the time 
the house is closed, and pinch out the 
points of the shoots when they have at- 
tained the length of 3 feet to cause them 
to break out several branches. 

All the kinds are comparatively quick 
growers and the plants will bear moving 
into 10-inch or 11 -inch pots by the end of 
June ; treat them in other matters as be- 
fore, and train the shoots on the rafters, or 
whatever position they are intended to 
occupy ; possibly some flowers may be 
produced towards the end of summer, but 
it is in the following season that the dis- 
play may be looked for. By the middle of 
September cease syringing and shading, 
give more air and less water to the roots, 
so as to discourage growth and gradually 
bring them to a state of rest ; a night tem- 
perature of 60" through the winter will 
answer. About the commencement of the 
year cut out the weak shoots should any 
exist, and later on, when growth has begun, 
move the plants into 16-inch or 18-inch 
pots, or even larger, if a large space has to 
be covered with their branches. As the 
summer advances treat as advised the pre- 
ceding season and keep the shoots loosely 
trained to the position they are intended 
to occupy, allowing their lateral branches 
to hang, in which way the flowers are seen 
to so much better advantage than when 
tied in too closely. As the pots get full of 
roots give manure-water freely. Instead 
of confining their roots to pots they may 
be planted out, but even where a large 
space is available for head-room it is not 
advisable to have the bed in which they 
are turned out too large, or they j^et almost 
unmanageable. When the flowenng is over 
cut back the shoots so far as necessary, and 
in the spring, when gin^wth is about begin- 
ning, turn those that are in pots out, re- 
moving some of the soil about the upper 
portion of the ball, and replacing it with 
new ; as soon as the roots have fairly begun 
to move manure- water must be freely used, 
without which, unless much larger pots or 
tube are employed than are necessary for 
most things, they will not, on account of 
their vigorous habit, have enough suste- 
nance to keep them going so as to make 
the requisite growth. Where planted out 
remove a portion of the surface soil in 
spring and replace it with new. Most of 
tnese Thunbergias will last longer where 
they have a bed of soil wherein to extend 
moderately, as their rapid formation of 



roots, even with a liberal application of 
manure- water, quickly exhausts the limited 
quantity of soil a pot holds ; consequently, 
when confined to pots it is necessary to 
propagate sufficiently often to keep up a 
supply of plants to take the place of those 
it becomes necessary to discard. 

The undermentioned kinds are the most 
desirable : — 

T, alata. Has yellow flowers, produced 
in summer or autumn. A native of India. 

T. chrysops. A native of Sierra Leone, 
has flowers of a blue or violet shade, i>ro- 
duced in summer or autumn. 

T. coccinea. From Trinidad, bears- 
scarlet blooms, which, like those already 
named, appear in summer. 

r. fragrans. Is a white-bloomed species,, 
and, as its name implies, fragrant. It comes^ 
from India, and flowers in the summer. 

T. Harrisi, A pale blue kind, which ha^ 
a yellow eye that sets off the flower very 
well ; it comes from Madras ; a summer 
flowerer. 

T. laurifolia. A pale blue-flowered 
species from Malacca, with handsome 
foliage and a strong, rambling habit of 
growth ; blooms in summer. 

The whole of these are really stove 
species, and it is no use attempting their 
cultivation unless a suitable temperature 
is at command. 

Insects. — Those that attack most heat- 
requiring plants will live upon Thun- 
bergias, and must be dealt with when they 
make their appearance in the usual way by 
washing, sponging, and syringing. 

THYRSAOANTHUS BUTILANS. 

This plant belongs to a limited section 
of Acanthads, and is much the best of the 
Thyrsacanthus. It is not only deserving 
of cultivation on account of its elegant 
habit, but its merits are still further en- 
hanced by the singular, long, drooping 
panicles of red tube-shaped ttowei-s wnich 
appear in the winter season, when bright 
flowers are doubly acceptable. The Thyrsa • 
canthus are nearly allied to Justicias, and, 
like some of them, this plant possesses an 
upright habit of growth. It is a native of 
South America, from whence it was intro- 
duced about thirty years ago. It is easily 
grown, but requires a moderate stove or 
intermediate temperature. Cuttings made 
of the young shoots, which are produced 
early in the spring after the plants have 
done flowering, if taken off when about 3 
or 4 inches long, will root readily inserted 
in small pots filled with sandy* soil, kept 
moist, shaded, and covered with pro. ' 
pagating glasses in a temperatui-o of 68"^ 
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or 70*. When well rooted remove the 
i:laAHe«, and let them have a fortnight to 
^'ct hardened a little before moving into 
4 or 5 inch pot« ; pinch off the points at 
tiie same time, keep them in a temperature 
similar to that in which they have been 
struck, and allow the heat to rise in the 
daytime correspondingly with the weather. 
They need to l>e well supplied with 
moisture at the roots as welt as in the 
atmosphere ; syringe them overhead in 
the afternoon ; a little shade may be re- 
quired when the weather is sunny. 

We have already intimated that the 
plant has a persistent, erect habit of 
growth, and it is not well to attempt to 
alter this by training further than stopping 
the young shoots to cause them to oreak 
out several branches ; to effect this a second 
stopping will be required in June, after 
which it may be necessary to put a single 
stick to each for support ; this will gene- 
rally be found sufficient, as their erect 
cvlindrical form, when preserved, fits 
them for associating with other subjects 
of a more bushy shape. By the end of 
June they will need moving into the pots 
in which from this time tney are to be 
grown and flowered ; these may be from 8 
to 12 inches in diameter, according to the 
strength of the plants and the size they 
are required to attain. After they have 
hail a week or two to get established they 
will do better in a low, light pit where 
they can be stood with their heads close to 
the glass, admitting a moderate amount 
of air in the daytitne, and encouraging 
growth by closing early ; give as much 
shade as will keep the leaves from being 
injured when the sun is powerful, but not 
more, otherwise the plants will become 
drawn and be deficient in the solidity of 
growth which is so necessary to ensui'e the 
full complement of bloom. 

Towams the end of August ^ve more 
air and less shade, and do not S3mnge over- 
head so often. From the time the pots are 
fairly filled with roots manure-water, not 
too strong, will be an assistance. The 
temperature through the summer may be 
such as ordinary soft quick-growing sub- 
jects of a like character reauire, and should 
be regulated according to tJie weather, from 
60° to 65" in the night, and proportionately 
more in the day ; reduce the warmth given 
as the autumn comes on, but they must 
not even then be kept too cool, or their 
r(K»ts, as well as the neads of the plants, 
will get checked in a way that will inter- 
fere with their blooming ; 60** by night 
with 6° or 8** higher in the day will suit 
tliem through the later months of the year 
when they will be in flower. After the 



blooming is over as many of the plants 
may be saved as are reauired to produce 
enough cuttings for another year, and the 
remainder may be thrown away, as yoniig 
examples will usually be more useful 
The old plants for stock should be kept 
during the winter at about 60* in the 
night, and the soil should be slightly 
moist^ but not so as to encourage much 
growth untQ towards spring. 

Insects. — ^Aphides and red spider Bome- 
times attack this Thyrsacanthus ; to keep 
them down syringe and fumigate. If any 
of the worse description of insects make 
their appearance they must be removed 
by sponging, as soft-leaved plants of this 
description have not enough substance in 
their folia^ generally to bear dreadng 
with insecticide strong enough to kill the 
insects. 

TILLAND6IA. 

These Bromeliaceous stove plants are 
mostly epiphytal in habit Some of them 
have exceedingly handsome flowers, as in 
the case of the charming T. Lindenii the 
exquisite blue colour of which is equalled 
by very few tender subjects, while others 

Eossess little beauty in their flowers, but 
ave handsomely marked leaves, like T. 
zebrina. They are all of dwarf habit, 
having more or less of the peculiar vase- 
like arrangement of the leaves present in 
the Bromeliaceous plants generally. They 
are handsome subjects for the decoration 
of warm plant structures, such as Orchid 
houses, where their form of growth and 
their appearance contrast wiUi the uni- 
formity of the principal occupants. But 
coming, as most of them do, from parts of 
the world where there is always, or nearly 
always, present a considerable amount of 
atmospheric moisture, with a good deal of 
warmth, they will not bear being kept in 
a cool, dry place; nor should they be 
allowed to get drv at the roots. They are 
increased by seeds and suckers, the latter 
is the method that will most commend 
itself to the generality of growers. 

Plants of these Tillandsias that haye 
flowered usually afterwards throw up from 
the base suckers more or less in number. 
These should be allowed to acquire strength 
before they are taken off. If severed frt)m 
the parent plant while very small much 
time vrill be lost, as they will thrive a deal 
faster attached to the plant on which they 
have been formed than when separated, if 
the separation is affected before they have 
gained enough strength. It is necessary 
that t^ material in which they are to be 
grown should be of a loose, open descrip- 



Digitized by 



Google 



TORBNIA. 



Greenhouse and Stove Flards. 



335 



tion, such as the roots in their native 
habitats revel in — fibrous matter like that 
furnished by good Orchid peat, mixed with 
sphagnum, broken potsheitls, or charcoal, 
to which has been added a little sand. 
Suckers in the state described should be 
taken off in spring, or sufficiently early in 
summer to admit of their getting esta- 
blished before autumn. Strip off a few of 
the small leaves at the base, and put. them 
in as Pine suckers are ti-eated, in open 
material such as described ; keep them 
moderately moist and shaded, in a tem- 
perature of 70^. They will soon root, but 
they must not be confined in the manner 
that ordinary cuttings are struck under 
propagating glasses, or they will most 
likely rot Pots that will just hold the 
suckei*8 will be large enough for a time 
until they have made a good quantity of 
roots. Less pot-room suffices for these 
Tillandsias than for most things, but when 
the pots get full of roots move them into 
others larger, proportionate to the strength 
of the plants and the size that the particmar 
species attains, using rough fibrous soil like 
tnat already named. Little further is re- 
quired than a routine course of treatment ; 
keep them quite moist at the roots in the 
Rowing season, and never dry, even in 
winter, and give such shade and air as re- 
quired for most stove plants. 

The spring and summer temperature 
should be from 60** to 65* at nipnt, with 
10** or 15" higher by day, and air in the 
daytime. In the winter, when at rest, a 
night temperature of 60** will suffice, giving 
a few degrees more warmth by dav. The 
plants last for many years provided they 
are fairly treated, not being liable to die 
off as some things do. There is great 
"difference in the size the various species 
attain, consequen,tly the root-space, when 
the plants are fully gi-own, must be regu- 
latea in accordance with the requirements 
of each particular kind, but as they in- 
-crease by the production of suckers it is 
better with most of the species to separate 
them, as they look best when confined to 
sii^e crowns. 

The undermentioned are all very hand- 
some : — 

T. (argentea) Gardnerii. A pretty species; 
leaves densely silvered ; flowers small and 
much crowded ; colour purple. Trinidad. 

T, BaUnstaim. A medium - growing 
species with green leaves, coat^ with 
whitish powder. Flowers violet purple; 
bracts dark rose. West Indies. 

T. Lindeiiii. This is a charming plant of 
small growth, with olive-green, recurved 
leaves, producing beautiful blue flowers 
issuing fiom an erect scape with bright 



rosy bracts ; the combination of colours 
has a charnung effect. It is a native of 
Ecuador. 

T. musaica. The leaves of this plant 
are a foot long, they are banded across 
with broad, iiTegular bars of dark green 
and greyish yellow alternating. It comes 
from the United States of Colombia, and 
is a very handsome plant 

T, Roezlii. A strong-growing kind, leaves 
green, with dark marKings ; flowers rose 
colour. Peru. 

T. splendens, A handsome compact 
crowing species that has green leaves 
deeply banded with blackish brown. The 
flowers, which are white, are produced 
from a stout erect flatten^ stem, clothed 
with pinkish red bracts. 

T. tessellcUa. Another very fine species 
with bold leaves, glaucous green mottled 
with yellowish green on the upper surface, 
and veined with rose-purple on the under 
side. 

T, (Wallisii) drcinalis. Leaves heavily 
covered Avith the silverjr powder-like coat- 
ing peculiar to Tillandsias. Flowers violet 
Uruguay. 

T. zebrtTia, A low-spreading species, the 
leaves of which cling to the surface, and 
are banded across with brown, ground 
colour green. A native of South America. 

There are several other species in cultiva- 
tion, but those described are the most dis- 
tinct and handsome ; all the others will 
succeed under the treatment detailed. 

Insects. — The hard nature of the leaves 
rendei* these plants little liable to the 
attacks of insects. Scale, both the brown 
and the white species, will live upon them, 
but is easily removed by sponging. 

TODEA. 

A genus of filmy Ferns, several of which 
stanaat the head of this curious section. 
They do not like much warmth, a green- 
house temperature is quite enough for 
them. They make beautiful room plants 
confined in a case large enough to admit of 
the fronds attaining meir fuU size. 

For propagation and cultivation, see 
Ferns, general details of culture. 

T. Fraserii, New Holland. 

T. h/ymenophylloides. New Zealand. 

T, intermedia. New Zealand. 

T. swperba. New Zealand. 

T. WHkenma, Fiji Islands. 

TOBENIA. 

These are softwooded stove plants, pro- 
cumbent in habit, and attain a m^ium 
size. They are free and long continuous 
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flowerera, and are easily grown and propa- 
gated. The specie:^ mentioned below are 
especially adapted for baskets suspended 
from the rafters of the house in which 
they are grown. In this way not only are 
they seen to the best advantage, but they 
also contribute materially to the general 
effect of the assemblage of plants with 
which they are associated. One gain at- 
tached to the cultivation of these and 
other plants of a similar nature is that 
they occupy so little time in arriving at a 
bloomii^ state after being started Most 
of the Torenias are annuals, and can be 
raised from seeds sown in the spring and 
treated to a moderate stove heat, but the 
most convenient method of propagation, 
when once in possession of the plants, will 
usually be from cuttings. They may be 
struck at any season of the year when ^oung 
soft shoots can be had that have not a disposi- 
tion to bloom, such as are generally to be 
found springing from the base of the 
plants. If these are taken off in August 
or September and put in small pots naif 
filled with a mixture of loam, leaf-mould, 
and sand (the upper part all sand^ kept 
moist, sliaded, and covered with a propa- 
gating ^lass in a temperature of 68° or 70*. 
Siey will soon strike ; when well rootea 
they should be moved into pots a size 
laj^r, in soil composed of loam with a 
litUe leaf-mould and sand added, and the 
points of the shoots should be pinched. 
They should be kept on a shelf near the 
roof so as to be under the full influence of 
the light. As winter advances keep them 
in a reduced temperature of 60" by night, 
and a little more in the day, proportionate 
to the state of the weather. Towards the 
end of February give some more heat, and 
as soon as they begin to grow freely move 
them into 6-inch pots, using similar soil to 
that advised for the autumn shift ; pinch 
out the points of the shoots again, still 
keeping them close to the glass. They 
will need a small stick or two for support. 
Give more warmth as the days ^t longer, 
and by the end of April they will require 
moving into the pots they are to bloom in; 
9 or 10 inch ones wiU be quite large 
enough. When in these the plants wfll 
be better hung up in a position similar to 
that which they are to occupy when in 
bloom. Should they not seem likely to 
form shoots enough to make them rully 
furnished, stop the points once more; 
put two or three smaU. sticks so as to hold 
a few of the growths in an erect position, 
and let the others hang down. An ordi- 
nary stove tem^rature will suffice, giving 
a httle shade in the middle of the day, 
with air accoi*diug to the weather, and 



syringing overhead in the afternoons ; they 
will soon come into flower, and will want 
nothing more to keep them in condition for 
many weeks than a supply of weak manure- 
water. Before the pknts get too much 
enfeebled with flowenng, towards the close 
of the summer again strike cuttings, treat 
them as just recommended, and discard tJie 
old stock. 

The stove species that are best worthy 
of cultivation are : — 

T. asiatica. Flowers purple; from 
China. 

T. BaUlonii, A distinct-looking plant 
with yellow flowers, having a purple 
throat; China. 

T. Foumiertu A compact-habited species 
with porcelain blue flowers and yellow 
eye. 

Insects. — Greenfly is their worst enemy, 
and, should it appear, fumigation with 
tobacco is the best remedy. The daily 
use of the syringe, necessary during spring 
and summer, will generally be toimd 
sufficient to keep down red spider, which 
also sometimes attacks them. 

TOXIOOPHL^A THUNBEEGIL 

In this we have a very distinct and 
desirable stove plant. Its habit is bushy, 
the branches partially erect, but not very 
stout, leaves pale green, tough and leathery. 
It is a remarkably free bloomer ; the 
flowers are tube-shaped, five-lobed, and in 
general aspect individually not unlike 
those of a medium-sized Bouvardia. They 
are white, deliciously fi^rant, and pro- 
duced in corymbs at the extremities of the 
shoots and also at the axils of the leaves so 
freely as to form sprays of inflorescence: 
It comes from South Africa, and thrives 
freely under ordinary stove treatment. It 
is propagated from cuttings of the young 
shoots taken off in spring, when these can 
be had in a sufficiently firm condition ; in- 
serted singly in smaU pots in sand, kept 
warm, shaded, moist, and confined under 
a propagating glass, they will form roots in 
the course of a few weeks, after which dis- 
pense with the glass, and when growth has 
fairly begun move them singly into 3-inch 
pots, using good peat and a little sand ; 
pindi out the points of the shoots to induce 
the formation of additional brunches. It 
is necessary with this Toxicophlcea to be 
more attentive in this matter of stopping 
than with some other things, as it nas a 
disposition to grow up somewhat spare and 
thin, to correct which timely stopping is 
needfuL If the plants do not get suffi- 
ciently clothed in their early stages the 
defect cannot afterwards be corrected ex- 
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cept by heading down. Let the young 
plants have plenty of light, but a thin 
shade will benefit them when the sun is 
powerful. During summer they will bear 
as much heat as is required for the 
generality of stove plants, and as the pots 
get filled with roots move into others 3 
inches or 4 inches larger, after which 
nothing further is reauired but to pinch 
out the points of any snoots that are taking 
an undue lead. Cease shading in Sep- 
tember, and as the autumn draws on reduce 
the temperature ; through the shortest 
days a heat of 60" in the night will suffice. 
This Toziconhlsea will flower when very 
small, but with plants of this description 
it is for a time best to look more to gettinjg 
them larger than to blooming. With this 
view cut out the points of all the strongest 
shoots about the end of February, and in 
the ensuing month move them into pots 3 
inches or 4 inches larger, increasing the 
temperature gradually, and treating in 
other respects as through the summer 
previous, using the syringe daily. If the 
plants have made good progress by July, 
they will require a little more root-room, 
but as they never attain the size that some 
of the stove occupants do, it is well not to 
give more root-space than \& necessary. 
Twelve-inch or 13-inch pots should be 
large enough to suffice, and the peat must 
now be a little more lumpy than in the 
first stages of growth. At all times mix 
enough sand with the peat to keep it open ; 
this IS the more necessary with plants of 
this character that do not require or bear 
to be shaken out and have the soil renewed 
in the way usual with coarser-growing 
subjects. Treat as before through the 
autumn and winter, and in the spring 
increase the heat with the advent of more 
sun. If all has g6ne well they will bloom 
trofusely, during which time, if they can 
kept in a little drier atmosphere than 
heretofore, their flowers will last longer. 
They are useful for cutting. After the 
blooming is over, cut the shoots back a 
little, and when they have started into 
growth they may be shifted into pots an 
inch or two larger. The subsequent 
management requiied will be of a routine 
character similar to that advised hitherto. 
If in the growing season a liberal applioa- 
tion of weak manure- water is given once 
or twice a week, healthy gro¥^ will be 
secur^ without having recourse to large 
pots. The plants will last for several 
years, and it the soil gets exhausterl, the 
balls can be partially reduced and new 
material given in place of the old ; this 
should be done when they have just broken 
into grovrth after being cut in when the 
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flowering is over, keeping them close and 
warm for a few weeks until they again get 
established. 

Insects. — The worst species of insects 
win live on this plant, but the stout nature 
of the leaves makes their destruction by 
the aid of insecticide comparatively easy ; 
dipping or syringing is the best remedy as 
often as they are found to be affected. 

TEAOHELOSPERMUM JASMIN- 
OIDEa 

(Syn: Rhynchospemmm.) 
In this we have an evergreen green- 
house climbing plant of moderate growth, 
alike suitable for a trained pot specimen or 
for growing on a pillar or rafter, where the 
space to be covered is not too large : for 
although, in common with almost m other 
plants indigenous to China, it is a free 
grower, it does not attain the size of many 
climbers. From the locality in which it is 
found, Shanghai, it is very nearly hardy in 
this country, succeeding on a sheltered 
wall, with a little protection, in the south 
of the kingdom ; yet it is a plant that will 
thrive under a very considerable range of 
temperature, and will do equally as well in 
a cool stove, or intermediate heat, as it will 
in a greenhouse ; but of course the progress 
made, es|>ecially during the early stages, is 
much quicker when it is subject to heat. 
It will bear forcing; its white, fragrant 
Jasmine-like flowers are jsroduced freely. 
The shoots are of a semi-twining habit, and 
when the plant is in vigorous health will 
extend to considerable length in a single 
season, particularly if submitted to a warm, 
humid atmosphere. The perfume is very 
agreeable and powerful ; a small plant in 
flower will load the atmosphere of a lai^e 
house. The ease with which it may be 
grown, even by those who have not had 
much practice m plant-growing, commends 
it to the inexperienced. When in a strong 
vigorous state each bimch contains a 
number of flowers, which open in succes- 
sion, keeping the plant gay for several 
weeks consecutively. 

It is well adapted for conservatory deco- 
ration, as the hard texture of the leaves 
renders it little subject to injury by being 
kept, while in flower, somewhat crowded 
among other things in a way that is often 
unavoidable in such structures. The 
somewhat short foot-stalk renders the 
flowers less serviceable for using in a cut 
state than thejr would be if it were longer ; 
nevertheless, u not subjected to too much 
heat in opening, they are useful for 
bou<juets. The plant strikes readily from 
cuttmgs made of the young shoots taken 
off when in a half-ripened condition, such 
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as obtainable about July, using good stout 

I)ieces of the extremities 5 or 6 inches in 
ength ; if these are put singly in 3-inch 
pots drained and three-parts filled with 
fine peat and sand, the remainder all sand, 
kept moist, shaded, and close in a propa- 
gating frame or under a bell-glass, in 
. moderate stove heat, they will soon make 
roots. Then give more air, keep them 
through the autumn and winter in an 
intermediate temperature, and supply 
enough water to the soil to keep the roots 
slowly moving. In March give 6 or 7 inch 
pots, using soil similar to that in which 
they were struck, and pinch out the points 
of the shoots. Through the spring and 
summer keep them in a growing atmo- 
sphere with a moderate amount of air, and 
a little shade when sunny ; syringe over- 
head at closing time. Two or three sticks 
will be required round which to train the 
shoots as they extend ; beyond this nothing 
will be needed but the same treatment 
through the autumn and winter that they 
received in the last Pot about the end of 
March, giving them a 2 or 3 inch shift 
according to the strength and quantity of 
their roots. The plant will succeed in 
either "peat or loam, but we prefer the 
former, as it will induce quicker growth, 
and in it the leaves have a darker, more 
healthy tint, which adds much to the 
general appearance, especially when in 
bloom, the dark glossy green Myrtle-like 
foliage forming a good background for the 
flowers. Let the soil be of a good fibrous 
tlescription, and from the first be used in a 
moderately lumpy state, as the roots are 
natur^y strong. Add enough sand to 
keep it open, and drain the pots sufficiently. 
When the potting is completed put half-a- 
dozen sticks 3 feet long in the new soil just 
inside the rims of the pots. Round these 
train the shoots, at the same time pinching 
out the points to cause the production of 
an increased number of growths, for al- 
though reallv a climbing plant, and as such 
not necessarily requiring so much stopping 
as if it possessed a shrubby habit, enougn 
shoots should be formed to furnish the 
trellis which the plants will ultimately 
require. Place them in a house or pit, if 
such is available, where there is a night 
temperature of 50°, with a rise of 10'' in 
the daytime. This will answer well for 
them, and so treated they wiU make much 
greater progress than if grown cooler ; do 
not give much water at first until the 
roots have got possession of the new soil. 
Syringe the plants overhead every after- 
noon, and close the house at the same time ; 
as solar heat increases the temperature I 
Ihey are subjected to may be propor- 1 



tionately raised. Very little shade will be 
required except for a few hours in the 
middle of the day in very bright weather ; 
give plenty of light, or the growth will 
become too much elongated and weak. 
The shoots as they grow must be kept 
regularly trained round the sticks — ^never 
bring the points too low down, but allow 
them to retain an upright position ; a con- 
tinuance of this treatment will be all that 
is needed through the summer, enough air 
being admitted in the middle of the day. 
By the middle of September discontinue 
syringing, and give more air with a drier 
atmosphere to discourage further pn^ress 
and ripen up the growth. 

Through the winter the plants will do in 
any house or pit where the temperature is 
kept at 35** m the night, giving just as 
much water to the soil as will keep the 
roots slightly moist Again, in the spring 
about the same time, remove into pots 4 or 
5 inches larger, using similar soiL Uncoil 
the shoots from the sticks, replace these 
with others longer and thicker that will 
support the increasing weight of the shoots, 
and train r^ularly as before. It is not 
advisable to use a wire trellis until the 
season following ; if the shoots are not 
sufficiently numerous, or there is an ap- 
pearance of their extending too far, so as to 
be deficient near the base, again cQiorten 
the leaders. Treat through the spring and 
summer as in the preceding season, as 
before giving less water and more air in 
the autumn. We have said nothing about 
flowering during this summer, although the 

Elant is such a free bloomer that it will 
ave produced its bunches at almost every 
joint ; but as the object will be to induce 
as much growth through the season as 
possible, the treatment when in flower 
should have been such as to keep them on 
growing. 

Keep through the winter in a tempera- 
ture such as in the last, and repot again in 
the spring, giving a shift of 3 or 4 inches, 
in proportion to the quantity of roots the 
plants nave got As before, take them off 
the sticks round which the shoots have 
been trained ; they will now be large 
enough to cover a moderate-sized wire 
trellis, some 2 feet in diameter by 2^ feet 
high above the pot; over this train the 
shoots regularly from the base to the top, 
and place them in a temperature similar to 
that to which they have each preceding 
spring been submitted if they are required 
early in bloom — ^if not they may be kept 
5** cooler. When the flowers are about to 
commence expanding they can be moved 
to a conservatory, or any house where they 
will not be kept at much above an ordinary 
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greenhouse temperature, and will receive a 
uttle shade from the sun, which will pro- 
long their flowering. Afterwards, if they 
are not required to be grown on larger 
without delay, they may be treated through 
the summer like the rest of the greenhouse 
hardwooded stock ; i^ on the other hand, 
it is deemed desirable to grow them on to 
a larger size without loss of time they 
should be submitted to a temperature such 
as hitherto used during the growing season. 
Be careful that the shoots as they extend 
do not get entwined round the wires of the 
trellis, or there will be some difl&culty ex- 
perienced in getting them loose to place 
upon a larger one, wliich they will require 
in the course of another year or two, when 
more root-room will be needed ; thus 
treated the plants will last for many years. 
When required for training up a pillar 
or rafter, it is well to grow them for a 
season or two in pots so tnat they may get 
strong before the roots are turned out in a 
border; this should be well drained and 
consist of good fibrous soil with enough 
sand and crocks, or charcoal, to keep it 
fiweet and porous. Have the shoots from 
the first regularly trained, not allowing 
them to become entangled, and as the 
space they are to fill gets covered the 
-superfluous growth may be shortened back 
immediately they have done flowering each 
season. When the soil gets exhausted 
some of the surface may be removed every 
spring and replaced by new, and when 
grown in this way, or in pots, manure- 
water will be a great assistance when the 
soil becomes filled with roots. 

There is a variecated form of this plant 
that will succeed by being treated in the 
above manner. It is scarcely so desirable 
a variety as the green-leaved sort 

Insectts. — The leaves, from their stout 
nature, do not suit the tastes of red spider 
or aphides ; these insects, however, will 
live upon the plant, but can be easily kept 
down by syringing. For thrips, which 
are sometimes troublesome, fumigate, or 
syringe with tobacco- water. If scale makes 
its appearance it must be carefully removed 
by the use of sponge and brush. For 
mealy bug, syringe and dip with a strong 
solution of insecticide in the winter when 
At rest 

TBADESOANTIA. 

The creeping species of Tradescantia are 
very useful for draping han^ng baskets 
containing other plants, as, if required, 
their pendent shoots can be made to cover 
the whole outside of the baskets. They 
are also particularly adapted for growing 



as an edging to plant stages, or trailing 
over rock- work in the stove. 

Their cultivation is as easy as possible, 
as the shoots root like weeds at any time 
of the year in a moderate heat, kept a Uttle 
but not too close, with shade from the sun. 
When rooted they may be put singly in 
small pots, and as soon as fairly estabushed 
planted where they are to remain. 

The following are adapted for growing 
in the way described : — 

r. discolor. A pretty kind, from South 
America. 

T. discolor variegatcL Has neat varie- 
gated foliage. A native of Mexico. 

Insectts. — Few insects molest Trades- 
cantias if the precaution is taken to use 
the syringe daily in the growing season. 
Should aphides affect the pointe of the 
young shoots, fumigate. 



TBICHINinM. 

Low-growing annuals with somewhat 
singular flowers, but not possessing very 
much merit 

They can be raised from seeds sown in 
spring in a pit or greenhouse in the usual 
wiw, with additions pot-room as required. 

The best are : — 

T. alopecuroideum, Flowei-s red and 
yellow, produced in summer. A native of 
Australia. 

T, Manglesii, Flowers white and pink, 
forthcoming in summer. From Australia. 



TBIOHOMANES. 

A genus of beautiful little filmy Ferns, 
many of them requiring similar treatment 
to the Hymenophyllums and Todeas, others 
doing better with a little more warmth. 

For propagation and cultivation, see 
Ferns, general details of culture. 

STOVE SPECIES. 

T. anceps. West Indian Islands. 

T. (datum. West Indies. 

T. awriculahim, Java. 

T, Bauerianvm. 

T. hrachypus. 

T, CTXtmwm, West Indies. 

T. FUicula. East Indies. 

r. fimbricUvm, West Indies. 

T, longisetvm, 

T. LttsclmathiaimnL Brazil 

21 menibranaceum. West Indies?. 

T. muscoides. West Indies. 

T. SeUovfianum. 

T. micatum. Jamaica. 

T. ZoUingerU. 
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GREENHOUSE SPECIES. 

T. angustatum. West Indies. 

T, humile. Isle of Luzon. 

T, pyxidiferum, 

T. radicana. West Indies. 

T. radicans Andrewdi. 

T, radicans concinnum. 

T. radicans dilatatum. 

T, reniforme. New Zealand. 

T. trichoideum. ' West Indies. 

T. venosum. New Zealand. 



TBOPiEOLTJM. 



These are handsome plants ; most of the 
greenhouse kinds are ot twining habit and 
may be grown as climbers, planted out or 
in pots, or they can be kept in pots and 
trained to supports in the form of a bush, 
or otherwise, at the discretion of the culti- 
vator. 

They may be increased from seeds so^ti 
in an intermediate heat in shallow pans, 
in a mixture of sifted peat and sand ; the 
seed can be put in at any time of the year, 
but we prefer the latter end of summer as 
soon as they are ripe ; cover them slightly 
and keep the soil moderately moist. When 
tbe little plants are up stand them close to 
the glass, using a little shade so long as the 
sun IS powerful, with air daily, and enough 
water to keep the roots in a healthy con- 
dition. Through the winter let them be 
in a temperature of about 45* or 60** ; in 
the spring move singly into small pots, 
varying the size in proportion to the 
strength of the kinds crown ; use soil 
similar to that in which the seed was sown, 
but with less sand in it Keep now, and 
through the summer, in a warm green- 
house temperature, with air and a little 
shade in sunny weather, supporting the 
shoots with sticks so far as needful, and 
keeping the soil moderately moist. Give 
larger pots to such as seem to require them 
further on in the summer. Acfmit more 
air in autumn, and keep through the fol- 
lowing winter at about 45°. They will 
need more pot-room in spring, and in other 
matters should be treated as in the season 
before. The plants should bloom this 
summer, after which keep drier at the 
roots, especially in the case of the herbaceous 
sorts, while at rest. All that is required 
in subsequent years is to give larger pots 
to those that are grown in this way ; the 
stronger-growing kinds can, if preferred, 
be planted out 

The following are all handsome flowered 
sorts : — 

T. aaureum, A Chilian species, with 
blue flowers, produced in autumn. 



T. brachyceras. Flowers yellow ; a sum- 
mer bloomer. From ChilL 

T, JarratUi. Red and yellow ; blooms 
in summer. From Santiago. 

T. pentaphyllum. Flowers orange and 
yellow, prcJiuced in summer. A native of 
Monte Video. 

T. polyphyllum. Orange and yellow ; 
a summer flowerer. Chili. 

T. apecioswm. Has scarlet flowers, forth- 
coming in sunmier. From South America. 

T. tricolorum. A slender-growing, beauti- 
ful kind that bears a promsion of orange 
and purple flowers in spring or summer. 
It comes from Valparaiso. 

Insects. — Aphides and red spider will 
live on most of the kinds of Tropaoolum ; a 
free use of the syringe is the best mode of 
dealing with the spider ; for aphides fumi- 
gate. 



TUPIDANTHnS OALYPTBATXJ& 

This species often appears under the 
name of Aralia calyptratus, with which it 
is synonymous. In the early stages of its 
growth the plant has a somewhat bushy 
form, but as it gets older it assumes a 
climbing habit For decorative purposes 
it is most useful while in a youn^ state. 

It can be increased by cutting and 
grown on in the same way as advised for 
Aralia Sieboldii, which see. It does well 
in a greenhouse, and comes irom the Ehasya 
Mountains. 



TYDiBA. 

A genus of herlmceous stove Gesnerads^ 
in appearance and general character much 
like Achimenes. Among the kinds in 
cultivation several are species, but more 
are hybrids. Although they may be had 
in flower at almost any time of the year^ 
they are most useful in the autumn and 
winter. 

Their cultivation in most respects is like 
that advised for Achimenes, which see, 
except that they must not be dried off as 
Achimenes reauire to be. 

T, Ailsa, Vermilion, yellow and crim- 
son. 

T, Amazon, Vermilion, red, yellow^ 
and crimson. 

T, Bomb. Crimson and yellow. 

T, Cecilia, Red, yellow, and crimson. 

T, Chamalikes, Red and yellow. 

T. Elaine, Purple-rose, yellow, and 
crimson. 

T, gigantea, Vermilion, and bright 
yellow. 

E. Hypata, Rose, white, and crimson. 
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T, Juliette. Rose-purple, white, and 
crimson. 

T, Madame HaJphen. Carmine, lilac, 
and rose. 

T, Parepa, Rosy-purple, crimson, and 
blush. 

T. Peronilla. Carmine, yellow, and 
maroon. 

T. Sabina, Crimson, white, and rosy- 
purple. 

T, Tricolor, White, pink, and amaranth. 

T, Violet et Marron, Violet, white, and 
maroon. 

URANIA 8PE0I0SA. 

(Syn, : Ravenala madagascariensis,) 

This is the only species belonging to the 
genus ; it is a very large-leaved, evergreen 
stove plant, the leaves being similar in 
size and character to those of the largest 
Musas. It is only suitable for growing in 
a lai^ house where there is enough room 
for its gigantic foliage to be seen fully 
developed. 

It can be raised from seed sown in a 
stove temperature ; subsequently the plants 
should be given liberal pot-room ana good 
heavy loam, with some well-rotten manure 
and a liberal addition of sand to ensure 
enough porosity for the copious supply of 
water needful to meet its wants in the 
growing season ; such shade as necessary 
to prevent the leaves being scorched in 
simimer must be afforded. The atmo- 
sphere should be moderatelv humid during 
tne season of growth, ana air should })e 
admitted regularly to impart the requisite 
soliditv to the leaves, without which they 
are deficient in lasting power. It comes 
from Madagascar. 

Insects. — A free use of the syringe 
through the growing season to keep down 
red spider and the other pests whicn affect 
stove subjects will usually be found suffi- 
cient to keep the plant clean. 

UBOEOLINA FENDT7LA. 

A somewhat curious stove bulbous plant, 
not much grown. When met with it is 
often under the name of U. aurea, a dis- 
tinctive name no doubt given to it on 
account of its colour, which is principally 
yellow. It thrives in either peat or loam, 
the latter when of good quality being 
preferable. It is increased from offsets, 
similarly to Eucharis, it requires plentj; of 
water while growth is being made, during 
which time a moderate heat must be given ; 
keep it cooler and drier when at rest. The 
usual time of blooming is in the summer. 



varied in accordance with the time growth 
is excited, and the amount of heat the 
plant is subjected to. The flowers are 
yellow and green. It comes from Penu 

Insects. — Most of the heat-loving insect 
pests will live on this plant ; the leaves do 
not well bear the application of any insecti- 
cide strong enough to kill the worst species, 
such as scale, for which sponging is the 
safest remedy ; for aphides or thrips fumi- 
gate. 

XTFRICnLABIA. 

The stove species of this singular genus 
are well worth a place in every collection 
of plants ; their curious flowers have ex- 
ternally much the appearance of some 
Orchids. They make beautiful basket 
plants, their drooping flower-spikes are 
oest seen when grown in this way, and 
when hung up the conditions best suited 
to their wants are present. They thrive 
well in a mixture such as most Orchids 
delight in ; fibrous peat with sphagnum 
and a little sand is what they require. 

They are increased by division of the 
crowns, which should be effected just be- 
fore the plants begin to grow ; afterwards 
grow them on himg up to the roof. Give air 
dailv and shade from the sun, keep up a 
moderately moist atmosphere, and give a 
good supply of water tnrough the season 
of growth ; drier treatment is necessary 
when they are at rest. 

The two following kinds are distinct 
and well worth growing : — 

U. Endresii, A scarce plant, the flowers 
pale lilac. From Costa Rica. 

U, montancL An older but much finer 
species than U. Endresii. It is a good 
grower and equally free bloomer ; the 
flowers are white and yellow, produced in 
summer, in appearance not unlike, and 
almost equal to, those of a Phalsenopsis. 
It comes from New Grenada. 

Insects. — Thrips and aphides will both 
live on these plants, but must not be allowed 
to get ahead or they will do serious harm ; 
the best remedy is to sponge with clean 
water or fumigate slightly. 

VAOOINIUM. 

Most of the Vacciniums are hardy de- 
ciduous shrubs, but there are a few that 
require to be grown under glass. 

The following are evergreen kinds that 
will tiirive in a warm greenhouse, succeed- 
ing under treatment such as advised for 
Correas, which see. 

V, coccineum. Flowers scai'let, blooms 
in summer. 
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V. BoUissonii. Flowers scarlet ; a spring 
bloomer. From Java. 

VALLOTA. 

Evergreen greenhouse bulbs that pro- 
duce freely large scarlet Amaryllis-like 
flowers. Vallotas are very nearly allied to 
Amaryllis, and are increased in the same 
way by offsets which are produced in large 
numbers : these require to be taken off the 
parent plants and treated as advised for 
the evergreen kinds of Amaryllis, except 
that they do not need anything above a 
greenhouse temperature at any time of the 
year. In winter the soil should be kept 
drier, but this must not be carried so far 
as to injure the leaves. 

The undermentioned varieties differ only 
slightly : — 

V, jmrpurea. Flowers scarlet, blooms 
towaras tne end of summer. A native of 
the Cape of Good Hope. 

V. purpurea major. Scarlet, flowers a 
little earlier than V. purpurea. Cape of 
Qood Hope. 

V. purpurea minor. A 8maller-flowei*ed 
variety ; scarlet From the Cape of Good 
Hope. 

Insects. — For aphides fimiigate. Syringe 
through the summer at times to keep down 
red spider ; scale should be removed by 
spongmg. 

VEBONIOA. 

In these we have free-growing and 
equally free - flowering evergreen soft- 
wooded plants, with bright shming leaves 
and dense compact habit of growth. They 
are useful additions to our autumn-bloom- 
ing plants suitable for greenhouse decora- 
tion. 

They should be struck from cuttings, 
about February in warmth, similarlv 
to Fuchsias, then moved singly into 3-incn 
pots, using ordinary loam well enriched ; 
stop the shoots as soon as they begin 
to grow. After they are fully esta- 
blished keep in a greenhouse until the 
middle of May, when plant them out in 
moderately light soil in an open situation, 
giving water as required through the sum- 
mer. About the middle of September take 
the plants up \^*ith no more root breakage 
than unavoidable and pot them ; keep 
them in a close frame for a few weeks till 
the roots have begun to move freely, after 
which give air and water as needed, and 
treat like ordinary greenhouse stock. 

The following desirable sorts are all 
garden hybrids : — 

V. Andersonii. A free-blooming kind, 
with lavender, blue and white flowers. 



V. Andersonii va/riegaia. A prettUy varie- 
gated form of the above. 

V. Blue Gem. A dwarf-growing, pretty, 
blue-flowered variety ; a profuse bloomer. 

V. BrillarUissima. A handsome sort, 
with crimson and white flowers. 

V, Oloire de Lorraine. Lavender and 
white. 

V. Ne plus ultra. Dark blue and white. 

V. rosea elegans. Pink and white. 

V. Socrates. Violet and rub v. 

Insects. — We have not found these 
plants affected with any insects except 
aphides, for which fumigate. 

VEBSOHAFFELTIA. 

This genus of stove Palms is represented 
by two species, both of which are fine 
kinds, and require a strong heat to grow 
welL 

For propagation and cultivation, sec 
Palms, genersd details of culture. 

V. melanochcetes. A handsome and dis- 
tinct-looking species ; the stem is heavily 
armed with spmes ; the leaves, which at- 
tain a moderate size, are entire while the 
plant is in its first stages of growth, un- 
evenly pinnate as it gets older. From the 
Seychelles. 

V. splendens. An exceedingly handsome 
species, with straight, slender, heavilv- 
spined stem ; somewhat short leaf-stalks 
supporting large plaited leaves, which are 
deeply divided at the extremity, and 
slightly so on the margin. From the 
Seychelles. 

VICTOBIA BEGIA. 

This, the Queen of Water Lilies, is un- 
questionably the finest of all aauatic plants. 
The gigantic proportions of its leaves, 
which even in a cultivated state attain a 
size of 6 or 8 feet in diameter, make a large 
house necessary for its culture ; the tank 
in which it is planted should not be less 
than 24 feet across — if more all the better 
— and 4 feet deep. It must also be pro- 
vided with a sufficient quantity of hot 
water piping to keep the water at a uniform 
temperature nigjht and dav, of from 80* to 
to 86** — this is indispensable as, like other 
water plants from hot countries, it will 
not succeed if the heat of the water fluc- 
tuates to any considerable extent. 

In this country it is usually treated as 
an annual ; the seeds should be sown 
about the beginning of the year. It is 
best to raise the plants in a tank, or other 
receptacle, much smaller than that which 
they are ultimately to occupy. The water 
must be kept regularly at tne temperature 
above mentioned, put a few inches of soil 



Digitized by 



Google 



VINCA. 



Greenhouse and Stove Plants, 



343 



at the bottom of the tank, on this place 
the seeds, and nothing more is required. 
They will soon vegetate, and when large 
enough to be conveniently handled the 
little plants should be put singly in shal- 
low pots in which they are to be kept until 
the leaves are a foot in diameter, after which 
the strongest plant oiight to be moved to 
the tank in wnich it is to flower. In the 
centre of this a mound of good ordinary 
loam must be placed 7 or 8 feet in diameter 
and about two and a half feet deep in the 
middle where the plant must be turned 
out; the water should have been intro- 
duced sufficiently long before this to admit 
of its becoming clear and getting warmed 
up to the point before mentioned. It is 
well not to nave the water in the tank to 
the full depth at first when the plant is 
turned out of the pot, for as it grows it 
will rise above the soil, after which it 
becomes necessary to increase the water so 
as to keep the crown covered to the depth 
of about a foot. Provision should be made 
for a continuous regular supply of water 
to the tank ; this is best effected by a pipe 
and tap introduced at one comer, the tap 
regulated so as to just keep the water trick- 
ling, with an overflow to allow of a corre- 
sponding outlet ; by this means the water 
will be always clear, alike conducive to 
the well-being of the plant and agreeable 
to the sight. Nothing further will be re- 
([iiired except regulating the ventilation so 
as to keep the temperature of the house 
right, in the night it should be from 66** to 
70'', by day from 76'' to 90"* accordingto the 
state of the weather and the season. Where 
the conditions are such as to suit it the 
plant is a rapid grower, attaining a large 
size by the end of June, soon after which 
the blooming should commence and keep 
on through July and August ; the flowers 
are proportionate in size to the leaves, 
varying with the greater or less vigour of 
the plants — from 12 to 15 inches in 
diameter is about their usual proportion. 
They are short-lived, lasting only two days ; 
on the first day the colour of the petals is 
white, on the second they change to pink. 
The plant is virtually a night bloomer, 
the flowers opening towards evening, and 
closing in the morning, opening the second 
time similarly for the night and closing 
the following morning, after which they 
sink below the surface, where they re- 
main during the development of the seeds, 
as in the case of many other aquatics. It 
is a native of Guiana. 

vmoA. 

These are amongst the most easily man- 
aged of all stove plants ; they are con- 



tinuous bloomers all thix^ugh the summer 
and autumn, producing their cheerful-look- 
ing, Phlox-like flowers from the points of 
the shoots in unbroken succession from 
June to October. They are easily propa- 
gated, not much subject to the attacks of 
insects, and deserve to be much more 
generally grown for ordinary decorative 
purposes than they at present are, for, save 
where cultivated as exhibition specimens, 
they are seldom met with except m a half- 
starved condition. Cuttings will root at 
any time of the year when the shoots can 
be had in a young state. Plants that have 
been cut back in the winter and have 
broken into growth with the extra heat 
applied to them as the sun's power in- 
creases will produce shoots in March fit 
for cuttings ; take these off when about 4 
inches long and put them singly in small 
pots in sand, cover with a propagating 
glass, keep moist and shaded in a tempera- 
ture of 70". They will soon root ; then 
remove the glass, and directlv they begin 
to grow move them into 5-inch pots. They 
will do in either peat or loam, but for 
quick-growing plants such as these we like 
loam best, as m it there is less disposi- 
tion in the shoots to draw up weakly. 
When fairly established, place the plants 
near the light ; this is of more consequence 
with quick-growing things, such as these 
Vincas, than it is with subjects that make 
slower progress. As soon as the tops begin 
to extend cut out the points to make them 
break several shoots ; this should be re- 
peated when further growth has been 
made, and when the pots are moderately 
full of roots move into others 8 inches or 
d inches in diameter. The soil ought to 
be ordinary fibrous loam, to which add 
about one-seventh of sand and a moderate 
quantity of rotten manure sifted. 

A temperature that will answer for warm 
stove plants will suit them ; give a little 
shade in exceptionally bright weather, with 
air in the daytime, and syringe them over- 
head every afternoon at the time of shut- 
ting up. A few sticks will be required to 
keep the branches open and to support 
them, especially towMxis autumn as they 
get larger. Plants struck at the time 
named and treated as above will flower by 
by the end of July and go on as long as 
there is enough warmth to keep up growth, 
as the blooms are produced from the ex- 
tremities of the shoots while they continue 
extending. As the autumn advances give 
more air and less water, so as to get tnem 
to rest. Through the winter apply no 
more water than will keep the soil slightly 
moist, or the roots are apt to perish. This 
is the only weakness that these Vincas 
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have ; they cannot bear much water in the 
soil until far in the sprinff when they 
begin to root freely. A night tempera- 
ture of 60" in the winter with some degrees 
higher in the day will suffice. Aoout 
Februaiy cut the plants back to within a 
few inches of where they broke at the 
second stoppinc, tying the branches out 
horizontally ; this will cause them to push 
their whole length. After they have made 
a couple of leaves to each break thev 
should be turned out, and most of the soil 
shaken away, putting them in 11 -inch or 
12-inch pote, Keeping the soil somewhat 
dry until the roots have again b^un to 
work freely. Should the shoots appear 
deficient in number, the points may be 
pinched out as soon as they have grown 
4 inches or 5 inches. Keep the plants 
well up to the light, and treat as to air, 
heat, and moisture as advised the preceding 
summer. All they will require is to support 
the branches with a few sticks and ties, 
and to give manure-water once a week 
when the roots have got full hold of the 
soil. These Vincas can be grown to almost 
any size the second year by giving larger 
pots and stopping the shoots a second or 
third time, which will have the effect of 
increasing the niftnber of branches, but 
will also retard the flowering ; or after 
they have bloomed for a time the shoots 
may be shortened, and when growth has 
again commenced they^ can be moved to 
larger pots, which will induce them to 
produce a full head of flowers. The plants 
may be kept on for blooming another 
season if required, treated through the 
winter and spring as in the previous year, 
or young ones can be brougnt on to take 
their place ; these are preferable for general 
use, except where very large examples are 
wanted. 

There are three varieties in cultivation : 

V, alba. Flowers pure white. 

V, aWo-oculata, Flowers white with a 
red eye. 

V. rosea. Flowers wholly rose coloured. 

The two last are the handsomest All 
three are natives of Eastern India. 

Insects. — Greenfly and red spider will 
sometimes attack them, but the syringing 
and other precautionary measures regularly 
taken will usually be sufficient to keep 
these in check ; if, notwithstanding, these 
insects make their appearance, fumigate to 
destroy the aphides, and syringe freely to 
banish red spider. Mealy bog will also 
live upon Vincas, and where present the 
plants should be laid on their sides and 
syringed freely with tepid water, and when 
cut back in the spring dressed well with 
insecticide. 



WITSENIA OOBTMBOSA. 

This singular and distinct evergreen 
greenhouse plant is indigenous to the Cape 
of Qood Hope, whence it was introduced 
about the commencement of the present 
century. It is of a branching upright 
habit of growth, with miniature swcxrd- 
shaped leaves, from among which spring 
numerous corymbs of lovely pale-blae 
flowers produced over a long season in the 
advanced summer and autumn. The 
plant is sometimes seen in the autumn 
shows on the exhibition stage, where its 
fine colour has a pleasing effect, but from 
its habit of opening its blooms in succes- 
sion it is better adapted for general de- 
corative purposes. It is a slow grower, 
rarely attaimng a size of more tluln two 
and a half feet in height by as much in 
diameter, consequently it does not require 
a great deal of pot-room. This Witsenia is 
a moderately free rooter, and succeeds beat 
in good fibrous peat with a fair quantity 
of sand mixed with it 

The plant strikes from shoot cuttings 
made ot the small branchlets which it pro- 
duces in quantity, clothing the principal 
shoots with them ; these should be taken 
off about August, cutting the base of each 
clean so as to divest them of jagged bark. 
Put them 2 inches apart in 6-inch pots 
filled with sand, keep close, moden^y 
moist, and shaded from the sun, as long as 
requisite, in a warm greenhouse tempera- 
ture of 60** in the night During the 
autumn the base of the cuttings wul be- 
come callused over, when place in a little 
more warmth, and they will root tlirongh 
the winter and spring ; about May move 
singly into small pots, using fine peat with 
a moderate amount of sand addea. Keep 
through the summer a little closer than is 
needful for large greenhouse stock. Qive 
shade from the sun's rays when the weather 
is bright, but keep them near the glass, and 
be attentive in seeing that the soil never 
gets too dry ; close and damp the house in 
the afternoons, and at the same time 
moisten them overhead. Qive more air in 
autumn, and winter in a night tempera- 
ture of 46**. About April move into d-inch 
pots, using similar soil to tliat employed 
for the first potting. The plant is a dow 
grower, but as soon as the leading growth 
appears to be moving ahead take out the 
pomt ; this will cause the shoots that will 
have formed about the base to move. Con- 
tinue through the summer and autumn to 
treat as in the preceding, and winter in a 
like temperature. Again towards April 
give them a shift, this time into 6-inch 
pots ; afterwards if any shoot takes the 



Digitized by 



Google 



TUOOA. 



Greenhouse and Stove Plants, 



345 



lead pinch out the point as before advised. 
The summer management, as also that for 
the ensuing autumn and winter, will need 
to be in every way as before, and they 
should be again moved towards the begin- 
ning of April into pots 2 inches lai^er tuan 
those they have occupied. Use plenty of 
•drainage, as all slow-growing subjects like 
this are very impatient of stagnant water at 
the roots ; pot moderately firm, and do not 
^ve much water until the roots have begun 
to enter the new soil. Keep the atmo- 
sphere a little close for a short time, and 
shade slightly during bright sunny weather 
all through the growing season, for if too 
much exposed the leaves are apt to suffer 
and turn brown at the points, and the 
jplant is given an unsightly appearance. 
The naturally stout erect habit is such that 
they do not require or admit of much 
training, except just opening out the prin- 
cipal branches, which snould in this way be 
secured to a few neat sticks ; nor after 
this stage has been reached can much be 
•done in the way of pinching back the shoots 
as they branch out naturally, further than 
•cutting back any that are unduly taking 
the lead. Growth will be accelerated by 
closing the house through the growing sea- 
son in the afternoons while the sun is yet 
upon the glass, and slightly damping the 
plants oveniead, as well as keeping the at- 
mosphere and stage upon which they stand 
■a little moist. 

The treatment which is required during 
the growing season will be of a uniform 
character, as above described, but towards 
autumn discontinue the use of the syringe 
and shading ; admit more air to discourage 
growth before winter. Nothing is neces- 
sary in the shape of hardening up the 
plants, as this Witsenia is not subject to 
the attacks of mildew conseouent on in- 
sufficiently matured shoots. Keep through 
the winter in an ordinary greenhouse tem- 
perature in a moderately light situation, 
and give no more water that is requisite to 
prevent the soil getting too dry. Repot in 
April, giving a 2 or 3 inch shift, according 
to the quantity of roots the plants have 
ffot, again shortening any shoots that may 
be outgrowing the others ; this should lie 
attended to from time to time as reauisite, 
and none should be allowed to take the 
lead too much, as that would entail a waste 
of strength. Treat through the summer 
as in the season before. This autumn they 
will, if all goes well, bloom from the prin- 
<dpal shoots. When in flower they can be 
used for conservatory decoration, and after- 
wards removed to the greenhouse for the 
winter. Repot again in spring, using the 
Bo\\ in a little rougher state now that the 



plants are larger. Continue to treat as 
neretofore advised, both in the growing 
season and when at rest ; a 14-incn pot is 
big enough to grow them in when arrived 
at their full size. They wiU last for a 
number of years without repotting if 
manure-water is used once a week during 
the growing season, but the drainage 
should each spring be examined, as if it 
gets clogged up with soil the health of the 
plants speedily suffer. 

Insects. — This Witsenia is not usually 
much troubled with insects, its hard leaves 
not affording much sustenance to the gene- 
rality of plant pests. The u se of the syringe 
during the growing season will keep in 
check red spider, which sometimes makes 
its appearance. Scale, both white and 
brown, will live on it ; the white species 
will, if it once gets a footing, increase 
apace, and from the nature of the plant 
cannot well be destroyed by any oi the 
usual liquid dressings, as the leaves will 
not bear such used in sufficient strength to 
kill the insect, which can only be removed 
by sponge and brush ; these in like manner 
can oe used for the removal of brown scale, 
which, however, does not increase rapidly 
on this planL 

WOODWABDIA. 

Tliis genus of Ferns contains greenhouse 
and haray species ; some of the former are 
noble plants when room enough is ^ven 
them to attain their full size. W. radicans 
reaches a size of 10 to 12 feet across when 
planted out in a Fernery under favourable 
conditions, its finely arched massive fronds 
having few equals. 

For propagation and cultivation, see 
Ferns, genertu details of culture. 

GREENHOUSE SPECIES. 

W, orientalis. Japan. 
TT. radicans. Madeira. 
W. radicans cristata, 

YUOOA. 

The greenhouse species of Yucca are 
desirable plants, ^wn for their handsome 
and singular foliage. They are suitable 
for intermixing with flowering plants in 
greenhouses, conservatories, or rooms, the 
persistent character of their leaves being 
such as to enable them to bear for a con- 
siderable time positions where things of a 
less enduring habit would suffer. 

They are increased by suckers from the 
roots, or by pieces of the stems which, when 
they get old and denuded of leaves, may 
be cut into pieces a couple of inches long, 
containing two or three eyes. Insert 
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several together in ehallow pans or pots, 
in sand, and stand in a moderate stove 
heat, say 60' in the night, with a rise by 
day ; keep the sand slightly moist, but 
not covered with a propagating glass. If 
the cuttings are put in during spring 
before growth begins, they will make 
roots and push up shoots in the course of 
the summer, when move them singly into 
pots large enough to hold them, with a 
moderate amount of peaty soil ; keep them 
on during the ensuing winter and the 
following summer in an interme*liate tem- 
perature, by which means they will make 
much more growth than in a greenhouse, 
and time will be gained. Give more root- 
room as required, but do not over-pot ; 
give plenty of light and air in tlie daytime, 
with water to the roots as needed. The 
thick, fleshy root-formation which many 
of the species of Yucca produce, and which 
ultimately emit leaves if taken off when 2 
or 3 inches long, and treated as advised for 
the stem cuttings, will make plants. 

If well attended to Yuccas will last in 
good condition for many years, retaining 
their leaves in a healthy condition down 
to the base. 

The following are all handsome kinds : — 

Y, alho-spica, A pretty medium-sized 
sort A native of Mexico. 

Y, aloifolia. A green-leaved species, 
from South America. 

F. aloifolia varUgata. A handsome 
variegated form of the above. 

Y. concava. A handsome sort, with 
stout habit of growth. 

Y. De Sinetiana, A distinct-looking, and 
desirable kind, very scarce. 

Y.filamentosa, A species with elegantly 
drooping leaves. North America. 

F. fUamentoia varUgata, A variegated 
and beautiful form of the last-named. 
This kind, although it will grow in a 
greenhouse, and in common with several 
others, will live out-of-doors, does best in 
stove heat altogether, attaining a much 
larger size and a more elegant curve of the 
leaves than when grown cool. 

Y. filifera. A distinct-looking species. 

F. gUiuca, Has distinct glaucous leaves. 

F. qiuidricolor, A beautiful variegated 
kind, of moderate growth. Mexico. 

F. quadricolor ^tokesii, A handsome 
form of the preceding. 

Insects. — Insects give little trouble on 
these plants, but scale, both brown and 
white, will live on them, and where pre- 
sent must be removed by sponging. 

ZAMTA. 

Cycadaceous plants of noble appearance ; 



their leaves, like those of the rest of the 
order, are of a hard whale-bone like 
texture, and very enduring. They rank 
among the handsomest fine-leaved plants 
in cultivation. Their cultural require- 
ments are the same as Cycas, which see. 

Z. crassifolia, A comparatively short- 
leaved kind, that forms a compact head. 
From Mexico. 

Z. eriolems, A distinct-looking species, 
with moderate^sized leaves, the pimi» 
armed with spines. 

Z. Miquelit. Leaves erect and twisted, 
bright green in colour ; it forms a short 
thick stem. From Queensland. 

Z. SkinnerL This forms a stem of 
moderate length ; the leaves are from one 
and a half to three feet in length, not so 
erect as those of many of the species. A 
native of Panama. 

ZEPH7BANTHES. 

In tha*^ we have a fine genus of green- 
house bulbous plants of small growth ; they 
produce large, handsome flowers, and are 
worthy of a place in every greenhouse. 

They are increased by oflfeets which 
should be taken oflF early in spring before 
they begin to crow. The bulos are com- 
paratively smidl, and to make the plants 
effective eight or ten should be grown to- 
gether ; consequently half a dozen of the 
offsets may be put in a 4 or 6 inch pot, 
drained and filled with good loam and peat 
in equal proportions with a little sand. 
Stand them in an ordinary CTeenhonse 
temperature, giving plenty of light, with 
air m the day, and water as required to 
keep the soil moderately moist. Continue 
to treat in this way through the summer 
until the leaves are matured, when give 
lees water, but never let the soil get quite 
diy. A shelf in a cool greenhouse will 
suit them best through the winter ; in 
spring give pots a size or two laroer. In 
potting make the soil quite solid, and 
manage through the summer generally as 
in the preceding. The plants will this 
season make much more progress, produc- 
ing larger leaves, and increasing propor- 
tionately in size of bulbs. Winter as 
before, and move into larger pots in springs 
but like most bulbs they must not be over- 
potted. Some of the strongest will most 
likely bloom during the spring, after which 
grow them on as before, and continue to 
treat as so far advised. 

In time the bulbs will increase so as to 
require not only the offsets removed, but 
also the larger dowering portion divided : 
this must oe done at the same season as 
ad^-isetl for starting the offsets, before any 
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growth is made ; for if on attempt be made 
to separate them when the roots are in an 
active state they wiU be injured. A 
10-inch pot will accommodate twelve or 
fourteen bulbs, which will produce a 
number of flowers each season, coming on 
in succession for several weeks. 

The followingare fine kinds : — 

Z, Candida. Mowers white. A summer 
or autumn blooming kind from Peru. 

Z, carvnata. Has pink flowers. A spring 
bloomer from Mexico. 

Z. oahroleuca. Flowers yellow, pro- 
duced in summer. From South America. 

Z, rosea. A rose-coloured species that 
blooms in spring. From Havannah. 

Z. Spofforthiana. A hybrid variety with 
rose-cwoured flowers, produced in the early 
spring. 



Insects. — Few insects affect these plants 
except aphides, for which fumigate. 



ZI0H7A. 

These are evergreen climbing plants, 
very closely allied to and resembling 
Kennedyas. They are suitable for fur- 
nishing the roof of a conservatory, and 
require to be treated similarly to Ken- 
n^yas, which see. 

Tlie following are the most desirable : — 

Z. coccinea. A scarlet-flowered, hand- 
some species that blooms in spring. It 
comes from the Swan River. 

Z. inoph/ylla floribunda. Flowers yellow 
and scarlet ; a spring bloomer. From the 
Swan Eiver. 



THE END. 
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primulaeflora, 68 
superbissima, 68 

Bignonia (greenhouseX 70 
capensis,327 
capreohUa,71 
culture of, 70 
grandiflora, 71 
msects, 71 
spedosa,?! 
Tweediana, 71 
unguis, 71 

Bignonia (stoveX 68 

argyrea violescens, 69 
aurantiaca, 60 
Chamberlaynii, 60 
culture of, 68 
insects, 70 
littoralis, 69 
magniflca, 70 
omata, 70 
purpurea, 70 
venusta, 70 

Billbergia, 71 
Chantinii,78 
culture of, 71 
insects, 73 
iridif^72 
Moreliana. 72 
polystacha, 72 
roseo-mars^ta, 72 
Saundersii, 72 
thyrsoidea, 78 
vittata amabiliB, 73 

Bird's-nest Fern, 830 

Blandfordia, 73 
aurea, 73 
culture of, 78 
Cunninghamii, 78 
flammea,78 



Blandfordia flava, 73 

grandiflora, 73 

insects, 73 

marginata, 73 

princeps, 73 
Blechnum, 74 

brazillense, 74 

gracile, 74 

lanceolatnm, 74 

occidentale, 74 

stove species of, 74 
Bomarea, 74 

acutif olia var. Ehren- 
bergiana, 74 

Bogotensis. 74 

Bredemeryerana, 74 

Carderii, 74 

oonf erta, 74 

culture of, 74 

insects, 74 

ShutUeworthii, 74 
Bonapartea, 74 

culture of, 76 

insects, 75 

juncea, 75 

juncea fllamento8a,75 
Boronia, 75 

culture of, 76 

Drummondii, 76 

elatior, 76 

insects. 77 

megastigma,76 

pinnata,77 

serrulata, 77 
Bougainvillea, 77 

culture of, 77 

glabra, 79 

insects, 70 

specioML 79 

spectabilis, 79 
Bouvardia,79 

Alfred Neuner. 81 

candidissima, 81 

culture of, 80 

Dazzler, 81 

elegans, 81 

flavescens, 81 

Hogarth. 81 

Humbolatii oorymbi- 
flora,8l 

insects, 81 

jasminoides longi- 
flora, 81 

longiflora, 81 

President Garfleld,81 

Vreelandii, 81 
Brachysema, 81 

acuminata, 81 

culture of, 81 

hybrida, 81 

latifolia, 81 
Biahea,8l 

fllamentosa, 81 

nitida,81 
Biainea insignis, 81 
Bramble, double, 200 
Bread Fruit, 68 
Brexia,81 

chrysophvlla, 81 

culture of, 81 

spino8a,81 
Bmgmansia, 81 

bicolor, 83 

culture of, 82 

floribunda, 82 

insects, 82 

Knightii,82 

suaveolens, 82 

Waymanii, 82 
Brownea,82 

Ariza,88 

ooccinea,88 

culture of, 88 

erecta. 88 

grandiceps, 88 

insects, 88 
Bnmsf elsia, 88 

americana,88 



Bnmsfelsiaamericanaau- 
gnstifolia, 83 

undulata, 83 
Bulbs for forcing, 83 

culture of, 83 

lisU of, 84-85 
Burbidgea nitida, 85 
BurcheUia bubalina, 86 

capensis,8& 

parviflora, 85 



Cactus, 100 

culture of, 100 

insects, 100 I 

night-blooming, 100 
Caladium, 85 

Adolphe Adams, 86 

Alfred Bleu. 86 

argyritee, 86 

Auguste Lemoinier, 

Bfuraquinianum, 86 

Belleymei, 86 

bicolor splendens, 86 

Calypso, 80 

ChanUni fulgens, 86 

Chelsoni, 86 

culture of, 86 

Dr. Boisduval, 86 

Emilie Verdier, 86 

Herold, 86 

insects, 80 

LaPerieduBi^sil,86 

Madame Alfred Bleu, 
86 

Minerve, 86 

Napoleon m., 86 

Prince Albert Ed- 
ward, 86 

Bameau. 86 

Heine Victoria, 86 
Calampelis scabra, 86 
Calamus, 86 

adspersus, 87 

ciliuis.87 

dealbatus, 19 

flssus, 87 

Ver8chaffeltii,87 
Calceolaria, 87 

culture of, 87 

herbaceous, culture 
of, 87 

insects, 88 

shrubby, culture of, 
87 
Calla,800 

sethiopica, 300 

albo-maculata, 300 

culture of, 800 

hastata,800 

insects, 800 

melanoleuca, 800 
Callicarpa purpurea, 88 

culture of, 88 

insects, 88 
Camellia, 88 

alba plena, 91 

Archduchesse Marie, 
91 

Beam, 91 

Bonomiana, 91 

candidissima, 91 

Chandlerii, 02 

C. M. Hovey, 02 

Contessa LaTinia 
Maggi, 02 

culture of, 80 

Cup of Beauty, 02 

Donckelaari, 02 

double white, 01 

Duchesse de Berri, 02 

fimbrlata, 02 

Henri Favre, 02 

imbricata,02 

imbricataalba,02 



Camellia, insects, 02 
Jennv Lind, 02 
Jubilee, 02 
lAdy Hume's Blush, 

92 
Mathotiana, 02 
Mathotiana alba, 02 
Monarch, 92 
Mrs. Abbey Wilder, 

02 
Mre. Hovey, 02 
Napoleon IIL, 02 
Princess Baociochi, 

02 
Princess Frederick 

William, 92 
reticulata, 92 
Storyi, 92 
Targioni, 92 
Teutonia, 92 
Thomas Moore, 92 
tricolor imbricata 

plena, 92 
Valtevaredo, 92 
Vioomte de Nieupoi*t, 

92 
Campylobotrvs, 92 
culture of, 02 
Ghieebreghtii varie- 



insects, 93 
pyrophylla. 93 
refulgens, 98 
refl^OS 
Canna,03 

Annei rubra, 08 
Bihorelli splendens, 

03 
Chatei discolor, 03 
compacta.03 
culture of, 03 
Daniel Hoibrenck, 93 
discolor, 03 
Ehemanni, 93 
erecta, 93 
erecta foliis striatis, 

93 
Gloire de Lyon, 93 
indica,93 
indica superba, 93 
insects, 93 
Majestueuse, 98 
Onflamme, 98 
Prince Imperial, 03 
BendaUen,98 
rubra superbissima, 

08 
Van Houttei. 08 
Warsoewiczii major, 

03 
Cantua buxif olia, 03 
Carnation (perpetual 
floweringX 08 
Alegauere, 04 
Andalusia, 04 
Cassandra, 94 
culture of, 08 
Fii«-fly,04 
Oloire de Nancy, 94 
insects, 04 
La Belle, 04 
L'Hermine, 04 
Lucifer, 04 
Mary Morris, 04 
Mis8Jolifre,0i 
Mont Blanc, 04 
Mrs. George Haw- 

trey, 04 
Mrs. Madaren, 04 
Osman Pacha, 04 
Reverse, 04 
Souvenir de la Mai- 

maison, 94 
The Queen, 04 
Vestal, 04 
Warrior, 04 
Garyota,04 
sobolif era, 04 
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(^aryota arens, 94 
Cassia oorymbosa, 94 

culture of. 95 

insects, 96 
Celosia, 90 

culture of, 96 

insects, 97 

pyramidalis, 96 
Celsia arcturua. 97 

culture of, 97 

insects, 97 
Centradenia, 97 

culture of. 97 

floribunda, 98 

grandiflora, 98 

msecto, 98 

rosea, 98 
Centropogon Lucyanns, 
98 

culture of, 98 

insects, 93 
Gentrosolenia, 99 

bractescens, 99 

bullata,99 
Cephalotus follicniaris, 
99 

culture of, 99 

insects, 
Cereus, 100 

culture of, 100 

flagelliformis, 100 

grandiflorus, 100 

bisects. 100 

McDonaldiiB, 100 

speciosissimus, 100 

splendidus, 100 

superbus, 100 

trianfrularis, 100 

Tweedei, 100 
Geroxylon andicola, 101 
Cestrum aurantiacum, 

101 
Chuondorea, 101 

elegans, 101 

Kmesti-Augusti, 101 

glaucifoliaj 101 

fframinifolia, 101 

Wendlandii, 101 
Cham^rops, 10 1 

Fortune!. 101 

hnmilis, 101 

hystrix, 101 

Palmetto, 101 

sinensis, 101 

Cheilanthes, 101 

' elegans, 102 

farinosa, 103 

fragrans, 102 

frigida, 10-2 

greenhouse species 
of, 102 

birta EUisiana, 102 

lendigera, 102 

profusa. 102 

pulchella, 102 

pulreracea, 102 

stove species of, 102 

tenuifolia, )02 
Cherry, double • bloss- 
omed, 200 
Chionodoxa Lucilin, 85 
Chirita, 102 

Moonii, 102 

sinensis, 102 

sinensis Tarlegata, 
102 
Cboisya temata, 102 

culture of, 102 
Chorozema, 102 

culture of, 102 

Henchmannii, 108 

insects, 104 

Lawrenceanum, 103 

Tarium Chandlerii, 
103 

Tarium nanum, 104 
Christmas Rose, 200 
Chrysanthemum, 104 



Crysanthemum Andro* 
meda, 105 
Anemone • flowered, 

106 
Annie Salter, 106 
Astrea,106 
Beverley, 106 
Blanche Flenr, 105 
Bob, 106 
Bois Duval, 106 
Bronze Dragon, 106 
Bronze Jardin des 

Plantes, 106 
Chang, 105 
Christine, 106 
Chrome Stella, 106 
Crimson Perfection, 

106 
culture of, 104 
Dr. Masters, 105 
Dr. Sharpe. 105 
DupontderEnre, 105 
Early Casse, 106 
Early-flo wering Pom- 

pones, 106 
Elaine, 105 
Emperor Nicholas, 

105 
Empress, 105 
Empress of India, 

105 
Fair Maid of Guern- 
sey, 105 
Fin^, 105 
Fleur de Marie, 105 
Fred Pele. 106 
General Slade, 105 
George Hand, 105 
Gloire de Toulouse, 

106 
Glnck, 105 

Golden Christine, 105 
Golden Dragon. 105 
Golden John Salter, 

105 
Golden Madame Do- 
mage, 106 
GoldenMademoiselle 

Martha. 105 
Golden Queen of 

England, 105 
Grace Darling. 105 
Guernsey Nugget, 

105 
Hendersonii, 106 
Hermoine, 105 
Hero of Magdala, 105 
niustration, 106 
insects, 106 
James Salter, 106 
Japanese, 105 
Jardin des Plantes, 

105 
Jean Uachette, 105 
Julie La^vdre, 105 
King of Crimsons, 

105 
Lady Hardinge, 105 
Lady Margaret, 106 
Lady Slade. 105 
I^dy Talfourd, 105 
large - flowered in- 
curved, 105 
large • flowered re- 
curved, 105 
Le Luxemburg, 106 
Uhic Cedo NuUi, 105 
Lord Derby, 105 
Louis Bonamy, 105 
Madame B. Bendat- 

ler, 106 
Madame C. Andi- 

gnier, 106 
Madame Desgrange, 

106 
Madame GodOlot, 106 
Mademoiselle Ajina 
Delaux, 106 



Chrysanthemum Made- 
moiselle Marthi, 
106 

Marabout, 106 

Maranerite de York, 

Marie Stuart, 105 
Marquise de Croix, 

105 
Meg Merrilies, 106 
Miss Nightingale, 

105 
Mr. Astie, 105 
Mr. George Glenny, 

105 
Mr. Gbtdstone, 105 
Mrs. Dixon, 105 
Mrs. Halliburton, 105 
Mrs. Pethers, 105 
Mrs. Bundle, 105 
Nanum, 106 
Pompones, 105 
Prince Albert, 105 
Prince Alfred, 105 
Prince of Anemones, 

105 
Princess, 105 
Princess Marguerite, 

105 
Princess of Wales, 

105 
Princess Teck, 105 
Progne, 105 
Queen of Eng^d, 

105 
Beine des Anemones, 

105 
Bob Boy, 106 
Salamon. 105 
Snowdrop, 106 
St. Croutts, 106 
St. Margaret, 105 
St Mary, 106 
Virginale, 105 
WfaJte Cedo NuUi, 105 
White Globe, 105 
White Trevenna, 105 
White Venus. 105 
Wizard, 106 
Clirysanthemum frutes- 

oens, 106 
culture of, 106 
insects. 100 
Cibotium, 106 
Barometz, 106 
greenhouse species 

of, 106 
pruinatum, 106 
regale, 106 
S(3iiedei, 106 
spectabile, 106 
Cineraria. 106 
culture of, 107 
insects, 107 
Cissus (greenhouseX 106 
antarctica, 108 
capensis, 108 
culture of, 108 
insects, 108 
quinata, 108 
Cissus (stove), 106 
culture of, 108 
discolor, 108 
gloriosa, 106 
insects, 108 
Lindeni, 106 
porphyrophylla, 106 
Citrus, 100 

Aurantium, 109 
Aurantium Bigara- 

dia, 109 
Aurantium sangui- 

nea, 109 
culture of, 109 
decumana, 109 
insects, 109 
japonica, 100 
liUnonum, 109 



Citnis nobilis, 109 
Clav^lOO 

culture of, 100 
insects, 110 
macrocarpa, 110 
macrophyUa, 110 
omata. 110 
Clematis indirisa, 110 
culture of, 110 
insects. Ill 
of sorts, 200 
Clerodendron, 111 
Balfouri. lis 
culture of. 111 
fallax. 111 
fragrans. 111 
fragrans fl. pL, 112 
insects. 114 
Knmpieri, 112 
Bollissonii, 114 
spedosum, 113 
rolendens, 118 
Thomsonas, 114 
Clethra. 114 
arborea, 115 
arborea minor, 115 
culture of, 115 
ferruffinea, 115 
insects, 115 
Clianthus magniflcns, lift 
Clianthus punicens, 115 
culture of, 116 
insects, 116 
ColMea.116 

culture of, 116 
insects, 117 
scandens, 117 
scandens pendnli> 

flora, 117 
scandens variegata, 
117 
Cocoocypselom repens, 
117 
culture of, 117 
Cochliostema JaooMa- 
num. 117 
culture of, 117 
insects, 118 
Cockscomb, 96 
culture of, 96 
insects, 96 
Cocoa, 118 

chilensis, 228 
elegantisama, 118 
nucifera. 118 
WeddelUana, 119 
CodisBum, 128 

augustifoUos, 1S9 
Crown Prince, 129 
culture of, 128 
Disraeli, 129 
Evansianus, 129 
Hawkeri, 129 
insects, 129 
Johannis, 129 
m^esticus, 129 
picturatus, 129 
)prinoess of Wales, 

129 
Queen Victoria, 129 
roseo-pictus, 129 
undulatus, 129 
volutns. 129 
Warrenli,129 
Weismannii. 129 
Williamsii, 129 
Coffea. 119 
arabica, 119 
culture of, 119 
insects, 119 
liberica, 119 
Coffee. 119 

culture of, 119 
insects. 119 
Coleonema, 119 
album, 119 
mbmm, 119 
tenuifolinm, 119 
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Colens, 119 

Allan Chandler, 119 

Gannell'8 Lorely, 110 

Conrad Rosenthal, 
119 

culture of, 110 

Bthel Baxter, 110 

Ernest Benary, 119 

Fair Maid of Kent, 
110 

George Simpson, 110 

Harry VeiUA, 110 

ninminator, 119 

insects, 120 

John Denary, 119 

Ma«|^e, 110 

Miss fiosina, 110 

Mrs. Baxter. 110 

Mrs. OeoiveSimpson, 
110 

Mrs. Knatchbull- 
Hugessen, 110 

Pompadour, 110 

Reine des Beiges, 120 

Troubadour, 120 
Columnea, 120 

culture of, 120 

erythrophea, 120 

insects, 120 

scandens, 120 
Combretum purpurenm, 
120 

culture of, 121 

insects, l.'S 
Conodinium, 122 

atrorubens, 122 

culture of, 122 

iant hlnnin . 122 

insects, 122 
Convallaria m^alis, 122 

culture of, 122 

Polygonatum, 200 
ConvolTmus mauritani- 
cus, 128 

culture of, 123 

insects,123 
Coproema Baueriana Ta* 
liegata, 123 

culture of, 123 

insects. 123 
Coral tree, 160 

culture of, 160 

insects, 170 
Cordyline indivisa, 128 

culture of, 123 

insects, 124 
Coronilla,]24 

glauca,124 

glauca variegata, 124 

Sasects,124 
CorTea,i24 

bioolor, 125 

Brilliant, 1^ 

cardinalis, 125 

culture of, 124 

insects. 125 

magniflca, 125 

speciosa, 124 

irlrens, 124 
Coiypha, 125 

anstralis, 125 

Palmetto, 101 

umbraculifera, 125 
Cocmelia rubra, 126 
Coasignia borbonica, 126 

culture of, 126 

insects, 126 
Ctaasula. 126 

Candida, 127 

spathulata, 127 
Crinum, 127 

amabile, 128 

americanum, 128 

asiaticnm, 128 

culture of, 127 

embesoens, 128 

giganteum, 128 

Sasects,128 



Crinum Lindleyanum, 128 

nervosum, 175 

omatum Herberti- 
anum, 128 

scabrum, 128 
Crocuses. 84 

Bride of Abydos, 84 

Cloth of Silver. 84 

David Bizzio, 84 

Golden Yellow, 84 

Mont Blanc, 84 

Purpureus grand!- 
florus,84 

Queen Victoria, 84 

Sir Walter Scott, 84 
Crossandra infundiouU* 

formis, 12^ 
Croton, 128 

angustifolius, 120 

Crown Prince, 120 

culture of, 128 

Disraeli, 120 

Evansianus, 120 

Hawlieri, 120 

insects, 120 

Joliannis, 120 

majesUcus, 120 

picturatus, 120 

Princess of Wales, 
120 

Queen Victoria, 120 

roseo-pictus, 120 

nndulatus, 129 

volutus. 120 

Warrenii, liO 

Weismannii, 120 

Williamsii, 129 
Crowea, 180 

culture of, 130 

elliptica, 131 

insects, 181 

latifolia, 181 

saligna major, 131 

stricta, 181 
Cupania, 181 

culture of, 131 

iUicifolia, 131 

insects, 182 

nndulata, 182 
Cuphea,132 

cinnabarina, 182 

eminens, 132 

platyoentra, 182 

cul^ of, 132 

insects, 138 

recurvata, 132 

recurvata stricta, 182 

recurvata variegata, 
133 
Curcuma, 133 

Amada, 184 

aromatica, 184 

oordata,134 

culture of, 133 

insects, 134 

Bosooeana, 134 

rubricaulis, 134 
Cyanophyllnm magnlii> 
cum. 134 

culture of, 184 

insects, 134 
Cyathea,185 

Burkei, 136 

Cunninghamll, 186 

dea]bata,136 

Dregei, 135 

grerahouse spedee 
of, 135 

medullaris, 185 

Srinoeps,185 
mithii, 185 
Cycas, 185 

Armstrongii, 185 
drdnaUs, 185 
dicinalis g)fM <i ?ft ^ 185 
culture of, 185 
insects, 185 



Cycas media, 135 

plumosa, 135 

revoluta, 135 

Biuminiana, 185 
Cyclamen, 135 

culture of, 185 

insects, 136 

persicum, 135 
Cyclanthus, 137 

bipartitns, 137 

cnstatus, 137 

plicatus. 187 

Plumieri, 137 
Cyperus, 187 

alternifolius, 187 

altemifolius varie- 
gatus, 137 

culture of, 137 

nsects, 137 

axus, 187 

laxus variegatus, 137 
Cjnpripedium spectabile, 

Cyrtoceras reflexum, 137 

culture of, 137 

insects, 138 
Cytisus. 189 

culture of, 189 

filipes. 139 

insects, 140 

racemosus superbus, 
189 



D. 

Dsemonorops, 140 

flssus, 140 

palembanicus, 140 
I Dalechampia BoenliBna 
rosea, 140 

culture of, 140 

insects, 140 
Dammara,140 

alba, 140 

Brownii,140 

Moorei, 140 

obtusa, 140 
Daphne indica, 140 

culture of, 141 

indica alba, 142 

indica rubra, 142 

insects, 142 

Japonica variegata, 

Darlingtonia califomica, 
142 

culture of, 142 
Darwlnia,200 

culture of, 201 

flmbriata, 202 

Hookerii, 202 

insects, 202 

tulipifera, 202 
Dasylirion. 142 

acrotrichum, 148 

culture of, 142 

glaucum, 143 

gracile, 148 

Inseots,143 

latifolium, 148 
Davallia,148 

aculeata,148 

bnllata, 143 

canadensis, 148 

canariensispnloheUa, 
148 

dissecta,143 

elegans, 148 

l^iensis major, 148 

greenhouse species 
of, 148 

beterophylla, 148 

Mariedi,143 

Mooreana,148 

polyantha, 148 

pvzidata,l43 

stove speicies of, 143 



, Davallia tenuifolia, 148 

Tyermanni, 148 
Daviesia. 148 

cordata, 143 

latifolia, 148 
Desfontainea spinoaa, 148 

culture of, 144 

insects, 145 
Desmodium gyrans, 145 

culture of. 145 

insects, 146 
Deutrias, 200 
Dichorisandnu 146 

albo-marginata, 146 

culture of, 146 

insects, 146 

mosaica, 146 

Saundersii, 146 

thyrsiflora, 146 

undata, 146 
Dicksunia, 146 

antarctica, 147 

culcita, 61 

fibrosa, 147 

greenhouse species 
of, 147 

squarrosa, 147 

Youngii, 147 
Didymocarpus Bexii, 823 

culture of, 328 

insects, 323 
Didymochlaena lunulata, 

Dieffenbachia, 147 

amiena, 147 

Baraquiniana, 147 

Carderii. 147 

Chelsonii. 147 

culture of. 147 

insects, 147 

Leopoldii, 147 

Wallisii, 147 
Dielytra spectabilis, 900 
Dillenia spedosa. 147 

culture of, 147 

insects. 148 
Dill wynia, 148 

floribunda, 148 

Juniperina, 148 

pungens, 148 

rudis sanguinea, 148 

spedosa, 148 
Dion edule, 148 
Dionsea musdpula, 148 

culture of, 148 

insects, 148 
Dioscorea, 148 

Anietochilus, 148 

arsyTaBa,149 

culture of, 148 

discolor, 149 

discolor vittata, 149 

illustrata, 149 

insects, 149 
Dipladenia, 140 

amabilis, 150 

amoena, 150 

boliviensLs, 150 

Brearleyana 150 

crassinoda, 160 

culture of, 140 

Houtteana, 151 

hybrida, 151 

insects, 151 

indgnis, 151 

magniflca, 151 

profusa, 151 

Rc«ina,151 

splendens, 161 

Williamsii, 151 
Dipteracanthus, 161 

affinis, 161 

HerbstU, 151 

spectabilis, 151 
Disandra proetrata, 151 

culture of, 151 

i])sect8,151 
Dodecatheon, 200 
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I>or7miitbef, 151 
coltaro of, 151 
excebtt, 161 

I>nuania(greeiihoiiMX16S 

Misti«Us«153 

oongesta, 154 

cnltore of, 15S 

iiiMCta,154 

lioeateplM 

ralnm,l64 
Dntcmuk (store), 151 

albicans, 152 

amboynensU, 152 

angnsta, 152 

BaptiiitU, 152 

Bausei, 152 

Claudia, 152 

caliare of, 152 

Earl of Derby, 152 

Fraserii, 152 

Frederic!, 158 

Ooldieaoa, 153 

gracilU, 153 

Ouilfoylei. 158 

iiuecto, 158 

Mrs. Baua«. 158 

Princess Margaret, 
153 

pnlcherrima, 158 

Bex, 153 

Shepherdli, 158 

superba. 153 

torminalis, 158 

termlnaUs alba, 158 
Dracophy Uum gracile, 164 

caltore of, 154 

insects, 155 
Drosera, 155 

capensis, 156 

culture of, 155 

dlchotoma rubra, 166 

fUiformis, 156 

spathulata, 156 
Drynaria, 156 

coronans, 156 

muscefolia, 156 

quercifolia, 156 
DycUa argentea, 156 



EoheTeria. 166 

aaaToldes, 156 

atropnrpurea, 166 

culture of, 156 

insects, 156 

metaUica, 156 

metalUca glauca, 166 

pnlTerulenta, 156 

retusa, 156 

retnsa glauca, 156 

secunda, 156 
Bgg Plant, 815 

culture of, 815 

insects, 815 
ISimia guineensis, 156 
BlaphogloBsum, 156 

Ti'Herminierii, 157 

rigidum, 157 

squamosum, 157 

yfscosum, 167 
Bmbothrium cocdnenm, 

157 
Bnoephalartos, 157 

Oi(rra,157 

HildebrandtU, 157 

horridus, 157 

TiUosus, 167 

TiUosns ampUatuB, 
157 

VroomU, 157 
Bncholirion ooralllnum, 

157 
Enkyanthus. 157 

quinqneflorus, 157 

retlculatus, 167 



Bpaois, 157 

culture of, 1^7 
I EcUpse,150 
I grandifiora nbnk, 
I 150 

I hyacinthina candi- 

diiNdnia,150 
I hyacinthina carmi- 
I nata,159 

hyacinthina fnlgens, 
150 

insects, 159 

Kinghomii, 150 

Lady Panmure, 150 

miniata,159 

miniata ^ilendens, 
159 

Mont Blanc, 159 

Mrs. Pym, 159 

Salmonea, 159 

Sunset, 159 

The Bride, 159 • 

Vesurius, 159 
Epiphyllum, 159 

Ackermannii, 160 

alatum, 160 

crenatum. 160 

culture of, 159 

insects, 160 

latifrons, 160 

speciosum, 160 

speciosum Jenldn- 
sonii, 160 

tmncatimi albo-vio- 
laceum, 160 

t. bicolor, 160 

t Bridgesi. 160 

t. Buckerii, 160 

t. salmoneum, 160 

t salmoneum mar- 
ginatum, 160 

t. splendens, 160 

t Tiolaceum grandi- 
flomm, 160 

t. Tiolaceum Snowii, 
160 

t Tiolaceum super- 
bum, 160 
Branthemum, 160 

Andersonii, 161 

aspersnm, 161 

cinnabarinum, 161 

culture of, 160 

insects, 161 

laxiilorum, 161 

pulchellum, 161 

sanguinolentum, 161 

strictnm, 161 
Erica, 161 

lemnla, 165 

AitonianaTumbuUii, 
165 

ampnllaoea obbata, 
165 

aristata superba, 165 

Austiniana. 166 

CandoUeana, 165 

CaTendishiana, 165 

cerinthoides coro- 
nata,165 

culture of, 162 

depressa multiflora, 

DeToniana, 165 
elegans, 165 
eximia superba, 166 
exquisita, 166 
Fabrieana, 166 
femiginea superba, 

166 
gracilis, 166 
gracilis Temalis, 166 
HartnelUi, 166 
hyemalis, 166 
insects, 166 
in8ignis,166 
Irbyana, 166 
Jacksonil, 166 



Erica lindleraaa, 166 

MacNabiana rosea, 
166 

Mamocldana, 166 

Massoni major, 166 

mntabilis, 166 

obbata,166 

opnlenta. 166 

Kumentierianaroeea 
166 

Paxtonii, 106 

propendens, 166 

retorta major, 168 

Shannonii Turnbnllii, 
166 

tricolor coronata, 166 

tricolor Eppsii, 166 

tricolor Wilsonii sn- 
perba, 166 

Tentricosa Bothwel- 
liana,l66 

T. coccinea minor, 166 

T. grandifiora, 166 

T. magniflca, 166 

Victoria, 166 

Wllmoreana, 166 
Briostemon, 167 

bnxifolius, 168 

culture of, 167 

cuspidatus, 168 

insects, 168 

intormedius, 168 

linearifoUus, 168 

neriifolius, 168 

pulchellus, 168 
Erythrina Orista-gallL 
160 

culture of, 169 

insects, 170 
Eucharis, 170 

amasonica, 170 

Candida. 171 

culture of, 170 

insects. 171 

Sanderii, 171 
Eugenia, 171 

apiculata, 171 

Ugnl, 171 
Euphorbia, 171 

culture of, 172 

fulgens, 178 

insects. 174 

jacquiniffiflora, 178 

lophogona, 171 

orientalis, 171 

splendens. 172 

Taleriamef olia. 171 
Enrya latif olia Taiiegaia, 

culture of, 174 

insects, 176 
Euryale ferox, 176 
Eurydes, 175 

amboinensis, 176 

anstralasica, 175 

nenrosa, 175 
Entaxia, 175 

Baxterii. 175 

myrtifolia, 176 

F. 

Fabiana imbricata. 176 
Fagelia bituminosa, 175 
Ferns, 11 

general details of cnl- 
tiTation of, 11 

insects on, 13 

propagating, 12 

temperature for, 12 
FIcns (greenhouse), 176 

creeping, 176 

culture of, 176 

insects, 176 

repenii, 176 

repens minima, 176 
Fleas (stoTeX 176 



FteDs CkMjperf, 176 

culture of, 175 

dealbata,176 

elHiniea, 176 

elastica,176 

elegans, 176 

exsculpata, 176 

insects, 176 

Paroellii, 176 

Porteana,176 
Flttonia, 176 

arcyroneura, 177 

culture of, 176 

gigantea,177 

insects, in 

mbro-nerria, 177 

Verschaffeltii, 177 
Franciacea, 177 

acuminata, 179 

calycina major, 179 

confertiflora, 179 

oonfertiflora Tazid> 
ffata,179 

cuJtnre of, 177 

eximia, 179 

Hopeana,179 

insects, 179 

Lindenii, 179 

uniflora, 179 
Francoa, 179 

appendiculata, 180 

culture of. 179 

insects, 180 

ramosa, 180 

^LeiSiUlnii, 84 

ref racta aloa, 84 
Fuchsia, 180 
Alpha. 181 
Arabella, 181 
ATalanche. 181 
Oannell's (}em, 181 
Ck>raUina, 181 
cor3rmbiflora, 181 
corymbiflora alba,181 
(^Tent (3arden Scar- 
let. 180 
GoTent Garden 

White, 181 
culture of, 180 
Delight, 181 
Depute Berlet, 181 
Dominiana, 181 
double dark Tarieties, 

181 
Earl of Beaoonsfield 

180 
Eclipse, 180 
Enoch Arden, 181 
ETening Star, 181 
Caspar, 181 
Guiding Star, 181 
HarTen Home, 181 
insects, 181 
Jeanne d*Arc. 181 
King of the Doubles, 

Kingsburrana, 181 
Lady Heytesbnry, 181 
Lord Derby, 181 
Lustre, 181 
Maid of Honour, 181 
marginata, 181 
Minnie Banks, 181 
Miss Lucy Finids, 181 
Mrs. E. Bennett, 181 
Mrs. H. Gannell, 181 
Nestor, 181 
procunibens, 181 
Rose of (SastUe, 181 
single dark Taneties, 

180 
shige light TarietieB, 

Sir Garnet Wobdey, 

181 
Sir W. G. AimstroQC. 

181 
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Fiuchia splendens, 181 
Swanley Gem, 181 
Tower of London, 181 
TiymeO! 181 
Tarieties with white 

corollas, 181 
Ware of Life, 181 



Gardenia. 181 

dtriodora, 183 

culture of, 181 

florida, 183 

Fortune!, 183 

insectfl. 188 

intermedia, 188 

intermedia variM;ata> 
183 

radicans, 183 

tadicans major, 183 

Stanleyana, 183 
Gardoqnia. 183 

GiIlii^l8S 

Hookeri. 183 

multiflora, 183 
Gastrolobinm, 183 

Drummondii, 183 

Henderaonii, 188 

Leakeanum, 183 

trilobum. 183 
Ctestronema, 183 

davatum, 188 

■anguineum, 183 
Geonoma, 183 

elegans, 183 

greciliB, 188 

seemanni, 183 

VerBchaffeltii, 184 
Oemera, 184 

albo-lutescena gran- 
diflora, 186 

Barlowii, 186 

cinnabarina, 186 

Cooperii, 186 

culture of omamen- 
tal-leaved, 185 

culture of tuberous, 
184 

Dauw, 186 

Donckelaarii, 186 

exoniensia, 186 

fulgidabicolor,186 

Klosdnifeflora, 186 

u;nea, 186 

Sifanta, 186 

insecto, 186 

Leopoldililacina,186 

ma0iiflca,186 

tnblflora, 186 

sebrina, 186 
Gladiolus Colvillei, 85 
Gldchenia, 186 

drcinata glauca, 187 

dicarpalongipinnata, 
187 

dichotoma, 187 

flabellata, 187 

furcata, 187 

greenhouse species 
of, 187 

hecistophylla, 187 

Hendelii, 187 

microphylla, 187 

pecthiata, 187 

mpestrisSglaucescens, 
187 

semi-restita, 187 

8pelunc8e, 187 

store species of, 187 
Gloriosa, 187 

culture of, 187 

insects, 188 

Plantii, 188 

Buperba, 188 

virescens, 188 



Glory Pea of New Zea- 
land, 115 

culture of, 115 

insects, 116 
Gloxinia, 188 

A. Haut, 180 

Alfred deMusset, 189 

Alice, 189 

Angeline, 189 

BML of Paradise, 189 

Byron, 189 

Obateaubriand, 189 

culture of, 188 

delicata, 189 

Don Louis of Portu- 
gal, 189 

Duke of Edinburgh, 
189 

Eblouissant. 189 

erect flowering kinds 
of, 189 

Grand Monarch, 189 

insects, 190 

James Brand, 189 

Magenta Queen, 189 

M. Alphand, 190 

M. Giiret, 190 

Mogul, 190 

Mr8.WilliamBull,190 

Mr. Thomas Binney, 
189 

Ne Plus intra, 190 

Panth^re. 180 

pendent varieties of, 
189 

Scarlet Gem. 189 

The Czar. 189 

Washington, 190 

Wilhehuine. 190 
Gnidia,190 
Gomphia, 190 

decora, 190 

obtnsifolia. 190 

Theophrasta, 190 
Gompholobium, 190 

barbigerum, 192 

culture of, 190 

insects, 192 

polymorphum splen- 
dens, 192 
Gomphrena, 192 

culture of, 192 

insects, 193 
Goniophlebium, 198 

appendiculatum, 103 

glaucophyllum, 193 

greenhouse species 
of, 193 

lepidopteris, 198 

menisciifolium, 198 

snbauriculatum, 103 

squamatum, 198 

stove species of, 193 
Greenhouse, construction 
of, 1 

form of, 1 

position of, 1 
GrevUlea, 193 

culture of, 198 

insects, 193 

robusta, 193 

rosmarinifolia, 198 
Grias,193 

canliflora. 198 

culture of, 193 

Fendlerii, 198 

zamorensis, 193 
Griffinia, 194 

Blnmenavia, 195 

culture of, 194 

hyacinthina maxi- 
ma, 195 

insects, 196 

omata, 195 
Guelder Rose, 200 
Guernsey Lily, 260 

culture of, 260 

insects, 260 



Guilielma, 106 

8pecioaa,196 

ntUis, 196 
GuzmannJa, 196 

Dicta, 196 

tricolor, 106 
Gymnogramma, 196 

calomelanos, 196 

chrysophy Ua Lauche- 
ana. 196 

chrysophylla Lauche- 
ana grandiceps, 196 

lanata. 196 

Marten8U,196 

peruviana argyro- 
phvlla, 196 

pmcnella, 196 

sulphurea, 196 

taitarea,196 

tomento6a,196 

Wettenhalliana, 196 



Habranthus, 196 

Andersonii, 196 

Andersoni texanns, 
196 

fulgens, 196 

hesperius, 196 

pratensis, 196 

roseus, 196 
Habrothamnus, 196 

carminata rubra, 197 

coocinea, 197 

culture of, 196 

elegans, 197 

fasciculatus, 197 

insects, 198 

tomentosus, 197 
Hnmadictyon nutans, 198 

culture of, 196 

insects, 198 
Hsemanthus, 198 

albiflos, 199 

carinatus, 199 

coodneus. 199 

culture of, 199 

insects, 199 

insignis, 199 

magniflcus, 199 

multiflorus, 199 

PumUio, 199 

sanguineus, 199 
Hardenbergia, 199 

andomariensis, 199 

digitata, 199 

Lindleyana, 199 
Heaths, 161 

culture of, 162 

insects, 166 
Hebeclinium, 200 

atrorubens, 200 

culture of, 200 

iantbinum, 200 

insects, 200 
Hedaroma, 200 

culture of. 201 

flmbriatum, 202 

Hookerii. 202 

insects, 202 

tuliplfemm, 202 
Hedychium. 208 

angustifolium, 208 

ooronarium, 206 

culture of, 203 

Gardnerianum, 208 

gradle, 203 

msects. 203 

longifolium, 203 

thjTsiforme, 208 
Heliconia, 203 

aureo-striata, 208 

metallica, 204 

vinosa,204 
Heliotropium. 204 

culture of, 204 



Heliotropium Duchess of 
BtUnburgh, 204 

insects, 204 

LadyMolesworth,204 

President Garfield, 
204 

Swanley Giant, 204 

The Queen, 204 
Helleborus niger, 200 
Hemiandra, 204 

emarginata, 204 

pungens, 204 

mpestris. 204 
Hexaoentris lutea, 205 

mysorensis, 204 

culture of, 205 

insects, 205 
Hlbbertia, 206 

Cunninghamii, 206 

dentata, 206 

volubilis, 206 
Hibiscus, 206 

Oameronii, 207 

culture of, 206 

insects, 207 

marmoratus, 207 

Bosa sinensis bril- 
liantissimus, 207 

B. s. Collerii, 207 

R. s. Dennisonii, 207 

R s. miniatus semi- 
plenus, 207 

R. s. schizopetalns, 
207 

R. a zebrinus, 207 
Hippomane apinoaa, 208 
Hovea, 208 

CeisU. 208 

culture of, 208 

insects, 210 

pungens. 210 
Hoya (greenhouse), 212 

camosa, 212 

camosa picta, 212 

camosa variegata, 212 

culture of, 215 
Hoya (stove), 210 

beUa,211 

campanulata. 210 

dnnamomifolia, 210 

culture of, 210 

Cunninghamii, 210 

globulosa, 211 
nperialis, 210 
insects. 211 
lasiantha, 211 
linearis, 211 
paUidiflora, 211 
Piuctony.211 
Shepherdii, 211 

Humea elegans, 212 
culture of, 212 
insects, 212 

Hyadnths, 84 

Alba maxima, 84 

Amy. 84 

Baroness Van Tuyll, 

84 
Baron Van Tuyll, 84 
Bird of Paradise, 84 
Blocksberg, 84 
Charles Dickens, 84 
Croesus, 84 
De Oandolle, 84 
double blue, 84 
double red. 84 
double white, 84 
double vellow, 84 
Dr. Livingstone, 84 
Due de Malakoff, 84 
Early Blue. 84 
Early White, 84 
Fabiola, 84 
FlorenceNightingale, 

84 
Garibaldi, 84 
Garrick, 84 
General Havelock, 
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Index, 



Hjadiitii, Onuid Dodi- 

CM,M 

OfmadMrUfarreaia, 

84 
OnuidIila«,84 

Oimnd Vainquenr. 84 
Grande Vedette, 84 
Orootroorat, 84 
Hmrdii,84 
HerioM, 84 
Ida, 84 

KiiiffoftheBlii«i,84 
Koh-i-noor. 84 
Lady Derby, 84 
La Orandenr. 84 
L'Ami da Ccrar, 84 
La Toor d'AoTergne, 

84 
Lanrena Kocter, 84 
Laonldaa, 84 
LTnnocencse, 84 
Lord Palmenton. 84 
Lord Wellington, 84 
Lonifl Philippe, 84 
L'Uniqae, 84 
Maouuay, 84 
Madame Van der 

Hoop. 84 
Mont Blanc, 84 
Mm. Beecher Htowe, 

84 
Obelisk. 84 
Orondatet, 84 
President Lincoln. 84 
Prince of Waterloo, 

84 
Prinoeee Mary of 

Cambridge, 84 
Prlnceu of Waleii, 84 
Queen of the Nether- 
lands. 84 
Queen Victoria, 84 
Robert Hteiger, 84 
Boman, 84 
■Ingle blue, 84 
single lilac and 

mauve, 84 
■ingle red. 84 
■ingle white, 84 
■ingle yellow, 84 
Sir Henry Havelock, 

84 
Rlr John Lawrence, 84 
The Hhah, 84 
Van Kpeyk, 84 
Von Hchiller. 84 
Hyaointhus candicans, 86 
Hydrangea, 212 
culture of, 218 
Hortensia, 214 
insects, 214 
Japonica, 214 
}aponica argentea 

Tariegata, 214 
Japonica aurea Tarie- 

gata,214 
Otaksa, 214 
panicuhita, 214 
■teUatafl.pl., S14 
Thomas Hogg, 214 
Hymenocallis, 127 
oarriblMea, 128 
culture of, 127 
insects. 128 
macrostephana, 188 
■peciosa, 128 
Hymenodium crinitnm, 

Hymenophyllum, 214 
aaplenioides, 214 
oaudiculatum, 214 
orlspatum, 214 
demissum nitidum, 

214 
•xsectum, 214 
flabeUatum, 214 
tnterruptura, 214 
jaTanicom, 214 



HyBieuopbj nmn nrattt* 
fldmn, 214 
pectinstom, 214 
polc hei I im tun, 214 
Tnnbridgeose, 214 
imilaterale, 214 



Imantophyllam, 214 
AitonU, 215 
culture of , 215 
1,215 
nm.215 
m. splendens. 216 
m. rar. Bfartha Bei- 
mers, 215 
Impatlens, 215 
culture of, 215 
flaoeida,217 
flacdda alba, 217 
insects, 217 
Jerdonin, 215 
repens, 217 
Sultani, 217 
India-rubber plant, 175 
culture of, 175 
insects, 175 
Indigofera. 217 
australis, 217 
decora, 217 
Insects on Ferns, 13 
on Palms, 14 
on stoTe plants, 11 
Iponuea, 217 
alatipes, 219 
culture of, 217 
Oerrardii, 219 
Horsfallhe, 219 
insects, 219 
Learii, 219 
Thompsoniana, 219 
Iriartea andicola, 101 
Isolepis, 219 

culture of, 219 
gracilis, 219 
insects, 219 
Ixias,85 

Brutus, 85 
Glory, 86 
Oolaen Drop, 86 
Hypatia, 86 
Ladv Slade, 85 
LaTinia, 86 
magniflca, 86 
Prestios, 86 
Titus, 85 
Vulcan, 86 
Ixora, 219 
alba. 221 
amabiUs, 221 
amboynensis, 221 
coccinea, 221 
Colei, 221 
culture of, 219 
Dixlana, 221 
Duffii, 221 
Fraserii, 221 
OriiBthii, 221 
insects, 221 
JaTani<k 221 

Prince of Orange, 221 
princeps, 221 
profnsa, 221 
" 221 

,221 

J. 

Jasminnm (greenhonaeX 
22S 
axoricuro, 223 
grandiflorum, 223 
neterophvllum, 22S 
odoiaiUnmum, 228 



cnltiiFe of, 222 
Dnchesss d'Orieana, 




222 

223 

folioni, 82S 

A 222 
Sambac, 222 
Hamhac fL pL, 228 



A«)ca,228 
Joiianils,85 
double, 85 
Qoeen Anne's double, 

85 
■ln|^0ampenielle,85 
'" ' sweet-eoented. 



■i^le 1 



the SQTer. 85 
JnbMk spectabilis, 228 
Jnaticia, 223 
Gamea,228 
ooccinea,224 
culture of, 228 
insects, 224 
lilacina,224 
splendmis, 224 



Kalmias, 200 

Kalosanthes, 224 
bicouTexa, 225 
coccinea, 225 
culture of, 224 
Frederick Desbois, 

226 
insects, 226 
Jasminea,226 
Madame Oelest.e 

Winans, 226 
miniata,226 
PhoBuix, 225 

Kennedya,225 
culture of, 225 
Fredwoodii, 226 
inophylla, 226 
insects, 226 
Makoyana,226 
Marryatt«, 226 
monophylla, 226 
nigricans, 226 
ovata purpurea, 226 
rubicunda, 226 

Kentia.226 

australis. 226 
Belmoreana, 226 
Oanteryburyana, 226 
Fosteriana. 226 
Wendlandiana, 226 

L. 

Lachenalia, 226 
culture of2227 
fragrans, 227 
insects. 227 
Nelsonii, 227 
pendula, 227 

aoadricolor, 227 
srina,227 

tricolor, 227 
Lagerstrcemeria, 227 

culture of, ixi 

insects, 228 
Lalage,228 

omata, 228 

tenuifolia, 228 
Lambertia. 228 

f ormoea, 228 

iinifloia,228 



228 



Bof^22S 
Dirtinction, 228 
P oa Cah net, 228 
FkTovrita^cn 
Heriooe, 228 
fsBooence, 228 
inMCti^t28 
LaNeige,2S8 
Le 8t]rx,228 
Magenta King, 228 
Mona. Booder Cfaan- 



Bayon de Solid, 228 
lApageria. 228 

culture of, 229 

ln8ecta,2Sl 
Tardiwhala Uternata, 

281 
Laaiandiamacrantha, 2S1 

macrantha flori- 
bnnda,2Sl 

culture of, 281 

insects, 238 
Larti«a,284 

aristata ▼ariegata,234 

decompocita, 284 

decnrrens, 234 

greenhouse species 
of. 284 

melanocaukm. 284 

membranifolia, 234 

patens, 284 

■toTe species of, 234 



anrea, 284 

borbonica, 240 

rubra, 234 
Lattice Plants, 264 

culture of. 264 
Laumstinus, 200 
Ledums, 200 
Lemon, the. 109 
Leschenanltia, 234 

Baxteri major, 236 

biloba major. 284 

culture of, 234 

formosa,236 

intermedia, 286 
Lencadendron aigen- 

teum, 236 
Lencopogon, 286 

Ounninghamii, 236 

juniperuus, 236 

Bichei, 236 
libonla floribunda, 236 

culture of, 286 

insects, 237 
Licuala,287 

grandis, 287 

horrida, 287 
light for greenhouse 
plants, 2 

for stoTe plants, 2 
lilacs, 200 
Iilinm,237 

auratum, 238 

culture of, 287 

eximium, 238 

fldganteum, 288 

fiarrisii. 288 

insects, 238 

l^ponicum, 288 

Krameril, 288 

Parinnanii, 288 

philippinenae, 238 

■peaosum album, 288 

■pecioeum pnnicta- 
tam, 238 

nedosnm rabram, 
238 

Thanbergianam 



Thunbergianum 

grandiflomm, 238 
WalUchianum, 238 
Wastdngtonianom, 
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Lay of the Valley. 122 

oaltare of, 122 
Lbmm. 238 

cnltare of, 238 

flaTom, 238 

insects, 238 

trigyntun, 238 
Lisiantfius Buasellianiu, 
238 

cnltare of, 289 

huects, 239 
Litobrochia, 239 

aurita, 239 

daTallioides, 239 
littonia modesta, 239 
LiTistona, 239 

altisfdma. 240 

atutialis. 125 

chinensis, 240 
Lomaria, 240 

^cadifolia, 240 

iJalgainiBife, 240 

discolor, 240 

Fraserii, 240 

gibba, 240 

gibba crispa, 240 

Zamiflpfolia, 240 
Lomatia,240 

culture of. 240 

elegantissima, 240 

insects, 240 

silaifolia, 240 
Lophospermum, 240 

cnltare of, 240 

erubescens, 240 

embescens macnla- 
tam,240 

Hendersonii, 240 

insects, 240 

scandens, 240 
Locolia gratissima, 241 

cnltare of, 241 

insects, 242 

Pinoeana, 242 
Lycopodiom, 312 

africana, 313 

apus, 818 

argentea, 818 

ca!8ia.3l2 

califomica, 818 

oondnna, 813 

culture of, 312 

cuspidata, 313 

denticnlata, 318 

Qaleotti, 813 

helvetica, 318 

involTens. 313 

Kraussiana, 813 

laBTigata, 818 

Lobbii, 813 

Lyallii, 313 

llartenfiii variegata, 
818 

flumosa, 818 
►oulterii, 818 
nibricaulis, 318 
serpens, 313 
stolonifera, 813 
nmbrosa, 313 
uncinata, 318 
variabUis, 313 
Victoriie. 818 
Wallichil, 313 
WUdenovU, 818 
Lygodium. 242 
articulatum, 242 
greenhouse specieM 

of, 242 
iaponicnro. 242 
lanceolatum, 242 
polystachyum, 242 
icandens, 242 
stove species of, 342 

M. 

Bfackya bella, 242 



Mackaya bella, cnltore 
of. 242 

insects, 248 
Macleania, 243 

culture of, 243 

insects, 243 

longiflora, 248 

pulchra, 243 

spedosissima, 248 
Macrozamia, 243 

alindrica, 243 
ackenzii, 243 
plumosa, 243 
Magnolia f uscata, 248 
culture of, 243 
insects, 244 
Mandevilla suaveolens, 
244 
culture of, 244 
insects, 245 
Manettia, 246 
bicolor, 245 
culture of, 245 
insects, 246 
micans, 246 
Maianta,246 

albo-lineata, 246 
bella, 246 
concinna, 246 
culture of, 246 
inscripta, 246 
insects. 247 
leopardina, 246 
leuconeura Mi 

geana, 246 
Makoyana, 246 
nitens, 246 
orbifoiia, 247 
omata, 247 
pruinata, 247 
pulchella, 247 
regalis. 247 
roseo-lineata, 247 
Seemannii, 247 
Veitchii, 247 
vittata, 247 
Warscewicril, 247 
Marattia, 247 
alata,247 
Cooperi, 247 
slogans, 247 
greenhouse 

of, 247 
stove n>ecie8 of, 247 
Marcgraavia, 247 
culture of, 247 
insects, 247 
paradoxa, 247 
picta, 247 
Marguerites, 106 
culture of. 106 
insects, 106 
Martinezia, 247 
granatensis, 247 
IJndenli, 247 
Maurandya, 247 

antirrhiniflora, 247 
Barclayana, 247 
insects, 247 
semperflorens. 247 
Medeola asparagoideSfSfl 
culture of, 255 
insects, 256 
Medinilla, 248 
amabilis, 249 
culture of, 248 
insects, 249 
magniflca, 249 
'Sieboldii. 249 
Menziedas, 200 
Metrosideros, 249 
dliata, 249 
floribunda, 249 
florida, 249 
Meyenia erecta, 249 
culture of, 250 
insects, 250 
Microlepia, 250 
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Microlepia anthrisdfolia, 
260 

greenhouse species 
of, 250 

hirta cristata, 250 

platyphylla, 250 

scabra, 250 

stove species of, 250 
Mignonette, 297 

culture of, 297 

insects, 298 
Mikania,250 

culture of, 250 

insects, 250 

scandens, 250 

suaveolens. 250 
Mimosa prostrata, 250 

culture of, 250 

insects, 250 
Mirbelia,251 

Baxterii. 251 

floribunda, 251 

pungens, 251 
Mitraria coocinea. 251 

culture of, 251 

insects. 252 
Mohria thurifraga, 252 
Monochietum. 252 

culture of, 252 

ensiferum, 252 

Humboldtii, 253 

Lemonianum, 252 

sericeum multi- 
florum. 252 
Monstera delidosa, 277 
Movinx Plant, the, 145 

culture of, 145 

insects, 146 
Muraltia. 252 

flliformis, 252 

Heisteria, 252 

humilis, 252 
Mu8a.252 

Gavendlshii. 258 

coccinea, 253 

culture of. 252 

Ensete, 2.')S 

insects. 258 

sapientum vittata, 253 
Musstenda frondosa, 258 

culture of, 258 

insects, 254 
Mutlsia, 255 

Clematis, 255 

culture of, 255 

decurrens, 255 

insects, 255 
Myisiphyllum aspara- 
ffoides, 255 

ctuture of, 255 

insects, 256 
Myrtle, 256 

culture of, 256 

insects, 256 
Myrtus, 256 

communis augusti- 
folia, 256 

c Jenny Beichen- 
bach, 256 

c. latif oMa, 256 

c. latifolia plena, 256 

culture of, 256 

insects, 256 



N. 

Nelumbium, 256 
culture of. 256 
luteum, 256 
speciosum, 256 

Nepenthes, 256 

ampullacea picta, 2^9 
bicalcarata. 259 
CourtU. 259 
culture of, 257 
dlstillatoria, 259 
Dominiana, 259 



Nepenthes Hookeri. 259 
hy brida maculata, 259 
insects, 259 
lanata, 259 
Lawrenceana, 269 

Mastersiana, 269 
Morganiae, 259 
Bamesiana, 259 
Bajah, 259 
robusUk, 259 
sanguinea, 259 

Sec^nii. 259 

Williamsii, 259 
Nephrodium, 259 

denticulatum, 269 

greenhouse species 
of. 259 

lucidum, 259 

molle, 259 

molle oonfluens. 260 

molle corymbiferum, 
260 

pubeeoens. 269 

stove species of, 259 

villosum, 259 
Nephrolepis. 260 

acuta, 260 

davfOlioides, 280 

davallioides furoans* 
260 

exaltata,260 

greenhousd species 
of, 260 

pectiuata, 260 

pluma, 260 

stove species of, 20O 
Nerine, 260 

corusca, 260 

corusca major, 200 

culture of, 280 

elegans, 260 

elegans carminata.260 

elegans coerulea, 260 

FottiergiUi, 26'» 

Fothergilli major, 200 

humilis angustifolia, 
260 

insects, 260 

Plantii, 260 

pudica. 260 

rosea, 260 

samiensis, 260 

venusta, 260 
Nerium, 260 

album, 262 

culture of, 261 

insects, 262 

splendens, 262 

variogatum, 262 
Nertera depressa, 200 
New Zealand Flax, 279 

culture of, 279 

insects, 280 
Nicotiana affinis, 262 
Nidularium, 262 

culture of, 262 

cyaneum, 262 

fulgens. 263 

Innocentii, 268 

insects, 268 

LaurentU, 268 

Meyendorffii, 268 

Scheremetieurii, 263 

spectabile, 263 
Nothocliena^ 263 

chrysophylla, 268 

Eckloniana, 268 

greenhouse species 
of. 263 

lanuginosa, 263 

MarantiB,263 

nivea, 263 

rufa, 268 

stove species of, 268 

tenera, 263 

tomentosa, 268 
Nymphsea. 268 

blanda,26S 
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Njmphna coemlea, 208 
cmtnre of, 263 
dentata,268 
devonien&is, 263 
Lotus, 268 



nibTa,268 
scatifolia, 263 

o. 

CEnocarpiu, 263 

BAtaTa,264 

dealbatofl. 264 

friffida«.264 
Oleander, 260 

cnltare of, 261 

tiiflects,262 
OnuDfce, 100 

bitter, 109 

Blood, 109 

culture of, 100 

insects, 109 

Mandarin, 109 * 

Shaddock, 109 

small Otaheite, 109 

sweet-fraited, 109 
Orchis foliosa, 200 
Oreopanaz, 264 

colture of. 264 

dactylifolium, 264 

insects, 264 

plantanifoliam, 264 
Omithogalnm auream.85 
Othonna crassifolia, 264 

culture of, 204 

insects, 264 
OuTirandra, 264 

Bemeriana, 265 

culture of, 264 

fenestrallM, 265 
Ozylobium, 265 

capitatum, 265 

elflpticum, 265 

Osbomii, 265 

Pulteneae, 266 

P. 

Palms, 18 

general details of cul- 
ture of, 13 

insects on, 13 
Panax fruticosam, 265 
Pancratium, 265 

amboinense, 176 

australasicum. 175 

culture of. 265 

fragrans, 265 

insects, 265 

rotatum, 266 

speciosum, 266 

seylanicum, 266 
Pandanus, 266 

culture of, 266 

elegantissimus, 266 

fframinifolius, 266 

insects, 267 

JaTanicus variegatus, 
267 

reflexus, 267 

ntUis, 267 

Vandermeerschii, 267 

Veitchii, 267 
Papyrus, 267 

antiquorum. 267 

culture of, 267 

insects, 267 

syriacus. 267 , 
Passmora (greenhouse), 
269 

Gampbellii, 269 

coeruleo-racemosa,269 

edulis, 269 

Imperatrioe Eugenie, 
269 



Passiflora onychina, 269 
palmata, 269 
sanguinea, 209 
Passiflora (stove), 287 
alata,260 
amabilis, 260 
Buonapartea, 200 
cardinalis, 260 
culture of, 267 
Decaisneana, 260 
insects, 260 
kerroesina, 200 
Loudonii, 209 
princeps, 269 
quadrangularis, 260 
quadrangularis aucu- 
biefolia, 269 
Paullinia. 209 
culture of, 260 
insects, 260 
oceanica. 260 
thalictrifolia, 260 
PaTetta, 269 

borbonica, 209 
caffra, 270 
culture of, 270 
inHects, 270 
PaTonia, 270 

culture of, 270 
Maknyana, 270 
Wiotii. 270 
Pelargonium, 270 
Achievement, 272 
Acme, 272 
Ambassador, 272 
Anna Pfltzer, 273 
Ardens, 274 
Attraction, 272 
Aureum margina- 
tum, 273 
Baroness Burdett 
Coutts, 273 

Beauts de Lyon, 273 

Blandfordianum, 274 

Blue BelL 272 

Bridesmaid, 272 

Brightness, 272 

Bronze Queen, 278 

Cape species and 
varieties, 274 

Chameleon, 272 

Charlemagne, 272 

Chieftain, 273 

Chimene, 272 

Clara Pfltzer, 272 

Claribel, 272 

Cloth of Silver, 272 
Commander-in-Chief, 
272 

Conspicuum, 274 

Comet. 272 

Corregio, 272 

Corsair, 272 

Crimson Unique, 274 

Criterion, 272 

Cromwell, 272 

culture of, 270 

Decorator, 272 

Defiance, 272 

Delicatum, 272 

Denticulatum majns, 
273 

Desdemona, 272 

Diadem, 273 

Dollv Varden, 278 

Duchess, 272 

Duchess of Bedford, 
272 

Duchess of Edin- 
burgh. 272, 278 

Duke of Connaught, 
272 

Duke of Edinburgh, 
273 

Earl of Beaconsfleld, 
272 

Echinatum, 274 

Edith Pearson, 278 



Pelargonium Emilie Ev* 
rard,272 
Emperor of Brazil, 278 
Emperor of Russia, 

273 
Erectnm, 274 
Etna. 272 
Euraka.273 
Eva Fish, 278 
fancies, 272 
Fanny Catlin, 273 
Fanny Gair, 272 
fllicifolium odoia- 

tum, 273 
FirebaU, 272 
Oathome Hardy, 278 
Oem of Tricolois, 278 
General Farre, 273 
Gilt with Gold, 278 
Gloire d'Orleans, 278 
Godfrey Turner, 272 
Golden Bronze, 273 
Golden Harry Hie- 
over, 273 
Golden tricolors, 273 
grande odoratum, 

278 
Henry Beurier, 273 
Henry Jacoby, 278 
Hermla,278 
Heroine, 273 
Horatius, 273 
hybrids of the Unique 

type, 274 
Illuminator, 272 
Improvement, 272 
Indian Chief, 272 
Innocence, 278 
insects, 274 
Ivanhoe, 273 
Ivy-leaf, 278 
J. C. Musters, 278 
Jeanne d'Arc, 272 
Jewess, 273 
John Downie, 278 
Joyful, 278 
Kingston Beau^, 272 
Lady Blanche, 272 
Lady Dorothy Nevill, 

278 
Lady of the Lake, 

272 
La France, 278 
Last of the CUui, 273 
L'Elegante. 278 
Little Oem, 274 
Lord Clyde, 272 
Lord E. CecU, 278 
Lucy, 272 
Lu<^ Lemoine, 272 
Madame Colson, 278 
Madame Crousse, 273 
Madame E.Galle. 273 
Madame Francois 

Deebois, 273 
Madame Gewitzki, 

274 
Madame Leon Dalloy, 

278 
Madame Maurice 

Aubrey, 273 
Madame Sainton- 
Dolby. 272 
Madame Thibant,272, 

273 
Madame Vaucher, 278 
Maid of Honour, 272 
Maid of Kent, 272 
Marshal MacMahon, 

273 
Mary Hoyle, 272 
Master Christine, 278 
Meteor Flag, 278 
Minnie Warren, 278 
Miss Goring, 278 
Miss - in - her - Teens, 

272 
Monarch, 272 



Pelaigonium Monsieur 
Ed. Avend, 278 
Monsieur Gelein Low- 

agie, 273 
Monsieur Bonillard, 

272 
Mont Blanc, 278 
Mr. H. Gannell, 273 
Mr. John Hayes, 272 
Mr& CoL WflUnsoo, 

278 
Mrs. Cordon, 273 
Mrs. Daniels, 278 
Mrs. Dunnett, 278 
Mrs. George, 273 
Mrs. Harrison Weir, 

278 
Mrs. H. Cannell, 278 
Mrs. Henry Cox, 273 
Mrs. H. LitUe, 273 
Mrs. John Hayes, 272 
Mrs. Kingsbury, 274 
Mra. Laing,278 
Mrs. Lewis Lloyd, 272 
Mrs. Maxwell Bias* 

ters, 278 
Mis. Patchitt, 278 
Mrs. R. B. Po8tans» 

273 
Mn. William Davis, 

272 
Neatness, 272 
Nemesis, 278 
Nosegays, 273 
Peltatum elegana, 278 
Pericles, 272 
Peter Grieve, 278 
Pladdum, 272 
Pompey, 272 
President Leon 

Simon, 278 
President McMahon, 

273 
Prince SUverwings, 

273 
Princess Beatrice, 278 
Princess of Prussia, 

278 
Purple Gem, 272 
Queen of Scots, 272 
Queen Victoria, 272 
quercifolium, 274 
querdfolium minus, 

274 
Radula major, 278 
Bed Gauntlet, 272 
Bepresentant Baa- 

dii^278 
Bob Roy, 272 
Roi des Fantasies, 

272 
Roi des Violets, 273 
Rollisson's Unique, 

274 
Rosy Mom, 274 
semperflorens, 274 
semperflorens Spot- 
ted Gem. 274 
Samuel Plimsoll, 278 
Scarlet Gem, 272 
scented leaved. 272 
SoottishChieftain,272 
show varieties, 272 
Sidoniaoum, 274 
silver cloud, :f72 
silver tricolors, 278 
Sir a Napier, 278 
Souvenir de Carpeux, 

278 
Spencer, 278 
Stanstead Bride, 278 
Statesman. 272 
Sunbeam, 273 
Sunray. 278 
Swanley Bronze, 278 
The Shah, 272, 278 
Thomas King, t72 
Titania,S78 
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PeluYonium Ventu, 272 

ye8oria8,27S 

Virginale, 272 

Virgin Qaeen. 272 

Viscountess Cran- 
brook, 273 

Warrior, 272 

WiUiam Smith, 272 

Wonderful, 273 

«>nals,272 

Zulu, 278 
Pentaa, 274 

camea. 274 

culture of, 274 

Insects, 274 

kermesina, 274 
Peperomia, 274 

ar^rea yariegata, 275 

cnltnre of, 275 

insects. 275 

microphylla. 276 

nummulariffif oUa, 275 

proetrata, 275 

Verschaffeltii, 275 
Pemettyas, 200 
PetnBa.275 

culture of, 276 

erecta,275 

insects, 275 

mgoea, 275 

volubilis purpurea, 
275 
Petunia. 275 

Adolphe Weicke, 276 

Alice, 276 

Antagonist. 276 

Bacchus, 276 

Beauty of Bonny* 
mede, 276 

Cannell's Farourite, 
276 

Clairvoyant, 276 

Cripuscule, 276 

culture of, 276 

DistincUon. 276 

doubles, 276 

Dr. Denny, 276 

Dr. Hogg, 276 

Duchess of Edin- 
burgh, 276 

elegans, 276 

EniDleme, 276 

Fascination, 276 

insects. 276 

Lady of Plymouth, 
276 

marginata. 276 

Marie Seabrook. 276 

M. Buchner, 276 

Mdme. de Poulteroy, 
276 

Mdme. Bendatler,276 

Minnie Evans, 276 

Mr. E. Owen, 276 

Mrs. A. Mayes. 276 

Hrs.H. Cannell,276 

Mrs. H. Wellam, 276 

Mrs. S. Hibberd, 276 

Mrs. W. Elder. 276 

posthumia, 276 

reticulata, 276 

roseate, 276 

singles, 276 

The Hon. Mrs. Legge, 
276 
Philesiabuxifolia,276 

culture of, 276 

insects, 277 
PhOodendron, 277 

culture of, 277 

erubesoens, 277 

insects, 277 

Lindenii, 277 

pertusum, 277 

pinnatifldum, 277 
Phc^cophorium sechel- 

larum, 277 
Phcenix, 277 



Phoenix dactylifera, 277 

redinata, 277 

rupicola, 277 
PhcBuocoma prolifera, 
277 

culture of, 278 

insects, 279 

prolifera Bamesii, 
270 
Phormium tenax, 270 

culture of, 279 

insects, 280 

tenax Colensoil, 280 

tenax variegata, 280 
Phyllocactus, 160 

Ackerroannii, 160 

alatum, 160 

crenatum. 160 

culture of, 160 

insects, 100 

latifrons, 160 

specioeum, 160 

spedosum Jenkin- 
sonii, 160 
Phyllogathis rotundi- 

folia, 280 
Phyllotsenium Lindenii, 

280 
Physianthus, 280 

albens, 280 

auricomus, 280 

culture of, 280 

insects, 280 
Pimelea, 280 

culture of, 281 

decussata, 282 

elegans, 282 

Hendersoni. 282 

hispida, 282 

insects, 283 

mirabms,282 

Neipperriana, 282 

spectabuis rosea, 281 
Pine-apple, variegated, 89 

culture of, 89 

insects, 89 
Phiks, 200 

Pitcher Plant, New Hol- 
land. 99 

culture of, 99 

insects, 99 
Pitcher Planto, 256 

culture of, 257 

insects, 259 
Planting out stove plants, 

7 
Plants (greenhouse), 1 

air for, 2 

general remarks on, 1 

fight for, 2 

potting, 4 

propagating, 6 

shade for, 3 

soU for, 4 

tying. 5 

water for, 8 
Plants (hardy herba- 
ceonsX 199 

culture of, 199 
Plants (stoveX 6 

air for, 9 

general remarks on, 
6 

insects on, 11 

liffht for, 8 

planting out, 7 

propagating, 10 

shade for, 9 

soil for, 10 

temperature for, 8 

tying, 10 

water f or jlO 
. Platycerium, 288 

aldcome, 288 

bif orme, 288 

grande, 288 

greenhouse [spedes 
1 of, 288 



Platycerium stemmaria, 
283 

stove species of, 288 

Wallichii, 283 

Willinkii,283 
Platylobium, 283 

culture of, 283 

formosnm, 283 

Murrayanum. 283 

triangulare, 283 
Platyloma, 283 

brachyptera, 283 

Brownri, 283 

flexuosa, 283 

greenhouse spedes 
of, 288 

intermedia, 288 
Pleroma elegans, 283 

culture of, 284 

insects, 285 
Plumbago capensls, 285 

culture or, 286 

insects, 287 
Plumbago rosea, 287 

culture of, 288 

insects, 280 
Podolobium, 289> 

berberifolium, 289 

heterophyllum, 289 

trilobatum. 289 
Poinsettia pulcherrima, 
280 

culture of, 289 

insects, 290 
Polianthes tuberosa, 290 

culture of, 290 

insects, 200 
Polyanthus Narcissus, 84 

Bazelman major, 84 

early double Roman, 
84 

early single Roman, 
84 

early Paper- white, 84 

Grand Monarque, 84 

Orootvoorst, 84 

Louis Le Grand, 84 

Queen of the Nether- 
lands, 84 

SoleU d^Or, 84 

Staten General, 84 
Polygala, 290 

culture of, 201 

Dalmaisiana. 292 

filiformis.252 

Heisteria, 252 

humilis, 252 

insects, 202 

oppositifolia, 292 
Polypodium. 293 

eflFusum, 293 

greenhouse spedes 
of, 208 

nigrescens, 293 

Paradisie, 298 

pectinatum, 293 

plumosum, 293 

sanctum. 293 

stove spedes of, 298 

trichoides, 293 
Polystichum, 293 

denticulatum, 298 

greenhouse spedes 
of, 293 

ordinatum, 293 

proliferum, 298 

nnngens, 203 

VM^inim, 2d8 
Portlandia. 293 

eocdnea, 293 

nandiflora, 298 

insects, 298 

platantha, 208 
Posoqueria, 203 

culture of, 208 

insects, 204 

longiflora, 293 



Posoqueria multifloxa, 

208 
Pothos,204 

argyreeea, 204 

argyreeea macro - 
phylla,204 

anrea,294 

culture of, 294 

flexuosa, 204 

insects, 204 
Potting greenhouse 

plants, 4 
Pratia. 204 

begonifef olia, 294 

corvmbosa, 204 

culture of, 204 

insects, 204 

Uttoralis, 204 
Primula, 206 

Chinese, 206 

cortusoides amoana 
206 

culture of, 205 

insects, 206 

japonica, 206 

Sieboldii, 206 
Pritchardia, 206 

Martii, 206 

pacifica,206 
Pronava elegans, 206 

culture of, 296 

insects, 296 
Propagating Ferns, 12 

greenhouse plants, 6 

stove plants, 10 
Prostanthera, 206 

lasianthos, 296 

linearis, 296 
Prunus, 200 

Psychotria Jasminiflora, 
296 

insects, 296 
Pteris,207 

argynea,207 

aspericaulis, 207 

cretica, 297 

cretica albo-Iineftta, 
207 ^^ 

greenhouse spedes 
of, 297 

hastata.207 

nemoralis variegata, 

rubricaulis, 297 

scaberuia, 207 

semilata, 297 

s. Applebyana, 207 

s. cnstata,297 

s. cristata lacerata, 
207 

s. Dixonii. 297 

s. Leyii, 297 

stove spedes of, 207 

tricolor, 207 

umbro8a,297 
Ptychosperma, 297 

Alexandr», 297 

Cunninghamii, 207 

rupicola, 297 
Pnltemea. 297 

cordata,297 

elliptica, 297 

ericoides, 297 



Bavenala madagascari- 
ends, 841 

culture of, 841 

insects, 841 
Bddia g^ucescens, 297 
Reseda odorata, 297 

culture of, 297 

insects, 296 
Rhanis,298 

flabellif ormis, 298 
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Rhftpto flabenilormfs ra* 

ritmUA. 't.tn 
Bhododendron, ^iO, 298 
&rlx»reuiD, :l*i» 
arxenteam, 2^^ 
AnckUndii. t'M 
Ccmiitefw of Hadding- 
ton, 2W* 
ConnteM of Hefton, 

299 
culture of, 298 
Dalbouslanum, 299 
Denniwmii, 299 
Dncbeiw of Edin- 
burgh, 299 
Ducbewi of Suther- 
land, 299 
Duchow of Teck, 299 
Falconerii, 2i»9 
Fortunli, 299 
Gibaonll, 209 
intect*. 299 
Jasminlflomm, 299 
jaTanicum, 299 
IaAj Hkelmerfdale, 

299 
Maiden'i Blnih, 299 
Nuttaim, 299 
Pink Beautv, 299 
Prince of Wales, 299 
PrinceM Alexandra, 

PrinceM Alice. 299 

Princeu Royal, 299 

Purity. 299 

Rosy Gem, 299 

Taybrii, 299 

Thomsonii, 299 

Veitchianum, 299 
BhopaU,299 

corcovadenjiis, 299 

crenata, 300 

culture of, 290 

insecta, 800 

Jonghei, 800 

Porteana, 800 
Rhynooapermum jasmin- 
oides. 337 

culture of, 338 

insectB, 889 
Richardia, 800 

nthiopica, 800 

albo-maculata, 800 

culture of, 800 

kastata, 800 

inseote, 800 

melanoleuca, 300 
Roella cUiata, 300 

culture or, 801 

insects, 802 
Rogiera,802 

amoena, 808 

culture of, 803 

gratissima, 803 

insects. 803 

Tersicolor, 803 
Rondeletia speclosa 
major. 808 

culture of, 804 

insects, 806 
Rosa, 306 
Roses, 806 

Alfred Golomb, 807 

Annie Alexieff, 307 

Baroness Rothschild, 
807 

Beauty of Waltham, 
807 

Belle Lyonnaise, 807 

Captain Christy, 807 

Catherine Mermet, 
806 

Catherine Soupert, 
307 

Celine Forestier, 807 

Centif oUa rosea, 807 

lliarles Lef ebrre, 807 

Cheshunt Hybrid, 807 



Roses, climbing, 307 
Climbing Deronf- 

enjfi)i,307 
culture of, 306 
Desprezk fleur jaone, 

307 
Deroniensis, 300 
Dr. Andry, mi 
Ducbesae de Vallom- 

brosa, 307 
Duke of Connaogbt, 

307 
Duke of Edinburgh, 

307 
Edouard Andr^, 807 
Emily Laxton, 307 
FiMher Holmes, 307 
OeneraUacqueminot, 

307 
Oloire de Bordeaux, 

307 
Oloire de DHon, 306 
Ooubault, 806 
Henri Ledechanx, 807 
Homer. 306 
Hybrid Perpetuals, 

807 
insects, 807 
Isabella Hprunt, 806 
Jeanne d'Arc, 807 
Jules Margottin, 807 
La France, 307 
Lamaraue, 307 
La Rosiere, 307 
Madame de St 

Joseph, 806 
Madame Falcot, 806 
Madame Lachaime, 

307 
Madame Marie La- 

velley, 807 
Madame Theresa 

Levet, 807 
Madame Trifle, 807 
Madame ViUermoz, 

800 
Mademoiselle Eu- 
genie Verdler, 807 
Mar^chal Niel, 307 
Marie Baumann, 807 
Marquise de Castel- 

lane, 307 
mildew, 807 
Niphetos, 806 
Opliirie,307 
Pierre Notting, 807 
President, 807 
Reine Olga de Wnr> 

temberg, 307 
Safrano, 807 
Souvenir de Victor 

Verdier. 307 
Star of Waltham, 807 
Teas, 806 

Victor Verdier, 807 
White Baroness, 807 
Ruaselia, 907 
culture of, 807 
insects, 307 
juncea, 307 
multiflora, 807 

s. 

Sabal.808 

Blackbumiana, 806 

umbraculifera, 806 
Saoohanmi, 808 

culture of, 806 

insects, 808 

ofBcinarum, 808 

▼iolaoeum. 806 
Sacred Bean, 2M 
Sadleria cys^eoldes, 806 
Salvia, 808 

albo-coemlea, 800 

Betheim,800 



, Salvia coodnea graadi- 
flor^SOO 
culture of. 308 
elegans, 309 
gesnersflora, 809 
Heerii. 300 
Santhioa, 309 
insects, 309 
patens, 309 

K tens alba, 800 
tcherii,809 

splendens Bruantii, 
309 

tricolor. 300 
.Janchesia, 309 

glaucophylla, 809 

nobilis vari«^ta. 309 
Sandersonia aurantiaca, 

809 
Sanseviera zevlanica, 809 

culture of, 300 

insects, 310 
Sormienta repens, 810 
Sarracenia, 3io 

atrosanguinea, 811 

Chelsoidi, 311 

crispata, 811 

Drummondii alba, 
811 

Drummondii rubra, 
811 

flava maxima, 811 

flava omata, 811 

insects. 811 

psittacina, 311 

purpurea, 811 

rubra, 811 

variolaris, 311 
Schubertia, 311 

culture of, 811 

grandiflora, 311 

Saveolens, 811 
sects, 812 
SciUa siberica, 84 
Screw Pines, 266 

culture of, 266 

insects, 267 
Scutellaria Mocciniana, 
812 

culture of, 312 

insects, 312 
Seaforthia elegans, 297 
Selaginella, 812 

africana, 318 

apus, 813 

argentea, 818 

cffisia,812 

califomica, 818 

concinna, 313 

culture of, 812 

cuspidata. 313 

denticulata, 313 

Oaleotii, 813 

helvetica, 818 

involvens, 318 

Kraussiana, 818 

laevigata, 818 

Lob^. 313 

Lvallii, 818 

Martensii variegata, 
818 

plumo8a,813 

Poulterii. 818 

rubricauUs, 813 

serpens, 318 

stolonifera, 313 

ambroea, 813 

nndnata, 813 

variabilis, 818 

Victoriie, 313 

Wallichii, 818 

WOdenovii 813 
Sericographts Ohies- 
breghuana. 318 

culture of, 318 

insects, 814 
Shade for greenhouse 
plants, 8 



I Shade for stove plaaii, f 
I ^uubs, hardy, 300 

coltnre ot, 200 
Sidesaddle PtastB, SM 

culture of, 310 

insecu,311 
saver Tree of the O^te. 

236 
Smilax,314 

culture of, 314 

insects, 814 

longif olia variegata, 
314 
; Shuttieworthii, S14 
j Snowdrops, 84 
' double, 84 

single, 84 
Soilfor greenhouse fdants, 
4 

for stove plants, 10 
8<dannm (beny-beaiingX 
314 

capsicaBtrum, 814 

culture of, 314 

insects, 315 

peeudo-capsicnm, 314 
Solanum jasmtnoldes, 816 

ovigenim. 315 

cnlrare of, 315 

insects, 315 
SoDya, 315 

culture of, 315 

Drummondii, 316 

heteropbylla, 316 

insects, 316 

linearis, 316 
Solomon's Seal, 200 
Sonerila margaritaoea, 
316 

culture of, 316 

insecU.317 

margaritacea alba, 
317 

margaritacea supers 
ba, 317 
Sparaxis, 85 

Angeliaue, 85 

grandiflora, 86 

Leopard, 85 

ma<nilata,85 

tricolor, 85 

Victor Emmanuel, 85 
Sparmannia africana, 817 

culture of, 317 

insects, 317 
Spathlphyllum Wallisli, 
321 

culture of, 821 
Sphaetrogyne, 317 

cinnamomea, 817 

culture of, 318 

f ermginea, 817 

imperialis, 317 

insects, 318 

latifolia, 817 
Spigelia splendens, 818 

culture of, 818 

insects, 318 
Spiraea japonica, 200 

palmata,200 
Stance, 318 

braissictefoUa, 821 

Butcherii, 321 

culture of, 810 

HolfordU, 321 

imbricata, 821 

insects, 321 

prof usa, 821 
Stanntonialatifolia, 821 
Stenospermatium Wal- 
li8ii,821 

culture of , 321 
Stephanophywim Railriitf , 

insects, 821 
Stephanotis florlbuiida, 

culture of , 821 
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Stephanotis floribunda, 

insects, 322 
Sterensonia grandifoUa, 

277 
BtoTo, oonstractioii of, 6 

f onn of, 6 

position df, 6 
Strelitzia, 322 

culture of, 322 

insects, 828 

Regime, 822 
Streptocaipas, 328 

coltare of, 828 

insects, 328 
olyanthus, 823 



Saandersii, 828 
StypheUa, 823 

epacnoidee, 828 

latifolia, 823 

tnbiflora, 323 
Snndew, 156 

coltore of, 165 
Swainsona, 823 

coronillief olia, 826 

culture of, 824 

galegif olia, 826 

gal^if olia alba, 826 

msects, 326 

Osbomii, 326 

Rollissonli, 825 

T. 

Tabenuemontana coro« 
naria, 826 

coronaria fl.-pL, 326 

culture of, 825 

insects, 826 
Tacsonia, 326 

Buchananii, 827 

culture of, 326 

eriantfaa, 827 

exoniensis, 327 

insects, 827 

insiffuis, 827 

mamcata, 827 

moUiBHima, 327 

tomentosa spedosa, 
327 

Van Volxemii, 827 
Tea Plant, 831 
Tecoma, 327 

capensis, 827 

jasminoides, 227 

jasminoides alba 



magna, 827 
iasmlnoidi 



.827 

jasminoides splen- 
dens, 327 
Telopea 8peciosis8inui,827 

culture of, 328 

insects, 828 
Temperature for Ferns, 12 

for stove plants, 8 
Templetonia, 328 

glauca, 328 

retusa, 328 
Terminalia elegans, 828 

cxilture of, 828 

insects, 328 
Testudinaria elepban- 
tipes, 328 

culture of, 329 

insects, 320 
Tetratheca, 329 

culture of, 829 

ericfefolia, 830 

insects, 330 

Terticillata, 830 
Thamnopteris, 330 

australasica, 331 

Nidus, 831 
Thea,331 

assamica,831 

Bohea, 331 

Tiridis, 831 



Theophrasta impetialis, 
881 

culture of, 381 

insects, 331 
Thibaudja, 332 

acuminata, 888 

culture of, 882 

insects, 832 

Jussieni. 382 

macrantha, 382 
Thorns, 200 
Thrinax, 332 

barbadensis, 882 

elegans, 832 

multlflora, 832 

panriflora, 382 

iadiata,882 
Thunbergia, 382 



chrysope,833 

coccinea,883 

culture of, 832 

fragrans,88S 

Harrisi, 883 

insects, 333 

laurifolia, 388 
Thyrsacanthus mtilans, 
838 

culture of, 888 

insects, 884 
Tillandsia, 834 

argentea, 885 

Balbisiana, 836 

drdnalis, 335 

culture of, 384 

Oardnerii, 335 

insects, 385 

Lindenii, 885 

mu8aica,8S6 

Roezlii, 335 

splendens, 885 

tessellata, 885 

WaUisU, 386 

zebrina,885 
Todea,885 

Fraserii, 885 

hymenophylloides, 
886 

intermedia, 836 

superba,835 

WUkesiana, 386 
Torenia,8S5 

asiatica, 386 

Baillonii, 886 

culture of, 886 

Foumierii, 386 

insects, 386 
Toxicophleea Thunbeigii, 
836 

culture of, 336 

insects, 837 
Trachelospermum Jas- 
minoides, 887 

culture of, 838 

insects, 839 
Tradescantia. 839 

culture of, 389 

discolor, 380 

discolor variegata, 
839 

Insects, 389 
Tremandra, 829 

culture of, 829 

ericsefolia, 380 

insects, 330 

Terticillata. 880 
Trichinium, 889 

alopecnroidenm, 839 

culture of, 889 

Manglesii, 339 
Trichomanes, 330 

alatum, 389 

anceps, 839 

angnstatum, 340 

auriculatum, 330 

Bauerianum, 380 

brachypus, 839 

crispum, 389 



Trichomanes FUicula,889 
flmbriatum, 889 
greenhouse species 

of, 340 
humile. 840 
longisitum. 889 
Luschnatmanum, 889 
membranaceum, 389 
muscoides, 339 
pyxidiferum, 840 
radicans, 340 
radicans Andrews!!, 

340 
radicans condnnum, 

840 
radicans dilatatum, 

340 
renif orme, 840 
Sellowianum, 889 
sulcatum, 389 
stove species of, 889 
trichoideum, 340 
venosum, 840 
Zollingeiii, 889 
Tritonia,B6 
crocata, 85 
f ulgens, 86 
Incomparable, 85 
Prince Alfred, 86 
Trop«olum, 840 
azureum, 840 
brachyoeras, 840 
culture of, 340 
insects, 840 
Jarrattii, 840 
pentaphyllum, 840 
polypnyUum, 840 
speciosum, 840 
tricolorum, 840 
Tuberose, 290 
African, 290 
American, 290 
culture of. 290 
insects, 290 
Italian, 290 
The Pearl, 290 
Tulips, 86 

Arms of Leyden, 86 
Bride of Haarlem, 

85 
Ck)ttage Maid, 86 
Double, 85 
Due Van Thol, 86 
Gloria Soils, 85 
KeijBer Kroon, 86 
La Candour, 85 
Marriage de ma Fille, 

85 
Overwinnaar, 86 
Pottebakkar, 86 
Proserpine, 85 
Bex liubromm, 86 
Rose OrisdeUn, 85 
Rouge LuLsante, 86 
single, 85 
Toumesol, 85 
VermiUon Brilliant, 

85 
Tupidanthus calyptratus, 

340 
Tydsea. 840 
AUsa, 840 
Amazon, 340 
Bomb, 340 
Cecilia, 340 
Chamali&res, 340 
culture of, 840 
Elaine, 840 
gigantea,840 
nypatica, 840 
Juliette, 341 
Madame Halphen, 

341 
parepa,341 
Peronilla, 341 
sabina, 341 
tricolor, 841 
violet et marron, 841 



Tying greenhouse plants, 
5 
stove plants, 10 



U. 

Urania spedosa, 841 
culture of, 841 
insects, 341 

Uroeolina aurea, 341 
culture of, 841 
insects, 841 
pendula, 841 

Utricularia, 841 
culture of, 341 
Endresii, 341 
insects, 841 
montana, 841 



V. 

Vaccinium, 341 

coccineum, 841 

Rollissonli, 342 
VaUota. 342 

culture of, 842 

insects, 842 

purpurea, 842 

purpurea major, 342 

purpurea minor, 842 
Veronica, 842 

Anderson!, 342 

Anderson! variegata, 
842 

Blue Gem, 842 

brilliantissima, 842 

culture of, 842 

Gloire de Lorraine, 
842 

insects, 842 

Ne plus ultra, 842 

rosea elegans, 842 

Socrates, 842 
Verschaffelti, 342 

melanochsetes, 842 

splendens, 842 
Viburnum, 200 
Victoria regia, 342 

culture of, 342 
V!nca,848 

alba, 844 

alba oculata, 844 

culture of, 843 

insects, 844 
344 



w. 

Water for greenhouse 
plants, 3 

for stove plants, 10 
Water Lily, 842 

culture of, 842 
Weigelas, 200 
Witsenia oorsrmbosa, 844 

culture of, 844 

insects, 845 
Witteboom, 286 
Woodwardia, 845 

greenhouse spedes 
of, 345 

orientalis, 846 

radicans, 345 

radicans cristata, 345 



Yucca, 845 

albo-spica, 846 
aloifolia, 346 
aloifolia variegata, 
846 
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Tneot ooDcaTa, 846 
cnltore of, 345 
De SmetUiUk, 846 
ftlamentofla, 346 
fllamentoM miib- 

fll&m^846 
gUaea,846 
Suecta,S46 



Tneea qnadrioolor, 846 
qaadrioolor StokecU, 



Zamift,846 

cmMifolia,846 



Zamia eriolepiB, 846 
Miqnelii, 346 
81diiii«rij,346 

Zepbyrantbes, 846 
Candida, 847 
cariiiato,847 
cnliore of, 846 
insects, 347 
ochroieqca, 347 
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co cd n6a,847 
iDophjlla Horibvida. 
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THE ENGLISH FLOWER GARDEN: with an ALPHABETICAL 
DESCRIPTION OP all the PLANTS BEST SUITED FOR ITS 
EMBELLISHMENT ; thbir CULTURE and POSITIONS. By W. 
Robinson. 750 pp., with over 1,200 Illustrations. 15s. 

By same Author, 

THE PARKS AND GARDENS OP PARES. With 360 fine Hlustrations. 
18s. 

ALPINE FLOWERS FOR ENGLISH GARDENS, with many Illtistra- 
tions of Rock Gardens, Natural and Artificial. 7s. 6d. 

THE SUB-TROPICAL GARDEN ; ob, Beauty op Fobm in the Floweb 
Gabden; with Illustrations of the finer foUage plants used for this 
purpose. 5s. 

HE WILD GARDEN ; ob, oxjb Gboves and Gabdbns made Beautiful 
by the Natubalisation op Habdy Exotic Plants. Illustrated by 
A. Pabsons. 10s. 6d. 

HARDY FLOWERS. Descbiptions op upwabds op 1,300 op the most 
Obnamental Species ; with Directions for their Culture, &c. 3s. 6d. 



T 



G 



PD'S ACRE BEAUTIFUL; ob, the Cemetebies op the Futubb. 
With Illustrations. 7s. 6d. 



THE VEGETABLE GARDEN, by MM. Vilmobin-et-Andbieux. With 
many hundred Illustrations. 

A DICTIONARY op ENGLISH NAMES op PLANTS, "applied in 
i\. England and among English-speaking people to cultivated and wild 
Plants, Trees, and Shrubs." By Wm. Milleb. 12s. 

THE ORCHARDIST.— The most complete work on fruit in the English 
language. By J. Scott. 3s. 6d. 

THE GARDEN ANNUAL ALMANACK AND ADDRESS BOOK. Price, 
Is. yearly. 

THE CHRYSANTHEMUM: Its History, Culture, Classification, and 
Nomenclature. By F. W. Bubbidge. Price, 3s. 6d. 

THE GARDEN. Fourpence weekly. One shilling and sixpence monthly. 
Half-yearly volume, price 12s. Binding cases, price 2s. General Index 
to the first twenty volumes of THE GARDEN, price 12s. 6d. A com- 
plete set of THE GARDEN, from its commencement to end of 1884, 
26 vols., cloth, price twenty guineas. 

GARDENING ILLUSTRATED. One penny weekly; monthly part, 5d. 
Yearly volumes, price 6s. 6d. each. Binding cases for each volume, Is. 6d. 

Ij^ARM AND HOME. One penny weekly ; monthly part, 5d. Yearly 
volumes, 7s. 6d. each. Binding Cases for each voliune, 2s. 

Of all Booksellers and Newsagents, and from the Publishing Office^ 37 
Sotithampton Street, Strand, London, W.O. 
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Now ready (1^0 pp. J, with over Twelve Hundred and Eighty Illustrations^ 
Medium 8w, 15«., post free \bs, 6d,, 

THE ENGLISH !10WER GARDEN 

DESIGN, VIEWS, AND PLANS, 

With Deaoriptiona and llluatrationa of the beat p/anta, their Culture and Arrangement. 

By W. EOBINSON, 

WITH THE CO-OPERATION OF THE BEST FLOWER GARDENERS. 



ST. JAMES'S GAZETTE. 

"The author is an uncompromising revolu- 
tionist By founding journals and writing 
books he has done a vast deal to widen men's 
views on all matters relating to gardens and 
gardening ; and his dicta are be^ed upon a 
notable union of common sense and sound 
taste. This volume may be described as the 
text-book of his principles and practice, and a 
very exhaustive and instructive text-book it is. 
It embraces an inestimable mass of information, 
arranged in dictionary form, and set forth 
with remarkable clearness and completeness. " 
WESTERN MORNING NEWS. 

"The author has in this splendid work 
earned the high praise and deep gratitude of 
all who desire the perfection of this natural 
and national taste ^a taste and occupation as 
old as the human race itself, much lauded for 
its simple quietude and contemplative peace- 
fulness by sedate philosophers, and sung by 
enraptured poets." 
GARDENERS' MONTHLY (Philadelphia). 

" We cordially recommend it as perhaps the 
most profitable floricultnral book that has 
appearod for many a long day. We have often 
had enquiries for such a work, but have been 
unable to name any one that covered all the 
ground as this does. Though called the 
'English' Flower Garden, it is in a great 
measure suited as well to America." 
DAILY TELEGRAPH. 

" We have it on the authority of Emerson 
that he who employs a hireling to cultivate 
his Radish beds wilfully and deliberately de- 
prives himself of a delicate pleasure that had 
far better have remained in his own hands. 
If this be true in regard to the cultivation of a 
humble vegetable, then the growing of flowers 
must be regarded as a pleasure of a very high 
-order. The writer of this book is an advocate 
for the reasonable in this delightful science as 
opposed to the fantastic All right-minded 
people will follow him in his condemnation of 
stucco adjuncts to the flower garden, and the 
4ibomination of many kindred heresies. The 
main portion of the work, that devoted to a 
lexicographical arrangement of all the plants 
suited for outdoor cultivation, is admuUble, 
and the engravings are as good as they can be." 
LLOYD'S WEEKLY. 

"This book will help gardeners to improve 
themselves yet further in an art they have 
practised so successfully." 



^oxat ®Tfrxdxmsi ot the $re00. 

FIELD. 
"This comprehensive book will, of course, 
be of most utuity to persons who have laijge 
gardens ; but those lovers of ^rdening who 
have more restricted opportunities to pr^t by 
it will also find it interesting and valuable." 

SCOTSMAN. 



"Altogether, the book will be of the gr^itest 
value, alike to the amateur and the professional 
gardener ; it happily combines the exposition 
of general rules and principles with an immense 
store of practical instruction and detaiL" 

GARDENERS' CHRONICLE. 
" The general object of this book, we are 
told, is to show by what arrangements and 
with what materials gardens, whether larro or 
small, may be most effectually made to afford 
rational and lasting pleasure to those who 
frequent them. In the celebration of Nature's 
triumph on her restoration to power in English 
gu'dens, the author deserves to hold a con- 
spicuous place, for no one has done more both 
to make and to meet the demand for it" 

COUNTRY GENTLEMAN. 
" This is by far the best book on the flower 
garden that has ever been published. It con- 
tains in all over 700 closely-printed pages and 
nearly 1800 woodcut representations of plants 
used in flower garden decoration. The first 
124 pages are devoted to various subjects that 
add to the beauty of the garden, such as 
rockeries, plants of fine form, critiques on 
gardens already in existence, pointing out 
their faults as well as their merits. They con- 
sist, in short, of a valuable and instructive 
essay on taste as applied to garden ornamen- 
tation." 

NEWCASTLE CHRONICLE. 
" The text is written in a clear and compre- 
hensive manner ; but by the free use of a 
number of well-drawn engravings the author 
makes his meaning so explicit, that not even 
the duUest can Cul to understand. But the 
great aim of the writer is to encourage a natural 
and easy style of gardening in preference to 
the geometrical floral puzzles which a few years 
ago were the prevailing fashion in our parks 
and gardens. The larger part of the volume, 
however, is devoted to a description of hardy 
flowers suitablfi for English gardens in all parts 
of the island." 
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